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FBEFATOBT  VOTX 


This  volume  ia  devoted  to  light,  heat  and  power  statistics 
derived  from  the  returns  made  by  gas,  electrical  and  steam  supply 
corporations  for  the  year  ended  December  31,  1916.  As*  hereto- 
fore the  material  is  presented  in  three  divisions,  viz.:  Part  I, 
Analysis;  Part  II,  Statistical  Tables;  and  Part  III,  Abstracts. 

The  abstract  of  each  company  return  that  appears  in  its  alpha- 
betical order  in  Part  III  will  be  found  to  contain  the  more 
essential  information  concerning  the  operations  of  the  year  and 
the  condition  of  the  property  at  the  close  of  the  year.  In  the 
abstracts,  financial  data  are  presented  with  comparative  fullness, 
while  operating  statistics  are  presented  more  conveniently  in  the 
tabular  summaries  of  Part  II.  In  the  analysis  contained  in  Part  I 
win  be  found  necessary  explanations  in  the  way  of  criticism 
and  compariefon  which  indicate  the  significance  of  the  reported 
figures. 

In  order  that  the  publication  of  the  principal  results  of  opera- 
tion for  the  year  may  not  be  unduly  delayed  pending  the  prepara- 
tion and  printing  of  this  volume,  which  necessarily  requires  much 
time,  it  is  the  custom  of  the  Commi&;sion  to  compile  and  publish 
preliminary  abstracts  of  the  returns  of  individual  companies  as 
soon  as*  the  returns  have  been  submitted.  Any  citizen  desiring 
later  information  than  that  contained  in  this  volume  concerning 
a  particular  corporation  can  obtain  such  a  preliminary  abstract 
upon  applicatioD* 

A.  F.  Wbbeb, 

Chief  Statistician. 
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OEHEBAI  SnXMAST  OF  OPESATIONS  OF  LIGHT,  HEAT  AITD 

POWEB  COMPANIES,  1913-1916 

Stetlstioa  pertaining  to  a  particular  date  are  for  the  close  of  the  year  specified.  Statistics  for 
operations  are  for  the  calendar  ywt  specified.  The  figures  here  entered  are  either  obtained  direotjy 
froni  the  general  tables  in  Part  11,  where  their  composition  is  shown,  or  they  are  derivative,  in 
vbioh  eaae  the  stub  items  are  indented.  Intercompany  sales  are  eliminated  from  revenues,  and 
corresponding  debits  from  operating  expenses.  Incidental  receipts  from  the  sale  of  residuals, 
etc.,  are  also  deducted  from  expenses.  The  combined  figures  for  gM  and  eleotiioal  companies, 
however,  are  entirely  gross  and  involve  mooh  duplication  both  of  capitalisation  and  income. 

GAS  SUPPLY 
ITBK  1913  1014  1015  1916 

Number  of  gaa  works 136  «35  >35  >3^ 

Maaufaotoring  a^Mwrfty  (M  eu.  ft.  in  34 

hiB.) •266,700  «256,260  «256,160  «a60,160 

Number  of  gas  holders 136  130  134  128 

Holder  capacity  (M  eu.  ft.) 184,134  184,870  186,397  184,207 

Miles  of  main  in  servioe 3.004.40  4,070.06  4,144.80  4,106.62 

Per  cent  increase 3.30  1.80  1.84  1.25 

Number  of  street  lamps 44,012  42.880  23,102  17.465 

Per  oent  increase 1.18  D4.62  D45.86  D  24.74 

Number  of  servioe  pipes 401,586  406.008  413.161  418,821 

Number  of  consumers' meters  owned. .  1,483,146  1,520,706  1.558,124  1,606.445 

Number  of  consumers 1,371,118  1,300.701  1.430.378  1,480.880 

Per  oent  increase 3.63  2.06  2.83  3.51 

Rxed  capital  installed  during  year....  $3,056,108  $1,000,017  $1,105,751  $6,461,228 

Number  of  empbyees* 11.051  10.846  10.371  10.370 

Total  wages  and  salaries » $0,848,454  $0,608,886  $0,351,406  $9,400,258 

Per  cent  increase D0.62  2.43  D2.68  1.58 

pas  manufactured  (M  ou.  ft.) 45.671,816  47,051.661  45,668.377  48.233.555 

Average  daily  make 125,128  128.000  125,110  131.786 

Pisr  cent  increase 0.88  3.02  D2.04  5.33 

Oas  sold  (M  ou.  ft  distributed) 42,731.860  43.726.027  42.530.668  44.565.753 

Per  cent  increase 1.41  2.33  D2.72  4.76 

Sc?enne  from  sales  to  the  public $84,835,211  $35,685,444  $34,768,078  $36,372,618 

Aversoe  price  per  Meu.  ft.  (cents).  81.52  81.61  81.73  81.62 
Operating  e^Muses  (less  residuals  sold, 

etc.*) $10,802,228  $31,018,330  $10.238.456 '$10,005,760 

Pte  cent  inervMe 4.00  5.66  D8.47  3.47 

Gcnena amortisation  (depredation)...  $1,753,824  $1,877,304  «$2. 515.505  $2,768,171 

Taws 3,561,073  3.441,451  2.334,622  3.280,004 

nneoUectible  gas  bills 120.222  161.520  151.384  129.802 

Total  revenue  deductions 34.336.846  35.408,605  34.239.967  26.083.746 

Percent  increase 4.48  4.82  D4.94  7.61 

Average  per  M  cu.  ft.  distributed 

(cents) 56.03  58.31  56.08  58.53 

Operating  income $10,508,864  $10,186,750  $10,528,111  '  $10,288,872 

Per  cent  inersass D4.78  D3.06  3.35  D2.27 


>  Indndes  2  unused  water«»  plants.  *  Indudas  1  unused  water-gas  oiaat.  •  Inoludsa  1.500 
M  on.  ft.  capacity  (ptftiy  estimated)  of  unused  water-gas  plants.  *  Indudas  453  M  ou.  ft.  capacity 
of  unused  water-gas  plant.  ^  Qeneral  oAoers  are  not  indud  xi  in  nu  noar  of  em  ?lo  irees,  but  t  ;ieir 
eompenaation  is  inehiddd  in  total  wages  and  salaries.  The  diatributioa  of  em  iloirees  of  gas-elec- 
«eal  companies  between  departments  is  not  available,  and  has  been  oomouted  aere  on  tae  baiu 
<H  total  compensation,  figures  for  which  are  reported  separately  for  the  two  dapartments.  *  E  cdu- 
■vve  of  gMienl  amortisataon.  For  interoompan/  salei  and  misodlauMUs  revsaus  dxiuotad.  s:)e 
Table  XXXV.  A.  '  S^r  diaTerenoe  of  $7J3.4i3.31  between  tiiis  amount  and  the  corresponding 
fiforeia  the  tSnandal  Sun  nary,  see  Table  XXXV,  C,  footnote  6.  "Not  on  a  basis  compar- 
vM  ifil^  mi;  see  dieoussioi^  fpUpwing  F^j^andal  Summi^r^  »  1915  lieport. 
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0«n«ml  Sttnunuy  of  Operations  of  Light,  Heit  and  Power  Companies,  19x3-1916 -^OoAtiaiMd 

ELECTRICITY  SUPPLY  • 

Itbm  1913  lOU  1015  1916 

Number  of  central  stations i«16  m16  "16  »  14 

BoUar  capacity  (h.p.) 188,107  200,143  200.143  198.043 

Engine  capacity  (h.p.) 494,279  696.809  683.809  674.951 

Generstinc  capacity  (kw.) 388.612  435,112  493,462  485.712 

Connected  load  (kw.)  >* 835,269  924.476  1,047,518  1.343.462 

Number  of  street  lamps 41.844  42.976  57.146  61.031 

Number  of  meters 337,644  368.831  411,611  430.476 

Number  of  consumers 238,873  265,254  306,217  360.660 

Per  cent  incresse 6.65  11.04  15.44  17.78 

Fixed  capital  installed  during  year  M..  $0,721,411  86.439,887  $6,815,163  $4,784,841 

Number  of  employees  u 9,663  9.285  10.144  10.723 

Total  wages  and  salariesu $8,376,708  .$8,905,006  $0,030,717  $0,828,105 

Per  cent  increase 7.08  6.31  1.51  8.72 

Tons  of  coal  used  under  boilers.......  1.176,885  1,100,380  1,008.407  1.202.266 

KUowatt  hours  generated 877.530,888  017,077,516  980.350.588  1.146,310,504 

Average  daily  output 2.404.210  2.515.007  2.710.420  8,131.906 

Per  cent  increase 24.45  4.61  7.78  15.86 

Kilowatt  hours  sold  to  the  public 651.235,101  687,582.200  727,004.884  845,047.305 

Per  cent  increase 31.55  5.58  5.73  16.36 

Revenue  from  sales  to  the  pubUc $32,807,660  $34,878,022  $34,036,010  $38,687,806 

Average  price  per  kw.  hr.  (cents) . .  5 .052  5 .073  4 .805  4 .  67 

Miscellaneous  electrical  revenue [$75,274]  [$71,160]  [$230,124]  [$468,007] 

Operating  expenses  >• $13,228,150  $14,267,674  $14,058,717  $15,557,327 

Per  cent  increase 13.77  7.86  D1.46  10.66 

General  amortisation  (depreeiation)...  $1,065,813  $1,100,336  "$2,805,212  $2,603,034 

Taxes 1.031.811  2,045,336  2.205,418  3,057,100 

UncoUectible  electrical  bills 130,251  151,002  141.640  115.540 

Total  revenue  deduoUons 16.366,025  17.656,338  10.300.806  21.233.001 

Per  cent  increase 11.70  7.88  0.32  10.01 

Average  per  kw.hr.  sold  to  public 

(cents) 2.513  2.568  2.655  2.408 

Operatingincome $16,532,634  $17,222,684  $15,635,128  $17,454,805 

Per  cent  increase 7.77  4.17  D0.22  11.64 


NoTK. —  Data  for  the  Riverside  Light  &  Power  are  not  included  in  the  tables  of  this  report 
([Parts  I  and  II).  but  may  be  found  in  the  abstract  of  the  company's  return  in  Part  III.  The  same 
is  true  of  the  1016  returns  of  the  Bowery  Bay  and  the  Long  Acre.  These  companies  are  subjeet 
to  the  jurisdiction  of  this  ClIommisBion.  but  their  operations  are  relatively  inngnificant. 

*  Does  not  include  electrical  conduit  companies.  i>  Includes  1  station  not  in  operation  during 
the  year.  ^  Includes  3  stations  not  in  operation  durins  the  year.  "  Includes  2  stations  not  in 
operation  during  the  year.  Decrease  from  10 15  is  due  to  the  exclusion  of  the  Long  Acre  and  Bowery 
Hay  from  the  1916  tables.  **  The  railroad  losd,  excepting  that  of  the  railway  department  of  the 
Richmond  Light  A  Railroad,  is  included  for  the  iirst  time  in  1015.  The  only  important  item  prior 
to  1015  is  the  Third  Avenue  Railway  system,  which  is  supplied  under  a  maximum  demand  rate, 
under  which  the  load  from  1912  to  1015  was  constant  at  28,200  kw.  ^*  Includes  non-operating 
companies,  and  excludes  electrical  conduit  companies.  >^  See  note  5.  "  Exclusive  ofgeneral 
amortisation.  For  intercompany  sales  and  miscellaneous  revenue  deducted,  see  Table  XXXVI.  A. 
i'  Uee  note  8. 
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Saiiifluuy  ci  OpsntioaB  of  Light,  Hea^  arid  Pow«r  Companiei,  1913-1916 — Concloded 
QAS  AND  ELECTRICAL  COMPANIES  COMBINED «» 

Irmu                                     1913                 19U                 1915  1916 

Opcratinginoome  — gas  and  electrical.    $27,040,998     $27,409,433     $26,163,234  $2S.444,110 

Oi!i€r  income M 7,857,886        8.513,462        9,926.330  10,268.043 

GroM  income  ^;>plioable  to  coiporate 

and  leaaed  properties 34,898,884       35,922.895       36,089,564  38,712,153 

Pta>  cant  inerease 2.23                 2.93                 0.46  7.37 

Intereat,  rent  and  other  income  deduc- 

tiooa $12,065,249    $11,685,724     $12,842,680  $13,922,819 

Net  corporate  income 22,833,635      24.237,171      23.246.884  34,789,334 

Per  cent  increase Dl.Ol                  6.15             D4.09  6.64 

DivideiKb $11,378,911     $12,556,486    $14,197,809  $14,625,935 

Aoeumnlated  surplus 56.783,410      60.938.642      67.790.494  73.865.734 

Increase  for  year 5.927,789        4.155.232        6.851.852  6,067,800 

Per  cent  increase 11.66                 7.32                11.24  8.96 

Capitalisation  (security  issues)  « $373,045,651  $403. 425. 850 a$427. 359. 173  $427,369,398 

Net  capitalisation  (dupUoatioiis  elim- 

inated)a 258,578,890    258,953.589  >*282. 886. 912  282.897.137 


STEAM-HEAT  SUPPLY 

FncAL  YxAB  Endbd  April  30                               1915  1916  1917 

Number  of  steam  plants  operating 2  2  8 

BoUer  capacity  (i  n  10  sq.  ft.  heating  surface) 32 .  750  85 ,  660  N.  R. 

Boiler  capacity,  hone  power 27.000  >34.600  86,000 

Miles  of  main  in  service 13,83  N.  R.  15.92 

Number  of  consumers *  1 ,208  N.  R.  N.  R. 

Number  of  employees »  302  *  161  •248 

Totol  wages  and  saUries 1  $258,952  •$362,373  $279,427 

Short  tone  of  coal  used 207.381  236.884  .         269,524 

Quantity  of  steam  produced  (M  lbs.) («) (») N.  R. 

Quantity  of  steam  sold  (M  lbs.) ^ICst  1,739,444  <Est  2,039,630  2,347.606 

Revenue  from  sales  to  the  public $942,432  $1,063,243  $1,271,989 

Average  price  per  thousand  pounds  sold  (cents) . .                54 .  33  52 .  53  54 .  18 

Operating  expenses  (exclusive  of  depreciation) $7 15 .  523  $836 .384  $1 .  221 .  934 

Depreciation 61.636  59.000  57.60C 

Taxes 34,169  35,419  37,213 

Uaoonectible  bills 600  600 

Total  revenue  deductions 811,838  931,403  1,317.347 

Operating  income 131.104  131.840  »D  45.363 

Non-operating  revenue 62.127  52.525  20.212 

Gross  income 193,231  184.365  'D  25. 146 

Income  deductions 130.833  131,373  172,931 

Net  corporate  income 62.398  52.992  'D  198.077 

Dividends 

Accumulated  deficit 412.625  403.975  629.642 

CapHalixation  (security  issues) 8,424.456  8,095.456  8.095.456 


"  Ezdudea  electrical  conduit  and  non-operating  companies  unless  otherwise  specified.        **  In- 
dudea  income  from  street-railway  department  of  Ricnmond  Light  &  Railroad.  **  Includes 

electrical  conduit  and  non-operating  companies.  Richmond  Light  A  Railroad  is  excluded, 
as  its  capitaUsation  of  $5,091,750  (capital  stock,  $2,871,750;  funded  debt,  $2,200,000;  unfunded 
debt,  $20,000)  has  already  been  included  with  that  of  the  street-railway  companies  in  Vol.  II. 
this  report. .  « Indudes  electriMl  conduit  and  non-operating  oomnanies.  For  derivation  of 
these  figures  see  Comparative  Summary  of  Financial  Data.  **  Excludes  $100,000  matured 

New  Amsterdam  bonds,  included  in  1915  Report. 

>  As  of  December  31,  1914.  *  Average  number  for  the  month  of  April,  1916.  The  average 
for  the  year  it  not  reported.  *  The  amount  produced  in  the  reapeotive  years  is  not  reported. 
The  amounta  produced  in  the  months  of  April,  1915.  and  April,  1916,  are  reported  as  224,589  and 
368324  M  pounds,  respectively.  The  amount  sold  in  April,  1916,  is  reported  as  223,786  M  pounds. 
^Amount  for  1916  includes  estimate  of  flat-rate  steam  sold  from  station  "  J  "  (65,803  M  pounds) 
on  basis  of  proportional  revenue.  Amount  for  1915  includes  estimate  for  station  "  J  "  (646,946 
M  pounds)  on  basis  of  ratio  of  station  "  B  '*  sales  for  1915  to  same  for  1916.  *  During  the  year 
an  addition  to  station  "  J  "  was  erected,  with  boiler  capacity  of  7.600  h.p.  •  Full-tune  employees, 
week  ending  December  13,  1916.  There  were  also  53  part-time  employees.  J  Deficit.  •  In- 
dodee  the  unusual  charge  of  $123,156.55  to  Fixed  capital,  such  ohargs  u  tha  foUowing  year  being 
only  $60. 48. 
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Between  1915  and  1916  there  was  no  change  in  the  number 
of  gas  or  electric  plants  or  steam-heating  central  stations,  con- 
cerning which  returns  were  submitted  to  this  Commission  by  the 
operating  light,  heat  and  power  companies  of  New  York  City. 
Two  small  companies,  however,  were  permitted  to  use  a  simpler 
form  of  report,  which  does  not  contain  all  of  the  details  embraced 
in  the  regular  form  prescribed  by  the  Commission.  As  will  appear 
from  an  examination  of  the  abstracts  of  their  reports  given  in 
Part  III,  the  operations  of  these  companies,  the  Bowery  Bay 
Electric  Light  &  Power  Company  and  the  Long  Acre  Electric 
Light  &  Power  Company,  are  conducted  on  too  small  a  scale  to 
possess*  significance  for  statistical  summaries  and  they  are  accord- 
ingly omitted  therefrom. 

Special  returns  were  received  from  three  inactive  companies 
(Ball  Electrical  Illuminating  Co.,  Equity  Gas  Co.  and  East 
River  Gas  Co.)  as  indicated  in  the  index  at  the  close  of  the 
volume. 

The  General  Summary  presents  in  comparable  form  the  im- 
portant facts  concerning  the  operations  of  the  two  classes  of  light 
and  power  companies  for  the  four-year  period,  1913-1916.  The 
one  steam-heat  supply  company  is  included  also  for  the  years 
1915  to  1917  but  its  operations  need  no  particular  discussion  at 
this  point. 

During  the  year  there  was  a  striking  increase  in  the  amount 
charged  to  Fixed  Capital  in  the  gas  industry  as  compared  with 
that  charged  in  the  electrical  industry.  Four-fifths  of  the  increase 
in  fixed  capital  in  the  gas  industry  is  accounted  for  by  the  charge 
of  $6,242,278.61  by  the  New  Amsterdam  for  the  Astoria-Bronx 
tunnel  under  the  East  river.  There  was  a  considerable  percent- 
age increase  in  the  amount  of  gas  manufactured  and  sold  during 
the  year  though  only  about  one-third  as  large  as  was  reported  for 
electricity.  In  each  case  the  sales  were  greater  than  in  any 
previous  year  during  this  Commission's  existence.  Likewise  the 
numbers  of  consumers  both  of  gas  and  of  electricity  were  greater 
than  in  any  previous  year,  the  percentage  increase  in  1916  bein^ 
five  times  as  great  for  electricity  as  for  gas. 
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The  number  of  employees  of  gas  companies  has  been  declining 
steadily  since  1912,  while  the  number  employed  by  electrical 
companies  has  increased  each  year,  except  1914,  since  returns  were 
first  made  to  the  Commission  in  1908.  In  1916  for  the  first  time 
the  number  employed  by  electrical  companies  was  greater  than 
the  number  employed  by  gas  companies.  Total  wages  have  fol- 
lowed about  the  same  trend  as  numbers  of  employees  except  that 
in  the  electrical  industry  the  increase  in  total  wages  has  been 
continuous  since  1908.  As  in  the  case  of  the  number  of  em- 
ployees, total  wages  in  the  electrical  industry  were  greater  than  in 
the  gas  industry  for  the  first  time  in  1916. 

Revenue  from  sales  to  the  public  has  increased  every  year 
since  1908  in  the  caste  of  electricity  and  every  year  except  1915 
in  the  case  of  gas.  In  both  1915  and  1916  electrical  revenue  was 
greater  than  gas  revenue.  Operating  expenses  of  gas  companies 
have  been  continuously  higher  than  those  of  electrical  companies. 
Operating  income  of  gas  companies  has  remained  fairly  constant 
since  1913,  the  amounts  reported  for  the  years  1913-1916  being 
approximately  the  same  as  for  1909  and  somewhat  less  than  for 
1910-1912.  Operating  income  of  electrical  companies,  on  the 
other  hand,  has  increased  constantly  since  1908  except  in  1915. 
Since  1911  it  has  been  greater  than  that  of  gas  companies. 

Net  corporate  income  of  gas  and  electrical  companies  combined 
increased  constantly  from  1908  to  1916  except  in  1913  and  1915. 
Dividend  payments  doubled  during  this  period,  increasing  con- 
stantly except  in  1913,  while  accumulated  surplus  more  than 
tripled.  Total  capitalization,  including  stocks  and  funded  debt, 
increased  materially  from  1913  to  1916  while  the  securities  out- 
standing in  the  hands  of  the  public  remained  practically  constant 
from  1910  to  1916,  when  there  was  a  considerable  increase. 

ITine-Tear  Compaxison  of  Oas  and  Electricity  Supply* 
Table  1  shows  revenue  from  sales  and  quantity  sold  both  of 
gas  and  of  electricity  during  the  period  1908-1916.     The  out- 
standing feature  is  the  great  increase  in  the  importance  of  the 

♦  Per  grsplue  eompwisons  of  annual  aalee  of  sas  and  deotridty  io  the  period  X9W-1815,  ae« 
VoL  ni,  1015  Amraal  Report,  Diagram  I  (oppodte  p.  30). 
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electrical  industry  as  compared  with  gas.  At  the  banning  of 
the  period  gas  revenues'  exceeded  electrical  by  30  per  cent;  in 
1916,  the  electrical  exceeded  the  gas  by  7  per  cent.  Even  these 
figures  do  not  adequately  represent  the  greatly  increased  relative 
importance  of  the  electrical  central  stations  during  the  nine  years. 
The  price  of  electric  energy  has  materially  decreased,  and  a  large 
part  of  the  output  is  sold  at  a  very  low  rate.  Though  gas  revenues 
and  the  quantity  sold  increased  at  nearly  the  same  ratio,  the  1916 
figures  being  respectively  31  and  30  per  cent  more  than  for  1908, 
electrical  revenues  increased  81  per  cent  during  the  same  period, 
while  the  quantity  sold  increased  more  than  twice  as  much,  or 
174  per  cent. 

Since  1914  especially  there  has  been  a  notable  decrease  in  the 
use  of  gas  for  mimicipal  purposes,  particularly  street  lighting. 
The  revenues  from  municipal  lighting  decreased  35  per  cent  from 
1908  to  1916  aad  38  per  cent  from  1914  to  1916.  The  amount  of 
gas  used  for  this  purpose  decreased  39  per  cent  from  1914  to  1916. 
Revenues  from  electricity  used  for  municipal  lighting  increased 
44  per  cent  fromi  1908  to  1916,  and  the  amount  consumed,  only 
34  per  cent.  From  1914  to  1916,  however,  the  revenue  decreased 
6  per  cent  and  the  amount  of  energy  consumed,  24  per  cent.  The 
latter  reduction  is  undoubtedly  due  largely  to  the  substitution  of 
gas-filled  lamps  for  arc  lights  in  street  illumination.  The 
accuracy  of  the  estimates  of  electric  current  consumed  by  the 
street  arc  lamps  has  often  been  questioned. 

The  use  of  electricity  by  private  consumers  has  increased 
steadily.  In  1916  the  total  revenue  from  this  source  was  81  per 
cent  greater  than  in  1908  while  the  total  amount  of  energy  con- 
sumed had  increased  148  per  cent.  The  most  striking  increases 
occurred  in  railway  purchases.  From  1908  to  1916  revenue  from 
electricity  sold  to  railways  increased  783  per  cent,  and  energy 
sold,  2,043  per  cent.  Only  part  of  the  increased  railway  sales  rep- 
resent an  actual  increase  in  the  use  of  electricity  by  railways, 
much  power  being  supplied  to  railways  (especially  those  in  the 
Third  Avenue  system)  which  formerly  operated  power  plants  of 
their  own. 

The  increase  in  the  use  of  both  gas  and  electricity  is  largely 
attributable  to  small  consumers.     From  1908  to  1916   in  the 


Light  and  Power  Statistics  —  Analysis  21 

• 

case  of  gas  supply,  the  number  of  consumers  of  the  small  or 
"  other "  gas  companies  increased  most,  125  per  cent,  as  com- 
pared with  37  per  cent  for  all  companies  combined;  while  the 
average  bill  decreased  16  per  cent  for  small  companies  and  5  per 
cent  for  all  companies  combined.  Of  the  electrical  companies,  the 
small  or  "  other  "  group  shows  the  greatest  increase  in  the  number 
of  consumers,  490  per  cent,  with  the  Brooklyn  system  a  close 
second.  The  Consolidated  system  shows  an  increase  only  about 
two-fifths  as'  great.  Here  also  the  increased  numbers  of  small 
consumers  are  reflected  in  the  decrease  in  the  average  bilL 
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Tibia  I.   Ofowth  of  fM  and  etoctridty  nsply  in  New  York  Citj»  w  tndteifiiid  bj  nmasm 


(A) 


1908 

CoMPANT-OBOUP,  E>ro.  Revenue 

GonaoUcUted  syBtem $18,47t,ise  6? 

Private  oonaumers •  18,048. 188  10 

Munieipality •423.948  47 

Brooklyn  ayatem 8, 167,109  18 

Private  oonaumera 7.927.933  04 

Municipality 239.176  14 

Other  oompaniea 1,914,971  01 

Private  oonaumera 1,064 ,623  83 

Municipality 150.347  18 

City  aa  a  whole 97, 864,216  76 

Private  oonaumera 27,040.744  97 

MunioipaUty 813,471  79 

e 

Consolidated  syatem 

Brooklyn  ayatem 

Other  companiea 

City  aa  a  whole 


1909 


M  eu.  ft.  Revenue  M  en.  ft 

tS  JOS, 047  619,741,801  B7  H,98S,UA 

22.639.641  19.322.058  37  24.122.968 

565.406  419.742  90  560,288 


10,080,102 

9,761.204 

318.898 

1,058,576 

961.234 

97.308 

S4,64S,761 

83.262,109 

981.612 


8,766,639  76 

8,491.645  25 

244.994  50 

1,869,068  36 

1,179,779  65 

149.258  77 

69,807,479  64 

28.993,483  17 

813,996  17 


10,776,867 

10,446.194 

326,673 

1,169,786 

1.089,535 

100.251 

66,646,909 

35.658.697 

987.212 


No.  of 

Average 

No.  of 

Average 

oonaumera 

bUl 

oonauoierB 

bill 

711.171 

$25  97 

763.472 

$25  86 

339.961 

24  02 

363.794 

94  02 

33.328 

36  45 

37.496 

35  44 

1,084.460 

66  68 

1,164,766 

66  59 

(B) 

1906 

1909 

Revenue 

Kw.  hia. 

Revenue 

Kw.-hra. 

617,040,866  49 

646,973,368 

618,618,691  16 

669,008,156 

15.849,611  85 

222.038.804 

17,030,776  15 

226.380.753 

1,190.270  72 

23,929.447 

1.400,672  60 

28,376.923 

480  92 

5.107 

86,842  41 

4.350.480 

6,649,783  83 
2,864.546  79 

61,768,694 
37.324.784 

6,669,663  94 
2,990.236  72 

63,116.089 

40.148.811 

641.004  35 

12.231.662 

679.387  22 

12.963.278 

44.232  69 

2.212.248 

14,996,847 

861,749  08 

906,799  47 

15,968,965 

397.342  55 

« 3,774.925 

447,986  61 

4.222.487 

378,667  75 

« 6,156.710 

393,569  79 

6.620,875 

75,738  78 

•5.061.212 

65.243  07 

5.085.563 

61,441,806  40 

316,734,899 

63,094,714  67 

368,049,170 

19.111.501  t9 

263.138.513 

20,468,999  48 

270,762.051 

2,209,942  82 

42,317,819 

2.473,629  61 

47,861,076 

120,452  39 

7.278.567 

152,085  48 

9.436.043 

No.  of 

Average 

No.  of 

Average 

oonaumera 

bUl 

oonaumers 

biU 

90,809 

$187  65 

*  105.624 

$175  32 

13.224 

268  43 

16,299 

225  14 

4.347 

195  94 

5.714 

158  70 

108,380 

197  84 

167,637 

180  94 

CoKPAirT-aRoijp,  Brc. 

Consolidated  ayatem 

Private  conaumera 

Municipality 

Railwaya 

Brooklyn  ayatem 

Private  oonaumers 

Municipality 

Railwaya 

Othe   companiea 

Private  oonaumera 

Munieipality 

Railways  • 

City  aa  a  whole 

Private  oonaumera 

Municipality 

Railwaya 

Conaolidated  ayatem 

Brookl3m  ayatem 

Other  oompaniea 

City  aa  a  whole 

^  Number  of  conaumera  ia  generally  the  number  of  oontracta  or  accounta  at  the  eloae  of  the 
year:  aome  companiea  include  the  number  of  metera  act  but  locked. 

*  Exoluaive  of  (1)  operationa  of  Bowery  Bay  and  Long  Acre,  which  are  included  in  the  general 
tablea  in  the  Reports  of  the  Comnuaaion  up  to  1015;  (2)  energy  uaed  by  companiea,  except  Uiat 
aupplied  to  railway  department  of  Richmond  Light;  and  (3)  aalea  to  all  other  gaa  or  elM^oal 
companiea.  _  For  gaa  aupply,  "  Brookljrn  ayatem  includea  the  Brooklyn  Union  and  aaaociated 
non-producing  companiea;  for  electricity  aupply,  it  oovera  the  Brooklyn  Ediaon.  The  New  York 
6c  Qucena  Gaa  and  the  New  York  6c  Queena  Electric  are  included  throughout  under  the  Conaoli- 
dated ayatem. 

•  Computed  on  baaia  of  75  oenta  per  M  cu.  ft.,  aa  eatabliahed  by  chapter  736,  Lawa  of   1935. 
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faMt  Mlef»  fosatttiM  sold,  oninbar  ti 

Gas 


and  mTerage  yearly  tiiU,  1908-1916* 


loia 

\ 

1911 

1912 

Bevenue 

M  on.  ft. 

Reveaue 

M  ou.  ft. 

Revenue 

M  ou.  ft. 

00,819,974  It 

96,090,637 

891,969,886  91 

96,679,416 

899,064,396  49 

97,663,996 

S9.415.780  S7 

26.481.371 

20,857,279  70 

26.042,007 

21.660.903  79 

27.080.008 

404.184  34 

639.166 

402.607  21 

537.409 

393,422  70 

524.917 

9,5B»J»i  at 

11,761,919 

9,998,369  03 

19,999,383 

10,609,161  77 

19,901,439 

0.904.884  60 

11.431.371 

9.749.339  14 

11.960.320 

10.248.120  51 

12.553.378 

947.806  43 

330.541 

249.029  80 

332,057 

261,035  26 

348.061 

i.4T4.**o  n 

1,869,618 

1,686,399  96 

1,496,666 

1,766,493  69 

1,673,169 

1.828.300  66 

1.249.150 

1.430.047  34 

1.389.363 

1.695.727  51 

1.561.995 

151,080  67 

103.354 

156.352  61 

107.193 

160,696  11 

111,157 

81,847,096  S6 

30,184,969 

39,844,866  89 

40,368,364 

34,319,911  88 

49,138,616 

31.048.015  01 

88.161.901 

32.036.666  18 

39.391.696 

33.504.757  81 

41,154.381 

808.120  34 

973.061 

807.989  71 

976.658 

815,154  07 

984.135 

Naol 

Average 

No.  of 

Averase 

No.  of 

Average 

eonnnMn 

biU 

oonaumers 

bill 

conaumsra 

bill 

803,330 

825  93 

826,148 

825  73 

838,617 

$26  30 

387.542 

24  65 

410.133 

24  38 

431.292 

24  37 

43,796 

33  66 

49.033 

32  35 

53.165 

33  04 

J.W4.W7 

96  79 

1,985,314 

96  66 

1,393,074 

96  94 

1910 

1911 

1912 

Rvreaue 

Kw.hra. 

lUrvonue 

Kw.  bra. 

Revenue 

Kw.  hra. 

890,148,968  64 

981,417,919 

891,964,934  94 

319,986,766 

893,691,648  01 

391,106,013 

18,510,170  15 

245,630,866 

20.247,367  61 

279.414.386 

21.635.632  49 

324.937.059 

1,568.700  17 

82,675,612 

1.632.649  89 

36.152,552 

1.837.174  06 

42.074.804 

61,060  32 

8.102,441 

74.916  74 

3.719.828 

148.841  40 

24.094,150 

4,849,619  OS 

66,107,688 

4,699,389  10 

73,677,644 

6,163,979  86 

88,468,379 

3,538.560  78 

52,324,170 

3,953,184  20 

58.051,855 

4.348,040  67 

70,808.645 

700,061  30 

13.783.418 

741.204  90 

15.525,689 

801.898  87 
3.333  32 

1,967,418  74 

17,488,927 
170,800 

1,016,904  97 

17,998,896 

1,114,016  01 

18,848,164 

90,181,616 

512,750  71 

4,022,439 

579.810  68 

5.639.678 

679.239  75 

6,027,202 

447,057  37 

7.847,741 

472.450  50 

7,833.194 

506.572  24 

8.268.593 

56.306  89 

5.028.715 

61,745  83 

5,375,292 

71,676  75 

5.285.821 

95,407,786  04 

864,894,409 

97,768,339  36 

411,719,474 

30,039,339  61 

499,766,001 

22.566.481  50 

302.886,475 

24.785.362  49 

343.105.919 

20,662.942  91 

402.372,906 

2.724,817  74 

53,806.771 

2.846.314  29 

59.511.435 

3.145.645  17 

67.832.324 

117,485  71 

8.131,156 

136.662  57 

9.095.120 

223.751  53 

29.550.771 

No.  of 

Avorace 

No.  of 

Average 

No.  of 

Average 

OODSUIDfln 

bill 

bill 

oonaumsrs 

biU 

125.792 

$160  18 

152.210 

$144  24 

177,459 

$132  11 

23.866 

177  77 

28.057 

167  49 

33,973 

151  60 

7.297 

130  28 

10,212 

109  09 

12,459 

100  02 

166,966 

161  88 

190,479 

145  78 

993,891 

134  14 

Thia  atatote  waa  oonteated  and  all  oompaniea  in  the  Consolidated  system,  except  the  New  York 
Mutual  and  the  New  York  8t  Queena  Qaa,  baaed  their  income  accounts  for  lOOS  on  the  former 
90-oent  rate. 

*  Partly  eetimatad  on  baeb  of  1909  figurea. 

*Prk>r  to  1913.  the  Riehmond  light  furnished  power  to  its  railway  department  at  feneratina 
ooat;  in  1913  and  aubaequently.  at  genarating  cost  plus  a  proportionate  share  of  depreciation  ana 
other  general  eapeoaea. 

•Estimated  00  baab  of  1909  figurea. 

^  Ineluatve  of  aalea  to  oonaumers  of  Nassau  Light  A  Power. 

•Computed  on  baaia  of  80  per  M  ou.  ft.,  although  the  companies  in  the  C<»iaolidated  system 
ehaiied  $1  per  M  eu.  ft.t  pending  the  adjudication  of  the  80-ceat  law. 
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Table  x.    Ocowtli  of  gat  and  electricity  mnAy  in  New  Tofk  City,  aa  indleBted  by 


(A) 


1918 


1014 


CkiMPAJfT-OBOXTP.  Era 
ConBolidated  tyviem 

Private  oonsumera 

Munieipality 

Brooklyn  system 

Priyate  oonsumera 

Munidpality , 

Other  companies 

Private  oonsumera 

Munidpality 

City  as  a  whole 

Private  oonsumera , 

Munieipality 


Consolidated  system 
Brooklyn  system . . . 
Other  oompanies . . . 
City  as  a  whole.  •• . 


GoMPAiriKiBOTTP.  Brc. 
Consolidated  system 

Private  oonsumera 

Munidpality 

Railways 

Brooklyn  system 

Private  oonsumera 

Municipality.  ...i 

Railways 

Other  oompanies 

Private  oonsumera 

Municipality 

Railways  * 

City  as  a  whole 

Private  oonsumera 

Munidpality 

Railways 

Consolidated  system 

Brooklyn  system 

Other  oompanies 

City  as  a  whole 


Revenue 

M  ou.  ft. 

Revenue 

M  eo.  ft. 

.     9$9,Jie,g49  77 

97,860,898 

899,949,945  4i 

97,906,199 

21.737,411  50 

27.132.238 

21,858.448  26 

37,282.648 

389,838  27 

518,656 

301,407  15 

622.474 

10,804,051  66 

18,964,878 

11,364,416  68 

18,903,880 

10.537.443  00 

12,008,148 

11.075,153  01 

18.682.968 

267.508  66 

356,780 

270.262  n 

372.412 

1,004,009  §1 

1,816,098 

9,081,089  30 

9,018,4^ 

1.732.738  50 

1.701,108 

1,003.801  70 

1.808. 405 

171.270  62 

114,000 

177.100  51 

118.020 

34t8S5,»lG  64 

49,781,869 

35,686,444  39 

4S,798,»97 

34.007.603  00 

41,741.584 

34,837,403  06 

42,714.021 

827.617  55 

000.285 

847,050  48 

1.012.906 

No.  of 
oonsumera  * 

Averam 
bOi 

No.  of 
oonsumsn 

Average 

bar 

854.002 

S25  01 

862,088 

•26  81 

458,070 

23  60 

474,600 

28  92 

58.056 

32  30 

68.078 

82  90 

t,S71,il8 

96  41 

1,399,701 

96  SO 

m 

1018 

1014 

Revenue 

Kw.  hra. 

Revenue 

Kw.  hn. 

$95,989,984  78 

530,787,764 

897,969,909  51 

657,909,888 

23,355.343  57 

861,877,355 

24,518.151  18 

'876.071.981 

1.023.467  87 

44.655.800 

1.006.042  74 

47,297,175 

660.453  34 

124,254.510 

748.108  50 

183.233.537 

6,686,764  4» 

108,396,187 

6,994,880  10 

119,977,496 

4.706,770  33 

83,004.044 

5.356.327  02 

01.608.483 

823,778  31 

18,804,043 

842,518  18 

18.708.133 

16.106  85 

1.008,100 

25,534  00 

1.875,800 

1,416,781  4» 

91,608,994 

1,489,6U  61 

99,738,688 

761,433  84 

7,644.073 

856.005  18 

8.702.032 

528,641  22 

8.705.832 

506.038  67 

8.748.635 

126,656  36 

5.060,080 

127.600  81 

5.102,300 

St, 999,760  69 

666,699,940 

34,976.897  99 

699,918,895 

28,013.556  74 

453.515.472 

30.730,484  23 

477,073.066 

3.275.887  40 

71.755.774 

3,3U,G00  60 

74.838.943 

803.306  55 

130.421.600 

001.243  40 

140,801.026 

No.  of 

Average 

No.  of 

oonsumera 

bill 

oonsumera 

bUl 

181,708 

$142  75 

107.646 

$187  94 

41.647 

135  35 

40,487 

125  78 

15.420 

01  88 

18,036 

82  60 

838,776 

188  18 

966,169 

181  90 

For  footnotes,  see  preceding  double-paga. 
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nles*  q^nntitiM  aoUt  niunber  of  ooosaman  ^  and  aTaraga  yaarlr  bin,  1908-1916  *"  Coacladad 
Gas 


Pun  CBTTT   iNORBiiSB 

1915 

1916 

a. 

1916   OVBR 

1903 

Revenue 

M  cu.  ft. 

Revonae 

M  cu.  ft. 

Revenue 

Quantity 

$91, £85,  W5  ^3 

$6,664,700 

993,099,860  33 

27,588,967 

19.64 

19.41 

20,963. 5U  9S 

26.162.23i 

21.901,659  35 

27,321.563 

21.35 

21.23 

301.841  85 

402.436 

193,205  97 

264,404 

D  53.25 

D  53.24 

n, see. roe  95 

13,835.997 

11,963,473  34 

U, 636, 678 

46.47 

46.70 

11.132.05S  73 

13.572.367 

11.778.864  66 

14,441,696 

4S.57 

47.95 

234.648  22 

312.930 

183,608  68 

244,882 

D  23.23 

D  23.21 

2,135,984  07 

g, 089,671 

3,310,279  69 

2,290,208 

90.16 

116.35 

1.960.003  81 

1.072.534 

2,165,230  82 

2,179,452 

103.38 

126.73 

175.893  28 

117,087 

144,993  87 

110,766 

D3.66 

13.82 

34*768,077  65 

4M, 539, 658 

33,372,618  35 

44,565,753 

30.58 

30.14 

34.065.607  52 

41,707,215 

35,845,804  83 

43.945,712 

32.58 

32.12 

712.380  13 

832.453 

523,813  52 

620,041 

D 35.24 

D  36.83 

No.  of 

OOIWDIPCIB 

Average 
biU 

No.  of 
consumers 

Average 
bill 

No.  of 
consumers 

Average 
biU 

873.922 

824  33 

895, 128 

$24  69 

25.87 

D4.93 

405,995 

22  02 

519,856 

23  01 

52.92 

D4.20 

09.461 

30  75 

74.905 

30  84 

124.75 

D  15.39 

1,489,378 

»4  tS 

1,489,889 

24  4t 

37.39 

D4'95 

EuBonaciTT 


1915 


1916 


Pbr  csnf  Incrbasb 
1916  OVBR  1908 


Revenue 

926,580,607  27 

24.057.293  23 

1.819.370  27 

703.843  77 

6,896,817  26 

6.146.472  13 

723.060  76 

25.684  37 

1,661,734  62 

054.908  50 

475.617  48 

121.208  54 

36,028,069  06 

31.158.673  86 

3.018.643  51 

850,736  68 


Kw.  hrs. 

665,662,494 

397.894.477 

41,975.454 

125.682.563 

143,997,940 

127.768,916 

14.286.024 

1,943.000 

26,186,046 

9.505,762 

7.388,360 

9,290.924 

736,735,480 

535.169,155 

63.649,833 

136.916,437 


Revenue 

928,988,588  17 

26.097,387  89 

1,937.872  98 

903.327  30 

8,089,438  39 

7,340,643  66 

725.125  38 

23.669  35 

1,745,774  67 

1.136.469  58 

473,309  95 

135.995  14 

38,823,801  23 

31.374,501  13 

3,189.3J3  31 

1,082.991  79 


Kw.  hrs. 

641,135,660 
459.678,683 

37,909,166 
143.547.811 
187,310,688 
172.744.502 

12.791,486 
1.774.600 

28,438,071 

11,656.229 
6.098,892 

10,682,960 
856,884,319 
644,079,414 

56.799.544 
156,005,361 


Revenue 

70.12 

64.66 

67.01 

187.733.17 

127.89 

156.26 

13.12 

D  46.49 

104.96 

186.02 

24.99 

79.56 

81.07 

80.91 

44.18 

782.50 


Quantity 

160.66 

107.03 

58.42 

2,810,704.99 

261.82 

362.81 

4.58 

D  19.78 

89.68 

208.78 

D0.94 

111.07 

174.00 

147.77 

34.22 

2.043.35 


No.  of 

oonsumers 

226.261 
58.172 
21.712 

306,146 


Average 
biU 

$117  48 

118  51 

71  47 

lt4  42 


No.  of 
consumers 

262,192 
72.843 
25,634 

360,669 


AvOTage 

biU 

$110  56 

111  05 

68  10 

107  64 


No.  of 
consumers 

188.73 
450.84 
489.69 
232.78 


Average 
biU 

D41.08 
D  58.63 
D  65.24 
D 46.69 

I    -  I J  a  sa 


V 
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Tible  a.    kwngt  wtXHng  frieas  to  ^bBc  of  gu  tod  •l«etricity,  b7  tyttoflM,  x)oVx9i6 

(A)  Gab  (Cbsib  fsk  M  or.  rr.) 

Sram                       ig06       1009       1910       1911       1913  191S  1914  1915       1916 

CoBMlidated  oyBtem: 

Total ■79.05      79.08     8001      79.99     80.01  80.02  80.03  80.05      80.10 

Private oooBumerf "80.07      80.10      80.18      80.09      80.U  80.12  80.12  80. IS      80.15 

Brooklyn  Union  aystem: 

Total 81.02     81.10     81.23     81.84     81.45  81.45  81.05  81.85      81.45 

Private  oonaunura 81.33     81.39     81.40     81.51     81.54  81.53  81.84  82.02      81.55 

Other  companieB: 

Total 114.77    111.70    109.01    105.00    104.96  104.84  103.31  102.33    100.88 

Private  ooumnan 110.75    108.38    106.94    102.93    102.15  101.85  100.39  99.37      99.35 

dtj  u  a  whole: 

Total 81.34     81.34     81.88     81.35     81.45  81.53  81.51  81.73      81.53 

Private  ooMumen 81.30     81.31     81.85     81.33     81.41  81.47  81.65  81.56      81.57 


(B)  EUciKionr  (Crnvn  rm  xv.  ■».)> 

Ooneolidated  QTBtem: 

Total 5.93  7.15  7.15  5.88  504  4.89  4.89  4.70  4.53 

Private  ooMumen 7.14  7.63  7.54  7.35  5.55  5.46  5.51  5.06  5.58 

Brooklyn  companieB: 

Total 5.85  5.91  5.43  5.39  5.82  5.45  5.54  4.79  4.32 

Private  ooosumen 7.57  7.45  5.75  5.83  5.14  5.71  6  85  4.81  4.35 

Other  oompanie^: 

Total 5.68  5.09  5.87  5.91  5.33  5.69  5.65  5.93  5.14 

Private  oonsoman 10.53  10.51  10.43  10.38      10.25  9.95  9.74  10.06  0.76 

City  as  a  whole: 

Total 5.85  7.01  5.98  5.74  5.01  5.03  5.06  4.75  4.53 

Private  consumers 7.26  7.55  7.45  7.22  5.63  5.38  5.44  5.83  5.37 

MunicipaU^ 5.32  5.17  5.05  4.78  4.54  4.57  4.47  4.74  6.51 

BaUwayit 2.02  2.00  1.97  2.01  0.53  0.54  0.67  0.57  0.54 


Table  2  gives  the  average  selling  prices  of  gas  and  electricity 
during  the  period  1908-1916.  During  the  entire  period,  the  price 
of  gas,  except  for  the  smaller  outlying  companies,  was  constant  at 
80  cents  for  private  consumers  and  75  cents  for  municipal  use. 
The  decrease  in  the  use  of  gas  for  municipal  purposes  and  the 
growth  of  the  localities  where  the  price  is  more  than  80  cents 
have  maintained  the  average  above  that  figure.  The  yeariy 
changes  during  the  period  have  been  insignificant. 

The  price  of  electricity,  on  the  other  hand,  has  undergone  im- 
portant changes.  The  maximum  rate  charged  by  the  large  com- 
panies has  been  reduced  several  times,  and  in  addition  there  has 
been  a  marked  growth  in  the  use  of  electricity  in  large  quantities 
at  low  rates  for  industrial  purposes.  The  average  price  to  "private 

1  Ezolusive  of  energy  supplied  at  cost  by  the  Ucfating  department  of  the  Riohmond  Licht  A 
Railroad  to  its  railway  department  and  to  the  aModated  Staten  bland  Midland  and  Soatbfield 
BcMtch  companieB. 

* "  Private  consumers "  do  not  include  railways  ezoept  possibly  for  triflinc  amoiiAts  of 
earrent  purchased  at  private^onsumer  rates. 

•See  note  3,  page  23  and  note  8,  page  28. 
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comnuners"  has  been  reduced  26  per  cent  during  the  period. 
The  average  rates  for  municipal  lighting  also  have  undergone 
changes  during  the  period,  decreasing  continuously  from  1908 
to  1914,  and  since  then  increasing  to  a  higher  level  than  in  1908. 
The  notable  increases  in  1915  and  1916  parallel  the  introduction 
and  increasing  use  of  gas-filled  lamjps  in  place  of  arc  lights  under 
new  contracts. 

The  vastly  increased  sales  to  railway  companies  have  been 
accompanied  by  considerable  reductions  in  the  unit  prices  charged. 
During  the  period  1908-1916,  the  reduction  amounted  to  68 
per  cent  The  accession  of  the  Third  Avenue  system  as'  a  pur- 
chaser of  power  reduced  the  average  price  in  1912  to  less  than 
one-third  what  it  was  in  1911,  and  further  reduced  the  average 
in  1913.  Since  then  other  large  railway  consumption  has  been 
added.  The  influence  of  the  low  prices  paid  by  the  railways  is 
seen  in  the  series  of  averages  for  the  city  as  a  whole.  In  1908 
the  average  price  for  all  energy  sold  was  only  6  per  cent  less  than 
the  average  price  to  private  consumers.  In  1916  the  difference 
was  16  per  cent 
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PBODTJCTION,  DISTBIBTJTION  AND  CONSTTHPTION  OF  GAS,  1916 

Statistical  Epitome  and  Comparison 

IircRBAsa  OR  (D) 
Dbciibabb 
From  Prbvioub  Year* 

OoounDttr     *                     *  '    -  ^ 

31, 1916                 Absolute  Pta*  oent 
PLANT 

ORpadty  oT  wmter-faa  sets  (M  eu.  ft.  in  24  hours) . .                 226,650                 4,000  1.80 

Capacity  of  ooal-gas  works  (M  cu.  ft.  in  24  hours) . .  33,500     

Capacity  of  holders  (M  eu.  ft.) 184,297              D  2.100  D1.13 

Transmispron  pipe  line,  feet 560.169          'D  17.304  D2.95 

Distribution  pipe  line,  feet 21.5S8.967            «  290.410  1.36 

Number  of  service  pipes 418,821                  5.660  1.37 

Number  of  consumers'  meters  owned 1 ,606,445               48.321  8.10 

OPERATIONS 

1916 
Principal  materials  used: 

CoaKewt.) 22.861.727      D  1.465.057  D6.02 

Cost 64.398.916  48      $107,069  34  2.49 

Oil  (gals.) 189,334,770        15.001.213  8.60 

Cost $5,889.66152      $496.805  26  9.21 

Cost  of  coal  and  oU $10,288,678  00      $603,964  60  6.24 

By-products  (residuals)  sold: 

Coke(cwt.) 2.037.536      D  2.777.893  D  52.78 

Total  proceeds $383,270  75  D  $358,374  78  D  48.32 

Coal-gas  tar  (gab.) 4.053.657      D  3.476.329  D  46.17 

Proceeds $122,896  97    D  $08,713  89  D  44.54 

Water^as  tar  (gals.) 12.741.101      D  1.350.621  D9.64 

PrOoeeds 359.478  38        $16,643  04  4.85 

Other,  proceeds 530,598  60        125.809  74  31.11 

Total  proceeds  from  all  residuals  sold >  $1 ,896.244  60  D  $314 .545  88  D  16.89 

Gas  made  during  year:  (M  eu.  ft.)  (M  cu.  ft.) 

Coal  gas 3.524.297     D  2.567.565  D  42.15 

Water  gas 44.709,258          5. 132.743  12.97 

Total 48.233.555          2.565, 178  5.62 

ATwage  daily  production 131,786                 6.667  5.33 

Gas  sold  to  consumers: 

Private  consumers 43.945.712          2.238.497  5.37 

Street  lamps 301,524          D  203,124  D  40.25 

Municipal  buildings 318.517            D  9,388  D  2.8S 

Total 44.565.753          2,026.065  4.76 

Gas  unaccounted  for 3,395.078              539,231  18.88 

Per  cent  of  total  made 7.04                   0.79  1^.64 


>The  increases  shown  here  relate  only  to  actual  installation  and  withdrawal    off  equipment 
For  other  changes  from  figures  tabulated  in  1915.  see  general  tables  in  Part  11  of  this  volume- 

*  Includes  sales  to  associated  and  other  con^Mtniee.    See  Table  IX.  C. 

*  Includes  17,19$  feet  of  mains  here  shown  as  distribution  pipe,  but  shown  as  tninwnissioa  pipe 
in  1915  Report. 
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The  foregoing  summary  shows  the  condition  of  the  gas*  in- 
dustry at  the  close  of  1916  and  the  extent  of  operations  during 
that  year,  t(^ther  with  comparisons  with  the  preceding  year. 
Except  for  a  small  reduction  in  1915  —  which  was  more  than 
recovered  in  1916 — the  production  of  gas  has  steadily  increased 
during  the  past  ten  years.  The  increase  for  the  ten-year  period 
was  39  per  cent 

Gas  Plants 

The  only  change  in  plant  capacity  during  1916  was  an  increase 
of  4,000,000  cu.  ft.  reported  by  the  Brooklyn  Union  for  two  of 
its  plants  producing  water  gas.  This  increase  represents  1.6  per 
cent  of  the  total  capacity  of  all  gas  producing  plants.  A  decrease 
of  2,100,000  cu.  ft.  in  holder  capacity  is  accounted  for  by  the 
dismantling  of  six  small  holders  by  the  Consolidated  Ghis.  These 
were  built  from  1853  to  1859  and  were  the  oldest  holders  in  the 
service  of  the  company. 

The  length  of  mains  and  the  number  of  service  pipes  increased 
at  about  the  same  rate  as  in  1915.  The  principal  extensions  of 
mains  are  reported  by  companies  which  serve  the  outlying 
sections,  notably  parts  of  Brooklyn,  Queens  and  The  Bronx.  An 
increase  of  3  per  cent  in  the  number  of  consumers'  meters  also 
indicates  the  increase  of  business  of  the  gas  companies.  A  reduc- 
tion of  3  per  cent  in  the  length  of  transmission  pipe  line  is 
accounted  for  primarily  by  the  transfer  by  the  Northern  Union 
of  17,198  feet  of  mains  formerly  classed  under  this  caption  to 
the  classification,  distribution  pipe  line. 

In  spite  of  a  decrease  of  6  per  cent  in  the  amount  of  coal  used 
during  the  year,  the  total  expenditure  for  coal  was  2.5  per  cent 
greater  than  in  1915.  Oil  slob  increased  in  cost,  though  at  a 
lower  rate.  The  increase  in  the  cost  of  coal  may  account  for  a 
part  of  the  decrease  of  42  per  cent  in  the  amount  of  coal  gas 
produced  during  the  year.  It  is  more  probable,  however,  that  this 
great  decrease  is  accounted  for  in  the  following  manner:  Coal 
gas,  as  manufactured  at  present,  tests  only  16  candle  power; 
while  the  standard  test  for  gas  sold  is  22.  In  order  to  raise  the 
coal  gas  to  the  standard,  it  must  be  mixed  with  water  gas  testing 
enough  more  than  22  to  make  the  entire  mixture  22.     The  grade 
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of  oil  used  during  the  year  was  such  that  the  gas  manuf actured 
from  it  did  not  test  as  high  as  formerly.  Hence  it  oould  not 
enrich  the  same  proportion  of  coal  gas.  For  this  rea^n,  It 
appears,  it  was  necessary  to  reduce  materially  the  amount  of  coal 
gas  produced.  The  amount  of  water  gas,  on  the  other  hand, 
increased  13  per  cent  over  1915. 

The  decrease  in  the  amount  of  coal  gas  is  reflected  in  corre- 
sponding decreases  in  the  amount  of  by-products.  The  amount 
of  coke  produced  decreased  53  per  cent  and  the  amount  of  coal 
tar  46  per  coat.  The  increase  in  price  of  these  by-products 
resulted  in  smaller  decreases,  48  and  46  per  cent,  respectively,  in 
the  proceeds  from  these  sources.  The  large  decrease  of  40  pe^ 
cent  in  the  amount  of  gas  used  in  street  lamps  is'  accounted  for  bj 
the  substitution  of  electricity  for  gas. 

Titble  3.    Minnfacfitriin  and  holder  captcity  in  reUtioa  to  aTongo  daily  pcodnctioii.  Z916 

lUnoa 

Amolutb  Aifonim  (M  en.  rr.)  ▲▼■baob   psoDvcnox 

*— • N    Holder  pbk  day  to  — 

Average      capacity  *  * 

Mana-  pro-        to  manu-       Bfianu- 

facturing      Holder        duction      facturing    facturing       Holder 
capacity      capacity      per  day      capacity      capacity      capacity 

Consolidated  ayatem 166.700      124.516        80,479  74.09  48.8g  64.03 

firooklya  Union  ayatem 74.1^0        49.241        44.195  66.45  59.64  SO. 75 

Other  eompaniea 19,350        10,540  7,111  54.47  36.75  67.48 

Total 260,150       184,297       131.785  70.84  60.66  7151 


TtAaiM  by  Yttw 

1910 229,450  163,079  114.806  71.07  60.04  70.40 

1911 244.700  163,079  118.613  66.64  48.47  72.73 

1912 264,700  182,164  121,038  68.82  46.86  68.09 

1313 256,700  184,134  125.128  71.73  48.74  67.95 

1914 256.250  184,879  128,909  72.15  50.31  69.73 

1915 256,150  186,397  125,119  73.04  48.86  67.13 

1916 260.150  184.297  131,785  70.84  50.66  71.51 


Table  3  presents  a  comparison  of  the  extent  to  which  gas 
plants  were  utilized  by  different  company  groups  in  1916,  and  by 
all  companies  combined  year  by  year  since  1910.  *'  Manu- 
facturing capacity"  is  here  used  in  the  sense  of  rated  capacity. 
This  is  necessarily  greater  than  the  actual  production,  since  gas 
plants  are  built  in  large  units  and  allowance  must  be  made  in 
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advance  for  increases  in  business  with  as  few  physical  changes  as 
possible.  Furthermore,  the  demand  for  gas  is  largely  seasonal  — 
though  not  synchronous  for  all  companies  —  especially  that  for 
gas  used  for  lighting,  and  the  plants  must  be  able  to  adjust  their 
production  within  wide  limits.  For  example,  the  Brooklyn  Union 
system  reported  a  maximum  make  for  December  18  which 
utilized  81  per  cent  of  its  manufacturing  capacity,  while  its 
minimum  make,  on  August  6,  utilized  only  42  per  cent^ 

Manufacturing  capacity  increased  1.5  per  cent  over  1915  by 
the  additi(»i  of  2,000,000  cu.  ft.  to  each  of  two  plants  of  the 
Brooklyn  Union.  The  total  capacity  of  all  plants  in  1916  was  13 
per  cent  greater  than  in  1910,  though  somewhat  less  than  in  1912, 
when  the  Astoria  water-gas  plant  was  put  into  operation.  Since 
1912  there  had  been  a  constant  reduction  in  manufacturing 
capacity  until  1916.  Through  the  dismantling  by  the  Consoli- 
dated of  BIX  holders  with  a  total  capacity  of  2,100,000  cu.  ft.  the 
total  holder  capacity  decreased  slightly  more  than  1  per  cent 
during  1916.  At  the  end  of  the  year  total  holder  capacity  was 
18  per  cent  greater  than  in  1910,  and  1.2  per  cent  greater  than 
in  1912.  Except  for  1915,  average  daily  production  has  increased 
each  year  since  1910.  The  average  for  1916  was  5  per  cent  greater 
than  for  1915  and  15  per  cent  greater  than  for  1910. 

In  1916  average  daily  production  of  the  smaller  companies, 
which  serve  the  more  rapidly  growing  districts,  was  37  per  cent 
of  their. capacity;  of  the  Consolidated  system,  48  per  cent;  and 
of  the  Brooklyn  Union  system,  60  per  cent.  The  first  group 
shows  the  largest  increase  in  the  ratio  over  that  for  1915,  from 
34  to  37  per  cent.  For  the  city  as  a  whole  the  ratio  of  production 
to  capacity  has  varied  only  slightly  from  year  to  year  since  1910, 
being  approximately  50  per  cent.  The  other  ratios — holder 
capacity  to  manufacturing  capacity  and  average  daily  production 
to  holder  capacity  —  are  also  fairly  constant.  The  manufacture 
of  gas,  owing  to  the  impracticability  of  storing  large  quantities, 
is  adjusted  very  closely  to  the  daily  demand.  The  amount  of  gas 
in  holders  is  practically  constant,  and  is,  on  the  average,  equiva- 
lent to  about  three-fourths  of  one  day's  consumption. 

>8m  Table  Z. 
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Disposition  of  Oas 

Table  4  shows,  in  terms  of  proportion,  the  souioe  and  dispo- 
sition of  gas  available  for  use  during  each  calendar  year  since 
January  1,  1908.  The  amount  on  hand  at  the  beginning  of  the 
year  varies  slightly,  being  about  one-fourth  of  1  per  cent  of  the 
annual  production.  Intercompany  sales  show  an  increase  in 
1916  over  1908  of  approximately  8  points,  but  a  decrease  from 
the  figures  for  each  of  the  years  1913  to  1916.  The  amount 
unaccounted  for  in  1916  was  larger  than  at  any  previous  time 
during  the  period  shown  in  the  table. 

Table  4.    Per  cent  distribution  of  cm  by  Bonrce  and  by  disposition,  for  all  companies  oombined, 

Z90S-19X6 

DispoamoN 


Sup- 
SoTTRcn  plied 

to  other     Used 


Made  Bouislit  Sold  to  lighting  by  On  Ui 

On  hand  during  during  oon-  com-  com-  hand     counted 

Jan.  1  year  year  sumers  panies  ^  pany     Dec.  31  for 

1908 

Gro« 0.22  81.81  17.07  76.87  18.08  0.82  0.22  4.51 

Ezd.  duplicated  sales.  0.27  90.73     03.72  0.13  0.30  0.26  5.50 

1009 

Gross 0.20  82.10  17.70  76.60  17.81  0.84  0.22  4.97 

Excl.  duplicated  sales.  0.24  99.70     93.15  0.13  0.41  0.27  6.04 

1910 

Gross 0.21  81.89  17.90  76.54  17.97  0.35  0.21  4.93 

Ezel.  duplicated  sales.  0.25  99.75     93.24  0.06  0.43  0.35  «.00 

1911 

Gross 0.20  81.46  18.34  75.96  18.40  0.35  0.23  5.06 

Ezd.  duplicated  sales.  0.25  99.75     93.01  0.08  0.43  0.39  6.19 

1012 

Gross 0.21  78.62  21.17  72.97  21.24  0.35  0.20  6.24 

Ezol.  duplicated  sales.  0.27  99.73     92.57  0.00  0.44  0.36  6.65 

1013 

Gross 0.18  72.82  27.00  68.13  27. U  0.82  0.18  4.26 

Ezd.  duplicated  sales.  0.25  00.75     03.33  0.15  0.44  0.24  5.84 

1014 

Gross 0.17  71.00  27.84  66.00  27.95  0.81  0.17  4.67 

Ezd.  duplicated  sales.  0.24  00.76     02.71  0.15  0.43  0.24  6.47 

1015 

Gro« 0.18  72.22  27.60  67.27  27.72  0.32  0.18  4.51 

Ezcl.  dupUcated  sales.  0.24  09.76     92.92  0.16  0.43  0.25  6.24 

1916 

Gross 0.18  74.06  25.76  6S.42  25.88  0.30  0.19  5.21 

Ezd.  duplicated  sales.  0.25  99.75     92.17  0.16  0.40  0.26  7.02 


1  Induaive  of  sales  to  the  Westchester  Lightiag.    Siaoe  this  company  is  not  induded  in  tliia 
iible,  these  sales  are  not  offset  by  purchases  in  the  third  column. 
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Table  5  shows  the  source  and  distribution  of  gas  by  companies 
for  1916.  Within  the  Consolidated  system  the  Astoria  is  almost 
exclusively  a  producing  company,  its  product  being  distributed 
by  other  companies.  The  Northern  Union,  on  the  other  hand,  is 
not  a  manufacturing  company,  but  distributes  purchased  gas. 
The  New  York  &  Queens  alone  manufactures  and  distributes  its 
product  independently  of  other  companies.  All  other  companies 
sell  to  associated  companies  amounts  varying  from  1.7  per  cent 
of  their  output  in  the  case  of  the  Consolidated  Gas  to  99«9  per 
cent  in  the  case  of  the  Astoria;  and  except  the  Astoria  and  the  Kew 
York  &  Queens,  all  companies  purchase  from  other  lifting 
companies  amounts  varying  from  1.9  per  cent  of  the  total  amount 
disposed  of  in  the  case  of  the  New  York  Mutual,  to  100  pen- 
cent  in  the  case  of  the  Northern  Union. 

The  Brooklyn  Union  sells  three-fourths  of  its  output  directly 
to  consumers  and  disposes  of  an  additional  one-sixth  to  its  sub- 
sidiaries, which  are  distributing  companies  solely.  All  "  other 
companies"  act  independently  in  the  manufacture  and  distri- 
bution of  gas. 
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Table  6  shows  the  details  concerning  gas  unaccounted  for  as 
reported  by  each  company  for  each  year  from  1907  to  1916.  It 
will  be  noted  that  whereas  some  companies  report  a  fairly  unif orin 
percentage  of  gas  unaccounted  for  during  the  ten-year  period, 
others  show  considerable  fluctuation.  The  1916  increase  for  all 
companies  taken  together,  noted  in  Table  4,  is  most  marked  in  the 
Consolidated  system,  while  the  group  of  *'  other  gas  companies  " 
reported  a  decreasing  proportion  as  compared  with  1915.  In 
comparing  groups  of  companies  the  Consolidated  system  still 
reports  the  smallest  proportion  of  gas  unaccounted  for,  due  chiefly 
to  the  more  compactly  built-up  area  served  by  it 

Not  all  the  reports'  by  the  separate  companies  of  gas  un- 
accounted for  are  obtained  by  actual  computation.  For  example, 
the  Northern  Union  gives  each  year  10  per  cent  as  the  approxi- 
mate ratio.  Likewise  the  subsidiaries  of  the  Brooklyn  Union 
report  annually  8  per  cent.  In  the  latter  case  the  controlling 
company,  which  sells  to  its  subsidiaries,  does  not  measure  the 
gas  delivered  to  each  subsidiary  but  bases  its  charges  upon  the 
purchasing  companies'  sales  and  use,  which  amounts  together 
are  regarded  as  92  per  cent  of  the  gas  delivered.  Hence  the 
remaining  8  per  cent  is  assigned  to  the  "unaccounted  for" 
classification. 

In  general  it  is  the  companies  operating  in  the  less  densely- 
populated  parts  of  the  city  that  report  the  greatest  proportions 
of  gas  unaccounted  for.  The  difference  between  the  quantity  of 
gas  made  and  the  amount  measured  at  the  point  of  consumption 
is  due  to  several  causes,  notably  leakage  in  the  mains,  especially 
where  high  pressure  is  necessary  to  force  the  gas  through  lon^ 
transmission  lines,  discrepancies  between  actual  temperature  at 
consumers^  meters  and  "  corrected "  temperature  at  the  works, 
and  inaccuracies  in  the  meters. 


Light  and  Poweb  Statisticb — Analtsib 


87 


•I*     '<« 


s  SI 


S    9t: 


•a 


i 


s 


I 


M 


«»« 


00  II       9r« 


487.0 
488.8 

Ob 

■ 

§ 

,380.4 
,007.4 

i 

•     • 

^1 

§§ 

mm 

i 

* 

* 

** 

^•m 

f 

s 


88  PUBUO   SbBVIOS   CoMMISSIOIT FiBST   DiSTBIOT 

Table  7  shows  the  extent  of  intercompany  sales  within  the 
Consolidated  system.  These  transfers  of  gas  from  the  mains  of 
one  company  to  those  of  another  are  not  in  all  cases  technically 
known  as  "  s'ales  ".  In  some  cases  the  supplying  company  acts 
as  the  manufacturing  agent  of  the  distributing  company  and 
accordingly  supplies  gas  on  a  cost  plus  basis.  The  production 
expenses  then  become  joint  expenses  to  be  shared  between  the 
two  companies ;  and  the  producing  company  takes  into  its  revenue 
account  merdy  the  profit  allowed  it  under  the  agreement. 

Increate  in  Oas  ConsTunption 

The  large  decrease  in  the  sale  of  gas  reported  for  1915  was 
more  than  offset  by  the  increase  for  1'916,  as  shown  by  comparison 
of  Table  8  with  the  corresponding  table  for  1915.  The  rate  of 
increase  was  most  marked  for  the  group  "  other  companies  "  and 
smallest  for  the  Consolidated  system.  In  fact  the  Consolidated 
system  does  not  show  a  complete  recovery  from  the  slump  in  1915 
and  hence  the  size  of  the  increases  for  all  companies'  combinetl 
is  due  to  the  large  increases  for  the  two  other  groups.  Although 
the  total  amount  reported  for  the  Consolidated  system  for  1916 
was  greater  than  for  1915  it  was  less  than  for  1914  and  1913. 
The  general  increase  is  probably  due  primarily  to  the  recovery 
from  the  industrial  depression  from  which  New  York  City  suffered 
during  a  considerable  part  of  1915.  The  uneven  rate  of  increase 
in  the  case  of  different  companies  reflects  in  part  the  unequal 
changes  in  the  growth  of  population  in  different  parts  of  the 
city.  Parts  of  the  Brooklyn  Union  system  and  especially  the 
"  other,  companies' "  group  supply  the  newer  and  more  rapidly 
growing  sections  primarily,  while,  the  Consolidated  system 
supplies  the  relatively  stationary  population  of  Manhattan  and 
the  lower  Bronx.  The  same  unevenness  is  indicated  in  the 
comparisons  of  increases  in  gas*  consumption  during  the  years 
from  1905-1910  and  1911-1915. 

In  each  of  the  three  groups  of  companies  the  ratio  of  increase 
in  sales  to  all  consumers  is  less  than  that  for  private  consumers 
only,  reflecting  the  continued  displacement  of  gas  by  electricity 
for  the  illumination  of  streets  and  public  buildings^  Unquestion- 
ably there  has  been  similar  substitution  for  private  consamers, 
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though  tiiis  tendency  has  been  offset  in  part  by  improyements  in 
gas  lighting  appliances.  However,  it  is  probable  that  the  greatest 
increase  in  oonsninption  of  gas  daring  1916,  except  that  inci- 
dental to  the  reeoyeiy  from  the  depression  of  1915,  is  due  to 
the  extension  in  the  use  of  gas  for  industrial  and  domestic 
purposes  other  than  illumination.  The  gas  companies  have  met 
considerable  success  in  their  efforts  to  encourage  such  installa- 
tions. For  example,  the  Consolidated  Gas,  in  its  report  to  stock- 
holders for  1916,  states  that  the  net  increase  in  gas-appliance 
installations  by  it  and  its  subsidiaries  was  108,852,  which  was  20 
per  cent  more  than  in  1915  and  almost  twice  the  number  reported 
for  1914.  This  is  exclusive,  of  course,  of  the  installation  of  gas 
appliances  by  others  than  the  companies. 


Ttblt  ti   facfMM  doxlag  t0i6  in  gM  nppUed  to  eoostimen,  eomparvd  with  precddinf  yeant 

hf  groaiw  of  eompuiiM 
Ankval  Atbraob  Inorbabb  ' 


r" 


^ 


1006-19101  1011-1015*  1916  IircBBABB 


..Ai. 


Strbil  ajcb  Clam  om  Abtoluto  Per        Absolute         Per        Absolute         Per 

CoMSVMBB  (Mou.  ft.)         o«nt      (Mcu.  ft.)        oent      (Mcu.  ft.)        cent 

CoDsolkUted  Qrtt«m 

Pubiie  and  priymte  oon- 

Mimera 867.870        8.78  108.833        0.41       1.024.267        8.86 

FriTBteeoBmmenonljr..  871.008        8.80  136.170        0.53      1.162.200        4.44 

Brooklyn  Union  Sjntwn 
Public  mod  private  qod- 

muMfS 807.777      10.40  424.677        8.37  801.280        5.77 

FriTBto  oonMUMn  oBlyv.  887.150      10.65  428.100        8.40  860.320        6.41 

Othar  (M  eompaniflB 

Poblio  and  private  oon- 

■umerB 158.125      16.67  147,431        0.00  200.538        0.60 

Private  eoiMinOTi  ooV-  151.518      17.70  144.685        0.57  206.860      10.47 

City  M  a  whole 

Publio  and  privBto  oon- 

sumers 1.028. n2        5.00  680.041        1.68      2.026.065        4.76 

Private  oQiwanwn  only.       1.010.675        6.00  700.063        1.70      2.238.407        5.37 


*A  5|-year  period,  1005  being  the  fiwsal  year  ending  June  30th.  and  1910  the  calendar  y^. 
.  *The  New  York  *  Queens  Gas.  crouped  under  "  Other  companies  "  for  the  period  1005-1010, 
B  hare  iaehided  in  the  Consolidated  svBtem. 
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Tibto  9.  Oae  nlea  to  the  public  per  mfle  ol  main  (M  en.  ft),  z^or-ipxtf 

CoMPAHT  1907 »  1908  1909  1910  1911  1912       1918  1914  1915  191« 
CoMoUdateiSwdem 

ConaoUdated  Gm 17.983  17,771  18,834  19.511  19.606    20.199    20.036  19,991  18.980  19.707 

Artona  L..  H.  A  P. . . .  16  217  812  800  299  248         216  284  811  830 

New  Amsterdam  Gas..  9.129  8.891  9.281  9.666  9.648  9,711     9.364  9.359  8,870  9,3«3 

Central  Union  Gas....  10.644  11,204  12.239  13.226  14,356  15.607    15,981  16.597  16.160  16,347 

Standard  Gas  Ligbt...  10.087  9,630  9.880  10.055  10.080  10.184    10.020  10.031  9.619  9,S40 

N.Y.  Mutual  Gas  Lght  10.736  9,982  10.756  11,029  11,090  11.003    10.693  10.544  9,745  9,958 

Northern  Union  Gas...  3.623  4,442  5,033  5.838  6,664  7.485      8.106  8.535  8.504  8.938 

N.Y.  A  Queens  Gas«...       2.293  2,387  2.273  2.331 

^^'•"W tt.078  12,898  13,662  14.250  14,386  14.724  «14, 122  14.149  13.441  13.915 

Brooklyn  Union  Sif^m 

Brooklyn  Union  Gad...  9.812  10,368  10,760  11,359  11.542  11.768    11.658  11.890  11.610  l2,OSI 

NeirtownGas 2,653  3,278  3.520  8.958  4,048  4,187     4,315  4.574  4,330  4.5G6 

natbushGas 4,175  6.100  5,161  5,926  6,446  6,829     6,721  7.128  7.256  7,548 

Woodhaven  Gas  Lght.  1.735  2.387  2.374  2.563  2.575  2,838     2.976  8.225  8,117  3,234 

Jama-ca  Gas  Light. .. .  1.720  1,921  1.921  2,002  1.982  2.061      2.177  2.401  2.359  2,491 

Riehmond  HiU  A  Q.  C.  2.872  3.246  3.370  3.578  3.819  8.988     4.125  4,160  4.098  4.024 

^^'•'■«* 7.712  8.558  8,757  9,218  9,267  9,393      9.260  9.458  9.199  9,537 

Other  Qa$  Cowpaniet 

Kings  County  L-ghting.  2,574  3,205  3.381  3.640  3.768  4.079     4,105  4.486  4,543  4,913 

N.Y.  A  Richmond  Gas.  2.422  2,708  2,770  2,960  3,098  3.148     8.158  8,315  8.251  8,425 

Brooklyn  Borough  Gas.  2,028  2.263  2,362  2,429  2,693  2,845     8.155  3.472  3.413  8,762 

Queens  Bor.G.  A  E...  1.403  1.733  1,768  1,740  1.789  1,848      1.756  1.808  1,846  1,931 

N.Y.  A  Queens  Gas*..  1.663  1.933  1.986  2,127  2,082      2,277       

Bronx  Gas  A  Electric..  2,561  2,857  2.996  3,095  3.254  3,149     2,996  2.899  2.785  2,954 

^^"■«* 2.165  2.545  2.638  2,759  2,858  2,982    t3,084  3.254  3.245  3,475 

General  average 9,826  9.994  10.373  10.747  10,766    10.909    10.738  10,783  10.300  10.657 


Table  9  affords  a  comparison  of  sales  of  gas  per  mile  of  main 
for  the  decade  1907-1916.     This  table  indicates  that  the  Con- 
solidated Gas  has  not  only  the  greatest  volume  of  sales"  per  linear 
unit  of  main,  but  that  its  sales  are  proportionately  21  per  cent 
greater  than  the  next  highest,  the  Central  Union  (a  Consolidated 
subsidiary)  and  63  per  cent  greater  than  those  of  the  Brooklyn 
Union.    Allowance  should  be  made  for  the  fact  that  in  this  table 
all  mains  are  included,  regardless  of  their  size  or  the  pressure 
maintained  in  them,  while  as  a  matter  of  fact  no  two  companies 
are  alike  in  both  of  these  respects.    In  general,  the  proportion  of 
sales  per  unit  length  of  main  varies  with  the  density  of  population 
the  companies  which  serve  the  less  developed  parts  of  the  city 
having  by  far  the  greater  mileage  for  a  given  amount  of  business. 
Concerning  the  comparison  between  different  periods,  it  is  also 

>  Twelve  months  ending  June  30.  1907;  subsequent  periods  are  calendar  sreai*. 

«  The  New  York  4  Queens  Gas  is  treated  aa  part  of  the  ConaoUdated  system  from  1913  on. 
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evident  that  the  latter  companies  have  increased  their  sales  very 
rapidly  in  proportion  to  the  extension  of  their  mains;  while  the 
laiger  companies,  operating  in  the  more  congested  localities, 
have  increased  their  sales'  very  little,  if  at  all.  In  the  case  of  the 
Consolidated  Gas,  indeed,  the  sales  per  mile  of  main  in  1916 
were  less  than  in  each  of  the  three  years  immediately  preceding 
1915,  while  other  companies  in  this  system,  notably  the  Standard 
Gas  Light  and  the  New  York  Mutual,  report  even  more  marked 
decreases.  This  in  itself  of  course  would  not  show  decreasing 
total  sales  by  these  companies  since  the  decrease  in  sales  per  mile 
of  main  could  result  from  an  extension  of  mains  as  well  as  from 
a  decrease  in  total  sales.  However,  a  comparison  of  Table  XIII 
in  the  Reports  for  several  years  back  shows  that  the  inference  to 
be  drawn  from  a  comparison  of  sales  per  mile  of  main  is  approxi- 
mately correct. 

Table  lo.    Gas  «n»iuuice«  rented  to  oonsojners,  «nd  those  sold,  ConsoUdstod  systein,  29x6 

COKNSCTSD   APPU- 

ANCBs  OwmiD  BT     Pbb  cbnt  Incmasb 

ClMPANT   AND  OB    (D)    DCCRC4ilB 

Rbntbd  to  in  Rbntbo  Appu- 

C0N8UMBR8  ANCBS  Dnanro  Ybab 


KIND   OF  APPUANCB 


Ranxee 

Cookers 

Water  heatere 

BroOers 

Ovens 

HestiBg  appliances 

Laundry  etc  -es 

Taflors'  itoves 

Other  cooking  and  domestic  appliances. 
Other  induBtrial  appUanoes 


Number 

sold 
during 

year 

6.640 

7,108 

4.451 

166 

95 

10.412 

1.242 

883 

31.065 

13,432 


Total 
number 
close  of 

year 

227,030 

177.056 

1.400 

4.024 

392 

7 


8.040 
328 


Net 

increase 

or(D) 

decrease 

16.050 

D2.684 

250 

D67 

86 


4.324 
88 


1915 

6.08 

1.06 

37.80 

D6.32 

DO. 00 

D22.22 


208.33 
561.46 


1916 

8.04 

D1.49 

22.70 

D1.43 

9.80 


116.36 
36.67 


Rbntbd  Rangbs  and  Cookbrb  bt  Ybatisi 

Ra*  CB  1  COOKBBS 

Per  cent  Per  cent 

increase  increase 

or  (D)  or  (D) 

Ybab  Number      decrease  Number      decrease 

1910 132,251        94.953        

1911 149.885  13.33  127.464  34.24 

1912 171,749  14.50  144.974  13.74 

1913 184,263  7.29  178,461  23.10 

1914 198,978  7.99  178.440  DO.Ol 

1915 210,971  6.03  180,340  1.06 

1918 227.930  8.04  177.656  Dl.49 

'  New  York  A  Queens  Qas  became  a  member  of  the  Conaolidated  system  in  1913.  Figures  for 
this  eompany  iocioded  also  for  earlier  years.  Differencee  between  these  figures  and  those  published 
11  earlier  Reports  due  to  subsequent  corrections  in  companies'  returns. 
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The  net  increase  in  the  number  of  ranges  rented  to  consumers 
by  the  gas  companies  in  the  Consolidated  system  during  1916 
was  8  per  cent  The  number  of  rented  cookers,  on  the  other  hand, 
decreased  1.5  per  cent.  Since  1912  the  annual  increase  in  the 
number  of  ranges  has  been  fairly  constant,  at  6  to  8  per  cent, 
while  since  1913,  there  has  been  a  negligible  decrease  in  rented 
cookers.  As  shown  by  Table  10,  heating  appliances  are  owned 
by  consumers  rather  than  rented  as  are  also,  for  the  most  part, 
Other  cooking  and  domestic  appliances  and  Other  industrial 
appliances. 

In  response  to  a  request  from  this  Commission,  the  Consolidated 
Gas  Company  furnished  a  statement  of  the  revenue  and  expenses 
of  its  gas  appliance  business  for  1916.  The  statement,  which 
relates  to  the  one  company,  reads  in  part  as'  follows: 

"  The  operating  expenses  of  this  department  in  1916  were 
$783,247,  and,  deducting  the  revenue  from  the  rental  and 
sale  of  appliances,  amounting  to  $678,679.60,  indicates  the 
income  of  this  department  to  be  $104,567.40  less  than  the 
etxpenses;  or,  stated  in  terms  of  thousand  feet  of  gas  sold,  less 
than  two-thirds  of  a  cent. 

"  The  amounts  reported  as  revenue  from  the  rent  of  ap 
pliances    [$61'7,303.67]   and  gas  merchandise  and  jobbing 
revenue  [$61,375.93  profits]  constitute  the  entire  revenue  of 
the  appliance  branch  of  the  company's  business. 

"  The  book  value  of  the  property  in  use  in  the  appliance 
business  on 

January  1,  1916 $1,406,637  34 

December  31,  1916 1,685,689  48  '' 

The  principal  items  included  as  book  value,  according  to  the 
annual  reports  of  the  company,  are: 

AppUanoes  on  conBumen*  premiaes:  Dee.  81,  1916        Dae.  SI.  1918 

Iiutaned  prior  to  Deo.  31,  1908 $95.432  00  $66,617  00 

InfltaUed  since  Dec.  31,  1908 879.16100       1.103,89S  00 

Total  appliances  installed $974.593  00     $1,160,610  00 

AppUanoea  in  stock 217.902  00  204.847  00 

Total  q»pliances  owned $1,192.495  00    $1,87S,857  00 
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The  yarious  items  of  expense  incurred  by  the  company  in  the 
sale  and  renting  of  gas  appliances  during  1916  according  to  the 
submitted  statement  are  as  follows: 

Distribution  Superintendence 136,838  00 

Distribution  Siqipliee  and  Expenses 25.421  06 

Work  on  Consumers  Premises  (Setting  —  Removing  —  Adjusting  and  regulating 

appliances) 268.814  80 

RefMOn  of  Distribution  Toob 1.780  70 

Repairs  of  Gas  AppKances 168.382  67 

Coraaiercial  Administration  OnoL  General  Office) M.402  71 

IVomotion  Ofllce  Expense  (ind.  General  Office) 40,587  28 

Advertising 6,050  78 

Csnvaaaiag  and  SoUdting  OncL  General  Office) 46,822  60 

losnrance 14,451  56 

Relief  Department  and  Pensioiw 6,757  50 

TransportatUm  (Stable  expenae,  ind.  auto  expense) 48,313  25 

Duplicate  Gas  Charges  —  Cr 4,05800 

Renewals  and  Replacements 38,786  55 

Gaa  Appliances $29,915  37 

Autos  and  Aeoeasories. 1.121  03 

Stable  Equipment 2,750  15 

$783,247  00 
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GENERATION,  BISTBEBTTTION  AND  CONSXTHPTION  OF 

ELECTBICITT,  1916 

Statistical  Epitome  and  Comparison^ 

PLANT 

Incbbasb  or 

Dbcbubbb  31  (D)  D^ciuiASS 

Item                                        1016  1016  Absolute  Per  oent 

Total  oapadty  of  principel  power-pUnt 
and  subetation  apparatus: 

Boilen(h.p.) 200,143  108,043  D  1»900  DO. 00 

En«me8(h.  p.) 6S3.800  674,051  D 8,858  D  l.ao 

Turbo-units.  A.  C.  (kw.) 407,312  401.312  D  6,000  D  1.47 

Other  A.  C.  generators  (kw.) 75.860  74,700  D  1,160  D1.53 

D.  C.  KeneratoiB  (kw.) 10.200  0,700  D  500  D6.73 

All  generators  (kw.) 493,48$  486,71»  D  7,760  D  1 .67 

Rotary  converters  (kw.) 284.800  201,160  6.350  2.23 

Numbers  of  meters,  by  capacity: 

Under200volta 213.746  240.627  85,881  16.70 

200  to  250  volts 107.231  180.306  D7.835  D3.97 

AH  other  voltages 634  453  D 181  D  28.65 

Not  over  5  amperes 207,355  832,708  s35,353  11.80 

6to25amperes 83,505  80,431  SD8.164  DO. 21 

26  to  100  amperes 18.106  17.804  <D303  D  1.66 

101  to  300  amperes 4.401  4.837  346  7.70 

301  or  more  amperes 1,726  2.377  651  37.72 

Total  regular 413,383  43S,217  27,881  6.79 

Ftepayment 1,24S  1,220  D 10  D1.52 

~^— — — — —  — — — — ^-^— —  ■   ■  ■—  ■ 

Total  number  of  meters 411.611  43^,476  <  27.865  6.77 

OPERATIONS 

Total   capacity    of  generating   stations 

(kw.) 403.462  485,712  D  7.750  D  1.57 

Fuel  consumed  at  generating  stations: 

Anthradto coal  (cwt.) •1.710.107  «2,084,860  1.265.753  73.63 

Bituminous  coal  (owt.) •20.240.023  «22.860.434  2.611.416  12.00 

Total  energy  generated  during  year  (kw. 

hrs.) 080.350,588  1.146,310.504  156.050,016  16.86 

Average  per  day  (kw.hrs.) 2,710,420  3.131,006  421.567  15.66 

Energy  purchased  of  other   companies 

(kw.hrs.) 80,750,540  104,523.220  14,763.680  16.45 

Totalenergyunaocounted  for  (kw.hrs.)..     210.570,240  223,655.870  13,076.630  6.21 

Total  energy  suppUed  (kw.  hrs.)  • 888,639,879  1 ,097,177,864  168,687,975  18.96 

Railways 136,016.487  156.005,361  10,088.874  13.04 

Other  private  consumers •535,720.481  644.070.415  108.340.034  20.22 

Municipal  street  Umps 48.448.500  41,374,033  D  7,073,666  D  14.60 

Other  municipal  service 15,201.230  15.424.611  223.372.  1.47 

All  consumers 738, £95, 806  868,884,Si0  1B0,688,614  16.38 

Other  lighting  companies 101,153.112  135,140,024  33.001.812  33.63 

Used  by  respondent  G03i:>anies  • 31,085.061  35.143.610  4,057.640  13.05 

Number  of  consumers 306,217  300,660  54,452  17.78 

TotaIconneotedload.excl.  railways  (kw.)'         1,007.023  1.288.354  281.331  27.94 

Total  connected  load.  inclraUways'....         1.051.688  1.347.632  205.044  28.14 


1  Figures   for  1015  include,  and  thoso  for  1010  exclude,  data  for  Bowery  Bay  and  Long  Acre, 
s Actual  net  installations  or  retirements  during  the  year.  •In  addition,  23,331  mllona 

of  fuel  oil  were  used,  and  steam  was  parchassd  at  a  cost  of  $1,659.  *  In  addition,  85,015 

gallons  of  water-gas  tar  valued  at  $1,011.5^  were  used  under  boilers.  •  Includes  energy  used 

at  mnerating  stations.  •  Incliisive  of  1,232  kw.  hrs.  sold  to  oonsumets  fat  the  Nassau  lAghl 

4  Power.  '  Exclusive  of  company  service. 
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The  foregoiiLg  summary  eiiowB  that  decreases  in  plant  capacity, 
ranging  from  0.6  per  cent  for  boiler  capacity  to  6  per  cent  for  D. 
C.  generator  capacity,  were  general  during  1916.  The  resulting 
decrease  in  total  capacity  of  generating  stations  was  1.6  per  cent. 
In  part  these  decreases  are  accounted  for  by  the  omission  from  the 
1916  figures  of  two  small  companies  —  the  Bowery  Bay  and  the 
Long  Acre  —  formerly  included.  The  amount  of  anthracite! 
and  bituminous  coal  consumed  increased  74  and  13  per  cent, 
respectively,  over  1915.  The  Consolidated  system  used  41  per 
cent  less  anthracite  and  11  per  cent  more  bituminous  than  in 
1915 ;  while  the  Brooklyn  Edison  used  152  per  cent  more  anthra- 
cite and.  20  per  cent  more  bituminous.  This  increase  in  fuel 
consumption  is  reflected  in  an  increase  of  16  per  cent  in  the  total 
®ii®rgy  generated.  However,  there  was  some  loss  in  efficiency  in 
the  use  of  coal  since  the  increase  in  total  energy  generated  did 
not  keep  pace  with  the  increase  in  coal  consumption. 

The  amount  of  energy  distributed  during  the  year  increased 
18  per  cent  over  1915.  Of  the  several  classes  of  purchaseref, 
railways  showed  an  increase  of  14  per  cent  and  other  private 
consumers,  20  per  cent  Municipal  street  lamps  on  the  other 
hand  consumed  15  per  cent  less  energy  than  in  the  previous 
year.  As  already  stated,  this  is  due  to  the  substitution  of  the 
gas-filled  for  the  arc  lamp,  the  former  requiring  less  ^lergy.  The 
increase  in  other  municipal  service  was  only  1.5  per  cent.  It 
is  worthy  of  note  that  while  the  energy  distributed  increased  18 
per  cent,  the  amount  unaccounted  for  increased  only  one-third 
as  much* 

Electrical  Plants 

Of  the  15  generating  stations  reported  for  1916,  two  were  not 
in  operation.  The  Kingsbridge,  with  a  capacity  of  32,000  kw., 
is  not  furnished  with  the  most  modem  equipment  and  has  not 
been  operated  since  1914.  The  Gold  Street  station,  with  a 
capacity  of  only  900  kw.,  has  been  "held  in  reserve"  for  several 
years.  A  third  small  plant,  on  140th  street  in  The  Bronx,  was 
disconnected  in  1914  and  though  reported  in  1915,  was  omitted 
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from  the  1916  returns.    All  three  of  these  stations  are  controlled 
by  the  New  York  Edison. 

T«U»  II.   Kilowatt  capacity  of  atatiooa  (Table  ZZI)  distributad  by  Und  of  gcaeiator  (TaUe  rV), 

Dacember  31, 19x6 

Qeneraton,  Generatora. 

Turbo-          direct-            direct-  Generator!,  Total 

units,        oonneeted,  oonnectsd,  belt-  itation 

GoMFAirr                        A.  C.           A.  C.             D.  C.  connected*  capacity 

Naw  Yoik  Edison 281,500  60.000             8,500     aoO.OOO 

United  Electric  L.  *  P 85.000  85.000 

N.  Y.  ft  Queeoa  Elect.  L.  ftp...  5.000  2.250     7.250 

EdiBon  Elect.  lUg.  (Bklyn.) 01.500  10,050     71.550 

Bichmond  Light  ft  It  R 5,500     1.200     0.700 

FlatbushGas 0.375  000     6,975 

Queens  Borough  G.  ft  E 3,500  1,200     4.700 

Brdnz  Gas  ft  Electric 2,037  600     3,537 


Totsl 401.312  74,700  9,700     485.712 

Bowery  Bay  Electric  L.  ft  P 1,160     1,160 

Long  Acre  Electric  L.  ft  P 120  70  190 


All  eomxMUues 401.312  75.860  9.820  70      487.062 


Cfrand  T&UHa  hy  Tear*  * 

1910 « 152,687  62,610 

1911 235.687  45,860 

1912 261,687  •77.860 

1913 304,312  77.860 

1914 346.812  77.860 

1915 407.312  75.860 

1916 401.312  74,700 


10,250 

895 

226.442 

10.250 

895 

292.692 

10,250 

445 

•350.242 

10.250 

190 

392,612 

10.250 

190 

485.112 

10.250 

40 

493,462 

9.700  ... 

485.712 

As  shown  in  Table  11,  the  principal  change  in  station  capacity 
during  1916  was  the  withdrawal  from  service  by  the  Brooklyn 
Edison  of  one  turbo-unit  of  6,000  kw.  capacity.  The  Richmond 
Light  reported  the  withdrawal  of  one  400-kw.  D.  C.  generator. 
The  other  reductions  in  capacity  are  due  to  the  elimination  of  the 
Bowery  Bay  and  the  Long  Acre  from  this  year's  tables. 

The  seven-year  comparison,  1910-1916,  shows  that  while  the 
total  increase  in  capacity  during  the  period  was  114  per  cent,  the 
increase  occurred  almost  wholly  in  turbo-units,  which  increased 
163  per  cent,  and  constituted  at  the  close  of  1916  83  per  cent  of 
the  total  capacity.     Direct  coimected  A.  C.  generators  in  1910 

>  Some  of  the  figurea  differ  from  those  published  in  the  Annual  Report  for  1910.  due  to  subse- 
quent revision. 

*  Includes  the  Kingsbridge  station  at  32,000  kw..  instead  of  28.000.  as  previously  reported. 

*  The  figures  for  1916  ezclude  the  Bowery  Bay  and  Long  Acre. 

« A.  C.  except  40  kw.  D.  C.  in  1915  and  prior  years,  and  the  70  reported  for  1916. 
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had  62,610  kw.  capacity,  wbUe  in  1916,  if  the  imufled  32,000  kw. 
of  the  Kingsbridge  station  are  excluded,  the  total  was  only  42,700 
hir.y  a  decrease  of  32  per  cent. 

Load  Bata  and  BatiM 

In  Table  12  are  given  the  ratios  of  maximum  load  to  station 
capacity  and  of  the  average  amount  of  energy  generated  per  hour 
to  maximum  load.  The  maximum  utilization  of  plant  capacity 
ranged  from  82  per  cent  for  the  Bronx  Gas'  &  Electric  to  94  per 
cent  for  the  Brooklyn  Edison.  In  general,  the  larger  companies 
show  the  highest  ratio  of  maximum  load  to  capacity.    The  high 

Tabk  za.  lf«T<mwm  Umd  and  related  ratioa,  Z9iz-t9i6 

(A)  MAxninc  Load 
coMFAUT  1011  1912  1913  1914  1915  1916 

New  Yoric  Edison 170,474  210.813  211.663  198,787  195,341  221.031 

United  Elee.  L.  A  P M3,875  >  16,450  31,070  39,000  49.660  64.380 

N.  Y.  AQueensELL.*? 5.450  6,600  7.000  7,960  7,400  6.750 

Edbon  EL  niK.  (BUyn.) 85,500  42.600  48.400  40,300  62.000  67.200 

Riehmond  Light  A  R.  R 3.312  4,701  3,306  4,000  5,200  5.570 

natbnahOna 1.765  1.066  2.432  2.734  2.950  3,210 

QneeM  Boroagh  G.  *  E 2.605  2.600  2.875  8.110  8.170  8.410 

Bronx  Q«B  ft  Eleotrio 1.260  1.175  1.150  1.160  1.175  1.125 


(B)  Ratio  €iw  MAxnum  Load  to  Station  CAPACfrr 

New  York  EdMOB 78.58  79.70  S81.37  64.06  65.11  78.68 

United  EIm.  L.  A  P 60.04  86.67  58.31  68.98 

N.  Y.  4b  Queena  Elee.  L.  *  P 75.17  80.66  06.55  100.66  102.07  03.10 

CUIiaon  EL  nig.  (Bklyn) 71.64  76.60  87.13  88.76  70.05  03.02 

Rkfamond  Light  *R.R: 01.77  03.04  40.81  40.38  74.51  88.13 

FlaaMMhOaa 43.00  47.80  34.87  80.20  42.20  46.02 

Qoeena  Borough  G.  A  E 53.30  55.32  61.17  66.17  67.45  72.55 

Brov  Qm  ft  Eleotiio 34.17  31.87  81.19  31.40  83.57  81.81 


(Q)  Rasio  or  ATB8Aoa  QuAMTtrr  or  EmnuiT  GnnRATno  ran  Hons  to  Maxtmuu  Load 

New  Yerk  Ediaon 29.82  29.01  «36.45  •35.84  34.37  32.42 

United  Elec.  L.  ft  P «35.19  >33.87    • *32.42  85.17  46.12 

N.Y.  ftQnecnaEl.  L.  ftp 36.70  34.92  38.16  •24.40  '21.03  U6.94 

Ediaon  EL  lUg.  (Bklyn) 33.07  82.65  82.06  84.73  34.71  30.55 

RiduDOnd  Light  ft  R.  R 80.05  82.69  46.31  41.45  38.75  30.05 

FlatbwhGaa 20.86  81.70  30:50  38.10  25.10  26.01 

Qaeena Borongh  G.  ft  E 10.16  20.00  10.70  20.00  10.68  10.71 

Bran  Qaa  ft  Eketrio 26.08  80.80  28.00  20.40  20.28  23.64 


ly  oon^Muiy;  preauinnbly  aub-«tation  peak. 

t^9  in  1013  Report  la  doe  to  change  in  rating  of  Kingabridge  aUtion  capacity 

froQ  28jflbO  to  3Sl^uOO  kw. 

*Not  en  a  comparable  baaia.    See  1013  Report,  vol.  IIL  page  54.  , 

•Sobleet  to  qualification  beoauae  of  interchange  of  energy  and  conaequent  lomt  uae  of  gener- 
atinaeuMity. 

•  %n^fai  in  opention  tf«^  Oetober  24«  1013. 

'Bbaed  on  aetnal  number  of  daya  operated.  Baaed  on  the  calendar  year,  the  ratio  for  1015 
^  7A  «ad  ftir  1916,  6.76. 
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ratio  of  the  New  York  &  Queens  is  accounted  for  by  the  fact  that 
it  is  a  large  purchaser  of  power.  Figures  regarding  "  capacity  '* 
of  electric  generators,  however,  are  always  subject  to  qualification. 
The  load  factor,  i.  e.,  the  ratio  of  the  average  hourly  produc- 
tion to  maximum  load,  furnishes  a  measure  of  the  difference 
between  the  average  and  the  highest  amount  of  energy  risquired  at 
any  time  during  the  year.  It  is  significant  that  the  larger  com- 
panies, have  shown  throughout  the  period  the  largest  load  factors, 
although  not  regularly  in  accordance  with  their  size.  The  New 
York  Edison,  United  Electric  and  Richmond  Light  have  large 
power  consumers,  particularly  railway  companies,  a  condition 
which  favors  a  high  load-factor.  Of  the  total  energy  distributed 
by  the  Brooklyn  Edison,  over  55  per  cent  is  power,  which  accounts 
for  its  high  load-factor.  Power  requirements  are  on  the  whole 
steadier  than  lighting,  and  to  a  large  extent  come  during  the 
"  off-peak  "  period  when  the  lighting  demand  is  lowest. 

TablA  15.    0«nenitiac  capacity,  connected  load  and  output  in  relation  to  station  capacity  and 

connected  load,  all  companiea  combined,  19x0-29x6 

Batio  (Fir  cent) 

or  AWRIOB  OUTPUT 

Pn  Hoim  To- 
Generating  Connectad  Atbuqb  kw.  bbb.  • ■ 

oapaoity        load.  GaifBRATaD — 

Dec.  31       Deo.  31         Kw.  hoan  /  * ^  Station  Connected 

TiAB  (kw.)         (kw.)^         feoflrated*  Per  day  Per  hour  eapoeity    load 

1010 S226.0S7  610.131  S520.056.803    1.424,813      69.367  )6.S6  0.73 

1911 •201.062  605.630  S589,700,443    1.616.618     67.317  23.18  9.68 

1012 «350,242  788,167  707.058,865    1,031.855      80.404  22.08  10.21 

1013 «392.612  835.260  877.539,888    2.404.210    100.176  25.52  11.99 

1014 435,112  024.476  017,077,516    2,515.007    104.702  24.08  11.84 

/Exd.ry.oonVt'dload..      493,462  1,007.023  989,359,588    2.710,429    112.935  22.89  11.21 

\Inc].ry.oon'ct'dload».      493.462  1,031,688  > 967,708.525  * 2,651.256  M 10 .469  *22.39  MO. 50' 

485,712  1,290,054  1,146.310.504    3.131,996    130.500  26.87  10.12 

485.712  1.347.632  <  1.121, 833. 853  S3.065, 120  M27,713  *26.29  s9.49 


j^    ;  Exd.ry.oon'ct'dload.. 
\  IncI .  ry .  oon'ct'd  load  • . 


According  to  Table  13,  the  generating  capacity,  connected  load 
and  energy  generated  increased  almost  in  the  same  ratio  during 
the  period  1910-1916,  the  increases  ranging  between  115  and  120 
per  cent.  The  largest  increase  was  in  connected  load  and  the 
smallest  in  generating  capacity.  It  should  be  noted,  however,  that 
while  generating  capacity  and  energy  generated  are  definitely 
determinable,  connected  load  is  largely  a  matter  of  estimate.    It 

1  Exclusive  of  railroad  load,  except  as  stated. 

*  Gross  energy  urenerated.  inclusive  of  that  used  at  generating  stations,  ezoept  on  second  Uifs 
for  1915  and  1916,  which  exclude  21,651.063  and  24,470,651  kw.  hours,  respectively,  so  utiliisd. 

*  l^xclusive  of  the  Richmond  Light  D.  C.  generators  and  energy  atiliied  by  its  railroad  depart- 
ment. 

*  The  Kingsbridge  stotion  is  here  rated  at  32.000  kw..  insteed  of  38,000  as  given  in  the  1012 
and  1013  Peports. 

*  On  the  same  basis  as  Table  XXI,  0. 
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is  only  rarely  that  the  connected  load  of  a  company  can  be  known 
with  tolerable  definiteness.  Furthermore,  there  may  be  variation 
among  different  companies  and  at  different  times  in  the  methods 
used  in  computing  connected  load.  An  undetermined  but  prob- 
ably important  part  of  the  total  connected  load  is  that  carried  by 
lines  used  jointly  for  light  and  power.  This  is  particularly  true 
in  the  case  of  a  multitude  of  small  consumers,  with  the  increasing 
use  of  small  heating  and  power  devices  for  domestic  and  manufac- 
turing purposes. 

The  classification  of  connected  load,  as  shown  in  Table  14,  is 
also  an  estimate.  The  total  connected  load  increased  63  per  cent 
during  the  period  1912-1916.  There  were  increases  in  the  case  of 
both  lighting  and  power  loads ;  but  while  the  former  increased  only 
54  per  cent,  the  latter  increased  75  per  cent  The  relative  import- 
ance of  lighting  and  power  load  in  the  total  remained  almost  con- 
stant at  about  54  and  46  per  cent,  respectively,  from  1912  to  1916, 
but  changed  in  1916  to  49  and  51  per  cent,  being  an  increase  of 
5  points  for  power  and  a  corresponding  decrease' for  lighting. 

Table  XX-C,  gives  the  distribution  of  the  lighting  and  power 
loads  for  each  company.  The  United,  alone  of  the  larger  com- 
panies, reported  in  1916  a  greater  lighting  than  power  load,  72 
and  28  per  cent,  respectively.  The  largest  ratio  for  lighting  load, 
88  per  cent,  was  shown  by  the  Flatbush  Gas,  serving  exclusively 
a  residence  district,  and  the  smallest,  42  per  cent,  by  the  New 
York  &  Queens.  The  proportion  of  all  energy  which  is  used  for 
power  is  probably  greater  than  is  indicated  by  Table  XX-C,  chiefly 
for  the  reason  that  power  apparatus  is  usually  operated  for  longer 
periods  during  each  day  and  more  nearly  to  the  full  rated  capacity 
than  lighting  installations. 
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Tibia  14.   Piopoitloii  of  coonectwl  load  primarily  for  lichting  asd  for  powar,  all  eonpaalaa 

bmed,  1913-19x6 

KW.   OF  COWNBCTBD  PbB  CBNT   DlSTKlBTJ- 

Apparatub*  tioh  Bbtwwbx  — 

, . — ' 

Ybax  lighting      Power*        Total       lighting       Power 

1912 426.977  361.190  788,167  64.17  46.83 

1913 456.103  379.166  835.260  54.61  46.W 

1914 604.674  419.802  924.476  54.59  45.41 

^      f  Excluding  railways 54S.731  458.292  1.007.023  54.49  45.61 

\  Including  raUwaya 548,731  502.967  1.051.688  52.17  47.83 

-g.g  f  Excluding  railways 658,073  630.281  1.288.354  51.08  48.02 

\  Including  railwaya 658.073  689,559  1,847.632  48.88  61.17 

Per  cent  increase.  1912-1916  (exd.  rail- 
ways)         54.12  74.50  63.46     


Bisposition  of  Energy  Generated 

Table  15  gives  for  1916  the  source  and  disposition  of  electric 
energy  for  each  company,  and  for  all  companies  combined  since 
1908.  Three  of  the  companies  purchase  power  from  others,  and 
the  proportion  of  total  energy  generated  that  is  distributed  in 
New  York  City  by  a  company  other  than  the  generator  was  prac- 
tically the  same-for  1916  as  for  1915.  The  New  York  &  Queens 
Electric  in  1915  generated  15  per  cent  of  its  total  power,  but  in 
1916  only  11  per  cent,  its  percentage  of  power  purchased  thus 
increasing  from  85  to  89  per  cent. 

Of  all  energy  available,  about  76  per  cent  was  supplied  to  con- 
sumers in  both  1915  and  1916.  There  was  an  increase  from  1.2 
per  cent  in  1915  to  2.7  per  cent  in  1916  in  the  proportion  of 
energy  supplied  to  other  than  New  York  City  lighting  companies. 
The  proportions  of  energy  used  by  the  several  companies  them- 
selves vary  widely,  but  for  all  companies  combined  the  ratio  was 
the  same  in  1915  as  in  1916  —  slightly  less'  than  one  per  cent  of 
the  total  available.  Current  lost  or  unaccounted  for  amounts  to 
about  one-fifth  of  the  total,  but  includes  for  the  Richmond  Light 
energy  used  in  oflSces,  etc.,  and  perhaps  also  for  other  companies 
quantities  that  should  properly  be  included  under  "  used  by  com- 
pany." The  largest  proportion  of  energy  unaccounted  for  is 
reported  by  the  Queens  Borough  (29  per  cent),  and  the  smallest 
by  the  Bronx  Gas  &  Electric  (11  per  cent). 


1  Exclusive  of  lamps  and  motors  in  company  service  and,  except  on  the  aeoond  linea  for  101& 
and  1916.  of  railrowTload.  ^  ^      . 

>  Inclusive  of  battery  charginc,  electric  motors  and  beatinc  applianoea. 
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Tabto  ss>   Pa'  cot 


dillrlbBtioii  <tf  tlectilc  «B6rg7  bj  Mvice  tad  by  disposition,  by  ooopanies, 

I9id.> 


SoimcB 


Oener-      Pur- 
ated       ehsaed 


New  York  Edison 91.62  8.88 

Unitod  Electric  L.  ft  P 94.04  5.96 

N.  Y.  ft  Qaeens  EI.  L.  ft  P. .  10.82  89. 18 

Ediw»n£leei.nig.  (Bldyn)...  100.00     

Rkhmond  Ufht  ft  R.  R 100.00     

Flatbusit  Gas 100.00     

QuBons  Boroagh  Q.  ft  E 101.00     

Bronx  Gas  ft  Electric 100.00     

An  companies 91.48  8.62 


Total 
avail- 
able 

10  .00 
100.00 
100.00 
100.00 
100.00 
100.00 
100.00 
100.00 
100.00 


8up- 

pHed 

to 

oon- 
siimerB 

75.67 
30.48 
79.77 
80.23 
*  86.43 
78.62 
70.04 
86.63 
60.87 


Dnpoemoir 

■* 

Supplied 

to  other  Us^ 

lighting  by 

com-  .  com- 

paoies  pany 

3.30  1.06 

48.00  0.47 

1.84 

0.38 

0.71 

4.71 

0.90 

2.62 

11.02  0.87 


Loot 
and  un- 
accounted 
for 

20.05 
12.05 
18.39 
19.39 
12.86 
16.67 
29.06 
10.85 
18.24 


All  companies,  excl.  inter- 
company purchases  and 


100.00     100.00      76.38 


•2.73        0.^ 


19.94 


Grand  TotaU  by  Fsors 

...  100.00     100.00  68.14  0.96  8.78  27.12 

...  100.00     100.00  68.45  0.66  3.80  27.09 

...  100.00     100.00  68.62  1.11  3.75  26.52 

...  100.00     100.00  68.37  1.31  8.64  26.68 

...  100.00     100.00  70.02  1.73  8.17  25.08 

...  100.00     10.00  74.21  1.60  2.60  21.50 

...  100.00     100.00  74.90  1.59  2.09  20.82 

...  100.00     100.00  73.48  1.15  4.08  21.29 

Netsendoot 10  .00     100.00  76.09  1.18  0.97  81.76 

_.  Gross  generated 100.00     100.00  74.31  2.67  3.51  19.51 

^Netsendout 100.00     100.00  76.38  2.73  0.95  19.94 


1908 
1909 
1910 
1911 
1912 
W13 
1914 

1315 


i 


Gross  generated. 


>  The  "  grand  total "  lines  prior  to  1915,  are  on  the  basis  d  gross  output,  the  en««y  used  at 
generating  plants  and  that  supplied  to  the  railway  department  of  the  Richmond  Light  ft  Rail- 
road being  mcludcd  under  **  Vsed  by  company."  The  comi>any  figures  for  1010  are  on  the  basis 
of  net  sendout  (gross  generated  less  energy  iised  in  generating  plants). 

'  Includes  55.92  per  cent  supplied  to  its  railway  department  and  to  associated  railways*  Steten 
Island  Midland  and  Southficld  Beach. 

1  Supplied  to  other  than  New  York  City  companies. 
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Table  16  shows  intercompany  sales  of  electricity.  There  was 
on  the  whole  a  large  increase  in  the  volume  of  such  transactions. 
Sales  by  the  United  to  the  New  York  &  Queens  Electric  increased 
26  per  cent.  The  Westchester  Lighting,  which  in  1916  received 
its  power  in  part  from  both  the  New  York  Edison  and  the  United, 
bought  from  the  United  alone  in  1916,  and  its  total  net  purchases 

Table  17.  Pw  ecaft  distrlbatini  of  electricity  eoM  to  conamnen,  by  tbree  mala  daaaea  of  aerriea 

1916 

Amoant  Paa  Ca!«T  Supplhd  to  — 

■upplied  / •• -^^ * 

to  Other 

CoifPA]fT  AND  BoROUOR  ooDcumeri        Private        Street      municipal 

(kw.  hra.)  eoDaumen'     lampa         eervioe 

COHaoUDATBO  8T8TBU 

New  York  Ediaon 522,908.617  93.06  3.41  2.61 

Manhattan 487,403,016  04.66  2.71  2.63 

Bronx 35.604.702  84.74  12.04  2.32 

United  Electric  L.  A  P.  (Manhattan) 02,473.202  06.72  2.10  1.00 

N.  Y.  A  Queena  Elect.  L.  &  P.> 20,623,207  74.01  23.08  1.11 

Total 644.006.116  03.50  4.18  2.82 

■  z^sasBSS     ^Bssss^     ^sssssa 

OVflBB  OOMPAirnB 

E^Bon  Elect  nig.  (BUyn) 187,310.588  03.17  4.70  2.04 

Richmond  Light  A  R.  R.  (Richmond) 5.827.601  62.84  20.04  8.62 

Fbtbush  Gaa  (Brooklyn) 5.767.880  75.86  21.26  2.88 

Queens  Borough  G.  &  E.i 4.133.270  60.00  28.46  2.54 

Bronx  Gas  A  Electric 2.026,271  30.28  50.78  0.04 

Wertcheeter  Lighting  (part.  Bronx) (1. 642.810]  [61.57]  [37.20]  [1.23] 

^^m^^^^^^^am^^^^^^^^^^^^  ^^a^^m^^^^^^^^^tm  ^^m^^^^a^^^^i^^^m  a^^imm^mi^^m^^^^i^ 

Total 205.065,709  00.70  6.07  2.24 

Grandtotal 850.060.825  02.85  4.85  2.80 


s 


By  boroughs: 

Manhattan 570.877.207  04.00  2.68  2.38 

Bronx 37.620,073  82.20  15.47  2.24 

Brooklyn 103.078,477  02.65  5.20  2.06 

Qoeena* 33.656,477  74.10  24.58  1.28 

Richmond 5.827.601  62.84  20.04  8.62 

Q'.and  Totals  hy  Yeart 

1908 306.150,174  86.30  11.11  2.50 

1900 323,451.776  85.21  11.72  8.07 

1910 360.341,680  85.07  11.73  3.20 

1911 406.031,043  85.38  11.37  8.25 

1912 405,057,370  86.30  10.51  8.10 

1913 661 .235, 101  88.08  8.51  2.51 

1914 687.582.200  80.12  8.30  2.58 

1915 727.004,884  01.24  6.67  2.00 

1916 850,060,825  02.85  4.85  2.30 


*  Serves  parts  of  Queens  Borough  and  of  Nassau  countr  —  distribution  not  given.  About  two- 
fifths  of  the  Queens  Borough  company's  business  is  located  in  Nassau,  but  only  a  negligible  fraetion 
of  that  of  the  New  York  &  Queens  Electric. 

*The  Queens  figures  include  energy  supplied  to  consumers  in  Nassau  county  by  the  Queens 
Boroosli  compony. 

*  Indudhre  of  raihrays  except  energy  supplied  by  the  lUchmond  Light  to  its  railroad  department 
•nd  to  the  associated  Staten  Island  Midland  and  Southfield  Beach. 


^ 
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increased  more  than  eightfold.  Sales  of  the  New  York  Edison 
to  the  Yonkers  Electric  remained  practically  stationary.  Sales  to 
railways  and  street  railways  increased  14  per  cent  The  princi- 
pal changes  were  a  decrease  of  8  per  cent  in  sales  by  the  New 
York  Edison  to  the  Third  Avenue  and  an  increaaie  of  167  per 
cent  in  sales  by  the  United  to  the  New  York,  New  Haven  &  Hart- 
ford. The  Brooklyn  Rapid  Transit,  which  purchased  ho  power  in 
1915,  purchased  1,756,000  kw.  hrs.'  in  1916. 

As  in  former  years,  the  most  significant  fact  shown  in  Table 
17  is  the  importance  of  the  supply  of  electricity  for  municipal 
purposes  in  the  total  business  of  the  smaller  companies.  For  the 
city  as  a  whole,  about  7  per  cent  of  all  energy  distributed  was  used 
for  municipal  service.  The  corresponding  percentage  for  the 
output  of  the  United  is  3.3,  for  the  Brooklyn  Edison,  7,  and  for 
the  Manhattan  operations  of  the  New  York  Edison,  5.  In  The 
Bronx,  the  New  York  Edison's  municipal  service  amounted  to 
about  15  per  cent  of  its"  total  distribution,  while  the  smaller  com- 
panies, in  districts  less  densely  settled,  show  still  greater  percent- 
ages, ranging  from  24  for  the  Flatbush  Gas  to  61  for  the  Bronx 
Gas  &  Electric.  The  totals  by  boroughs  show  that  the  importance 
of  the  municipality  as  a  consumer  was'  greatest  in  Richmond, 
where  it  used  38  per  cent  of  all  energy  distributed,  and  decreased 
to  26  per  cent  in  Queens,  18  per  cent  in  The  Bronx,  7  per  cent 
in  Brooklyn  and  5  per  cent  in  Manhattan. 

It  is  to  be  noted  that,  compared  with  the  1915  figures,  every 
company  except  the  Queens  Borough  shows  in  1916  a  decrease  in 
the  percentage  for  municipal  service.  That  company  reports  an 
increase  of  less  than  2  per  cent.  Every  company  except  the  Bronjj 
Gas  &  Electric  shows  an  increase  in  the  total  amount  of  energy 
distributed  to  consumers  in  1916  over  the  figure  for  1915.  The 
company  excepted,  however,  reports  an  absolute  decrease  of  18  per 
cent.  This  is  accounted  for  by  a  reduction  in  the  quantity  of 
electricity  used  in  street  lighting  because  of  the  replacement  of 
arc  by  gas  filled  lamps. 

For  the  city  as  a  whole,  the  ratio  of  municipal  service  to  the 
total  remained  practically  constant  during  the  period  1908-1912. 
The  relative  increase  in  the  importance  of  "  private  consumers " 
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since  1912  is  to  be  ascribed  in  part  to  the  increase  in  supply  to 
railways,  particularly  the  Third  Avenue  and  the  New  York,  New 
Haven  &  Hartford,  and  in  part  to  the  increase  in  the  use  of  elec- 
tricity for  manufacturing-  and  domestic  purposes. 

Increase  in  Consumption  of  Electricity 

Considering  only  the  electricity  distributed  to  consumers  other 
than  railways,  but  including  the  municipality,  the  compari- 
sons in  Table  18  show  that  for  all  companies  there  was  an  increase 
of  17  per  cent  in  1916  over  1915.  The  Brooklyn  Edison  and  the 
New  York  Edison  increased  in  absolute  amounts  almost  equally, 
but  the  Brooklyn  Edison  shows  almost  three  times  as  great  a  rela- 
tive increase.  Distribution  by  the  United  increased  23  per  cent, 
by  the  New  York  &  Queens,  20  per  cent,  and  by  the  smaller  com- 
panies, an  average  of  1 6  per  cent.  Throughout  the  period  beginning 
with  the  year  1910  there  was  an  increase  each  year  over  the  pre- 
ceding year,  so  that  during  1916  nearly  twice  as  much  energy  was 
distributed  as  during  1910.  The  rate  of  annual  increase  has 
varied  considerably,  ranging  from  5  per  cent  in  1914  to  17  per 
cent  in  1916.  The  smaller  rates  of  increase  during  1914  and 
1915  reflect  the  period  of  business  depression,  just  as  the  increase 
for  1916,  in  absolute  amount  50  per  cent  greater  than  that  of  any 
preceding  year,  occurred  during  a  time  of  unusual  industrial 
activity. 

Table  it.  Amomt  of  electric  «Befu  (kw.  hit.)  dlsMbiited  to  coarainen,  •adniiTe  of  nflrotde* 

by  conqwiiief,  Z91S  aid  1916 

Amount  J)»TBXBX7TaD  nr —  Incbbasb 


<»- 


' 


OoMFANT  1915                   1916  Abeolute  Per  oent 

New  York  Edieott 872.635.259      415.866,011  48,229.752  11.60 

UnHed  Electric  L.  ft  P 42,776.723        52.496.178  9,719.455  22.72 

N.  Y.  ft  Queens  El.  L.  ft  P 24.457,947        29.226,660  4,768.718  19.50 

Bdbon  Elect,  nic.  (Bklyn) 142,054.940       185.535.988  43,481.048  80.61 

SmeU  companiee 17.454.450        17,755,121  300.671  1.72 

SmaD  companiee  exd.  municipal  service  [10.066,090]      (11.656.229]  (1.590,139]  [15.80] 

Total 599.379,319      700,878,958  101.479,639  16.93 

Chrand  Totala  fry  Year$ 

1910 357,239,148  88,137,852  11 .95 

1911 403.212, 115  45,972,967  12.87 

1912 470.792,420  67,580,305  16.76 

1913 525,882,491  55,090,071  11.70 

1914 552,473,935  26,591 .444  5.06 

1915 509.379.319  46,905.384  8.49 

1916 700.878.958  101 ,479.639  16.08 
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Tabl«  19.    Number  of  consumen  and  goantHj  of  olactrlcity  consamod  In  rektion  to  coonoetod 

load,  lor  all  compaaieo  comUiiod,  1910-1916  ^ 

Ratios 


Coa-         Conaamp-  Fte  Cknt  iHCBB&aa 

nected  tion  per  nc  — 


load  kw.  of  oon* 

Number  Cooaected  *  per  nected  Number  Kw.  hn.  Coa- 

ofeoB-        Kw.hoim  load  consumer  load  of  con-  con*  nected 

TiAB         aomen        eooaumed  (kw.)  (kw.)  (kw.hn.)  wmen  aumed  load 

1910 167,096  867.239,148  610,131  8.88  686          

1911 190.580  408.212,115  095,630  8.66  680  21.81  12.87  14.01 

1912 223.981  470,792,420  788,167  8.52  697  1Z.53  16.76  13.30 

1913 288.873  625,882,491  835,269  8.60  630  6.65  11.70  5.98 

1914 265.254  552.478.935  924,476  8.49  698  11.04  5.06  10.68 

1916 806.217  699.879.819  1.007,023  8.29  605  16.44  8.49  8.93 

1916 360,669  700,878,959  1,288.354  8.57  644  17.78  16.98  27.94 

1916" 360.669  856,884.810  1,347,632  8.74  636  17.78          


Table  1&  shows  the  increase  in  number  of  consumers  of  elec- 
tricity and  in  consumption  by  the  public  in  relation  to  connected 
load.  During  the  seven-year  period,  annual  increases  have 
occurred,  without  exception,  in  all  three  quantities.  But  con- 
nected load  has  increased  the  least  rapidly.  The  load  per  con- 
sumer declined  uninterruptedly  from  1910  to  1915,  but  increased 
rapidly  in  1916,  undoubtedly  being  affected  by  the  decided  reduc- 
tion in  rates  on  May  1,  1915,  effective  for  the  dominating  electri- 
cal supply  agency  of  the  city,  the  associated  New  York  Edison 
and  United  Electric  companies.  The  consumption  per  connecte*! 
load  has  shown  no  definite  tendency,  increasing  in  one  year  only 
to  decline  in  the  following,  depending  on  the  irregular  relative 
increase  in  the  basic  quantities. 


>  Second  line  for  1016  inoludea  railroad  data. 
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FINANCIAL  STATISTICS 

Comparative  Summary  of  FinaBcial  Data,  1915  and  1916 
(k)  Reyentte  and  Reyenue  Deductions 


Qab  Entkbphisw 


IircRBAn  OR  (D)  Dbcbxasi 
1015-1916 


, .^ 


lOlfi  1915  Absolute         Percent 

Operating  rerenues.  gross ^....  t $42. 036, 961  08  < $45, 306. 047  84    * $3. 269.086  76  7.78 

Operatins  expenses,  gross 1 20.022,843  89    < 30. 906. 935  99      U, 884, 092  10  6.49 

Intercompany  purchases  and 
sales  (subtracted  from  rev- 
enues and  expenses) «<5,816.165  40      •6.203,339  88  387.178  98  6.66 

Mbcellaneoua  revenues  (sub- 
tracted from  revenues  and 
credited  to  expenses) •3.104,078  75      ^2, 730.090  11        D373.988  64      D  12.05 

Operating  revenues,  adjusted  as 
indicated 34.768.077  65      36,372,618  35         1,604.540  70  4.61 

Operating  eq>enaes,  adjusted  as 
indicated •21,753,960  46    "21.973,506  50  219,546  04  1.01 

Amortisation,  etc.,  included  in 
expenses 2,515.504  92        2,768,17106  252,666  14  10.04 

Operating  expenses,  adjusted, 
and  without  provision  for 
amortization,  etc 19,233,455  54    *  19 , 205 , 335  44  D33,120  10        DO. 17 

Uncollectible  bills 151.384  00  120.802  12  D30.58188      D20.20 

Taxes 2,334,622  01      •3,239,00119  954.382  18  40.88 

Opersting  inooice,  with  provi- 
sion for  amortixation.  etc 10.528,11118    B 10,989,305  54  461,194  86  4.38 

Operating  income,  without  pro- 
vision for  amortisation,  etc. .       13.043.616  10      13.757.476  60  713.860  50  6.47 


>  After  allowance  tor  discounts  and  abatements. 

•  The  Consolidated  system  companies  made  credits  in  1915  to  the  operating  revenue  aoeount, 
Sale  of  residuals  and  by-products,  to  the  amount  of  $1,051,360.72.  As  these  companies  followed 
in  1916  the  alternative  of  making  credits  for  residuals  to  production,  this  amount  is  here  sub- 
tracted from  the  1915  figures  for  operating  revenues,  gross,  tuad  operating  expenses,  gross,  to  make 
the  1915  and  1916  figures  comparable. 

•Includes  agency  commissions  amounting  to  $36,751.97,  and  Joint-faoility  rents.  $506,551.54. 
Except  for  the  Utter  amount,  the  figure  in  the  table  equals  intercorporate  purchases  as  shown  in 
Table  XXXV,  C  (1915  Heport)  whera  joint-facility  rents  are  separately  itemised. 

•See  Table  XXXV,  Division  B.  note  16  (1915  Keport),  regardu^  $26,000  rent  item. 

•  Includes  agency  commissions  amounting  to  $69,979.(>3,  and  joint^acility  and  similar  rents. 
1444.638.31.  except  for  the  latter  amount,  the  figure  in  the  table  equab  intercorporate  purchases 
ss  shown  in  Table  XXXV,  C,  where  joint-facility  rents  ara  separately  itemised. 

■  Consists  of  revenue  from  residuals  and  by-products,  $1,710,790.49  (which  is  applied  as  a  credit 
to  production  expenses  in  flable  XXXV,  C  1915  Report);  rant  of  gas  appliances,  $1,091,579.12: 
merchandise  and  jobbing  revenue,  $231,075.18;  sales  to  Westchester  Lignting.  $d5,976.8i>;  and  other 
nuseeUaneous  revenue,  $34,658.21.  ExoludflS  agency  commissions,  $36,751.97,  and  joint-facility 
rents.  $506,551.54,  shown  in  Table  XXXY,  A  (1915  Beport).  under  miscellaneous  revenues.  See 
also  note  4. 

'  Ccmsists  of  revenue  from  residuals  and  by^roduots  (other  than  such  as  was  credited  by  com- 
psnics  dirsetly  to  production).  $d6.714.6d;  rant  of  gas  appliances,  $1,169,892.13;  merchandise 
sad  jobbing  revenue,  $337,786.62;  sales  to  Westchester  lighUng,  $36,550.60;  and  other  miscellaneous 
revenue.  $1,099,146.07.  Kfdudes  sgenoy  commissions,  $69,979.03,  and  joint-facilitx  and  similar 
rents,  $444,638.31.  shown  in  Taoie  XXXV,  A,  under  Miscellaneous  revenues.    See  also  note  5. 

•  For  explanation  of  discrepancy  of  $700,433.94  between  tnese  figures  and  those  in  Taole  XXXV, 
C,  see  analysis  of  net  deductions  at  ekise  of  f  1  of  Table  XXXV,  C  and  footnote  0  to  it. 

■In  lu  16  the  Consolidated  Gas  charged  $35,310.30  taxes  on  rented  property  to  Other  misoel- 
wneous  gas  revenue  instead  of  to  Taxes  as  formerhr.  To  make  the  figures  comparable,  the  1916 
figures  lor  taxes  and  revenues  shouki  be  increased  by  this  amount. 


58 


Public  Sebvicb  Commission  —  First  Distmot 


Comparative  Sammary  of  Fmancial  Bata,  1915  and  1916  —  Continued 
(A)  Revenue  and  Reyenise  Deductions — Concluded 

Elbctbical  Emtb&prxsbb 

Incbkaab  or  (D)  Dbcrbasb 
1015-1916 

/ ■ ^ 

Itch  1015  1016  •  Absolute         Percent 

Operatinc  revenues,  srowi $36,477.864  50    $40,785.038  07      $4,908.073  67  11.81 

Operating  exponsee,  groee 18.405.774  32      20,158,403  53        1,752.710  21  0.52 

Intercompany  purohasce  and 
aala  (subtracted  from  rev- 
enues and  expenses)  > 1.162.744  83         1.385.436  40  222.00166  10.15 

Miscellaneous  revenues  (sub- 
tracted from  revenues  and 
credited  to  expenses) ... . * 370, 100  88  « 712.606  40  333,50461  88.00 

Operating  revenues,  adjusted  as 
indicated 34,036.018  70      88.687,806  00        3.751,787  30  10.74 

Operating  expenses,  adjusted  as 
indicated 16,863,028  61       18.060,36155        1,106,432  04  7.00 

Amortisation,  etc.,  included  in 

expenses 2.805,21180        2.503,034  23        D302.in57      D  10.77 

Operating  expenses,  adjusted, 
and  without  provision  for 
amortisation,  etc 14.058.716  81       16.557.327  32        1.408.610  51  10.66 

UnooUectible  bills 141.540  24  115,540  14.        D  26.000  10      D  18.37 

Taxes 2.205.417  65        3,057.100  43  761.682  78  33.18 

Operating  income,  with  provi- 
sion for  amortisation,  etc...       15,635.123  20       17.454.803  07        1,810.680  68  11.64 

Operating  income,  without  pro* 
vision  for  amortisation,  etc. .       18.440.335  00      10.057.838  20        1.517,503  11  8.23 


^  After  allowance  for  discounts  and  abatements. 

'  The  aggregate  amount  reported  by  New  York  City  companies  for  current  purchased  of  city 
companies  ditiers  from  the  aggregate  reported  by  the  companies  for  sales.  For  detaib  of  dis- 
crepancies, see  notes  3  and  4. 

*  Includes  sales  of  New  York  Edison  to  Yookers  Electric.  $120,440.76;  to  Westchester  Lighting. 
$12,324.55;  net  sales  of  United  Electric  to  Westchester  Lighting,  $7,101;  excess  of  reported  sales 
over  reported  purchases  between  New  York  Edison  and  United  Electric.  $11.52. 

*  Includes  sales  of  New  York  Edison  to  Yonkers  Electric.  $123,880.68;  net  sales  of  United 
Electric  to  Westchester  Lighting,  $120,218.63;  sales  of  New  York  Edison  to  the  New  York  4c 
Queens  Electric  which  prior  to  close  of  year  had  not  received  invoice,  $570.  and  $10.32,  sales  by 
L'nited  Electric  to  New  York  Edison  of  current  used  in  the  latter's  operations. 

*  The  1015  column  includes  figures  for  the  Bowery  Bay  and  Long  Ane,  omitted  in  1016.  The 
total  electrical  revenues  of  these  companies  in  1015  amounted  to  only  $20,243.28,  or  less  than 
one-tenth  of  1  per  cent  of  that  for  all  companies. 

FOOTNOTKS  TO   DIVISION   B*. 

^  Data  are  gross  so  far  as  regards  dupUcations  due  to  intercorporate  relations  affeoting  non- 
operating  inoome. 

*  Alter  provision  for  amortisation,  etc  See,  however,  text  table  20  with  accompanying  text, 
and  Dei  reciaiion  in  the  abstracts  of  the  various  companies. 

'  Hicbmond  Light  A  Kailroad  income  irom  railroad  operations  is  here  classed  as  operating 
income,  but  in  Table  XXX  VIl,  as  "  Otaer  income." 

*  Data  ss  regards  dividends  are  gross.  It  should  be  noted  that  Consolidated  Gas  is  a  holding 
as  well  ss  an  operating  company,  and  receives  a  large  income  from  other  gas  and  electrical  com- 

For  details,  see  inteHmenU  in  the  abstract  of  the  Consolidated  Gas. 
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Comparatiye  Summary  of  Fmancial  Bata,  1915  and  1916  —  Conttniied 

(B)  Income  fand  surpliis)  Acoowil,  for  Lightins  Corporatioiist 

Incbbasb  OB  (D)  Dbcrbabi 
1916-1916 

Itbm  1916  1919  Y  Abflolute       Percent 

OperatiiiK  iaoome  applicable  to 
oorporate  and  leased  proi^* 
ertaes:* 

Gasoompanies $10,491,104  18    «10,946.806  98  9464,70180  4.88 

Gae  eiaetrical  companiee 290,800  44  348.370  61  61,664  17  17.37 

Eleetrical  oompaniee 16.390,789  69      10,943,686  01        1,722,786  42  11.32 

Eleetrioal  and  railroad  com- 
pany: 

Eleotrieal department 164,684  83  800,407  91  » 61,828  69  33.68 

Railroad  department « 77.484  16  80,628  14  8,043  99  3.93 

Other    (or    non-operatinc)    in- 

Gae  compaBies 8,170,087  88  8,830,18180  166,494  04  3.03 

Eleetiieal  companies 1,660.928  43  1.829.207  08  168.278  60  10.13 

MindeompaniM 17,289  16  88,1^6  39  4,897  24  38.48 

Gross  income:  * 

GasoompaniM 18,661,79194  19,881,987  84  630.196  90  3.38 

Electrical  companies 16,881.668  01  18,772.732  03  1,891.004  03  11.20 

Mixed  oompanies 646,104  06  667,433  06  111,328  99  20.39 

fwrnme  deduetione:  * 

Gascompanies 4,688.497  79  6.733.609  31  1.046.11142  22.89 

Eleotrieal  companies 7.784.29186  7.740,862  67  16,560  82  2.14 

Mixed  companies 429,890  28  448.867  32  •18.467  04  4.30 

Net  corporate  income: 

Gaseompanies 13,973,294  16  13.648.378  63  D424,91562  D3.04 

Efeotrieal  eompanies 9,167.370  16  11.031.879  36  1,874.503  20  20.47 

Mixed  companies 116.213  78  209.076  73  92.86196  79.91 

DivideDds:« 

Gas  companies « 9.660,704  26  9.830,007  02  163.242  77  1.69 

Electrical  companies* 4.501,864  60  4.666.788  00  164,883  50  3.66 

Mixed  companies 29,190  00  129.190  00  100,000  00  342.68 

Appropriations  to  contingency 
reserve: 

Gaseompanies 1,013.369  38  1.048,049  83  88.790  61  1.78 

Eleetiieal  eompanies 8.124.90170  8,951.864  40  886.302  70  38.89 

Mixed  eompanies 

Net  adjustments,  etc.: 

Gaseompanies Cr  1.407.366  07  Or  170,636  38  Dl. 236. 72869  D87.88 

Eleetrieal eompanies Cr2l2.470  88  Dr 91, 130  92  D303,607  80  D142.89 

Mixed  companies Dr  78,837  86  Dr  175,873  36  D  97,036  60  D  123.08 

^^fflimnlatfrd  surplus  at  close  of 

Gas  nmpwaan '  32,633,418  37  34,880,370  63  8,846,968  16  6.89 

36,690,939  63  39,607,777  93  3,916,838  30  10.97 

Dr 680,486  93  Dr 682,414  66  D 95,987  62  D  18.23 

of  aoettmulated  surplus 
dwincyear: 

Gsseompames 4,100.635  65  2.264.389  26  D  1,846.246  39  D46.02 

Elcslrieal  eompanies 2.743.030  84  3.910.838  30  1.173.807  40  42.79 

Mixed  companies 8.185  93  D  95,087  62  D  104.173  55  D  1.272.59 

For  footnotes  1  to  4,  sse  preceding  page. 

*  Rents,  spparently  for  furnished  offices,  8668.62,  are  included  in  Rent  deductions;  in  1915 
tlie  oorrcnondingitem  was  included  in  Operating  expenses. 

*  In  Table  XXXVII  rent  deductions  are  not  shown  under  Deductions  from  gross  moonie  but 
M  deductions  from  Operating  income  spplioable  to  corporate  and  leased  properties,  in  order  to 
develop  the  Operating  income  appliosble  to  oorporate  property  in  conformity  with  the  revised 
report  form.  Here  thsj  are  included  with  Income  deductions  in  conformity  with  pnor  practice. 
•  'for inasaseof  $7^1.10  over  6gare  published  in  1916  Report,  see  note  14  at  cloae  of  Table 
XXXXIL 
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Comparative  Summary  of  Fmanoial  Data,  1915  and  1916  —  Concluded 
(C)  Capitalization,  for  Lighting  and  Blectrical  Conduit  Corporations  «,• 

Incbxabe  or  (D)  Dbcrxasb 
1915-1916 


ITKM  1916        ^  1916  Absolute         Per  cent 

Stooks    outstanding — all    oom- 

panies $$75,796,680  74  9»78,M6S,S60  7A      $8,467,800  00  0,89 

Gas  oompftDies 171.977,400  00     172,079.600  00  103,100  00  0.06 

Gas-eleotrieal  oompanies 3.686.600  03        3.686.600  00     

Eleetrioal  eompanies — operat- 
ing        78.825.680  74      78.773.150  74  D63. 60000        D0.07 

Conduit    i^nd    non-H^ierating 

eompanies 23.806.000  00      24.715,300  00        3.409.200  00  10.80 

Funded  debt— aU  companies..  *  161,663,689  60    149,116,047  60    D  8,447,676  00        D  1  .et 

Gaseompanies •76.476.122  50      76.475.247  50  126  00     ' 

Gas-eleotrioal  companies 3,058.600  00        3, 102,000  00  48,600  00  1 .42 

Electrical  companies — opera- 
ting        60,069,000  00      49,689,000  00        D 470,000  00  0.94 

Conduit    and    non-operating  * 

eompanies 31,971.000  00      19,940.800  00    D3,031,300  00        D9.20 

Unfunded     debt,  *     including 
funded  debt  matured  and 
interest-bearing     debt     to 
sys'  em  companies — all  com- 
panies       [68,847,619  09\   [68,408,816  09]       [4,664,696  00)  [5.4^ 

Gaseompanies [4.406,059  38]     {9,638.307  78]      [5.232,148  40]      [118.75] 

Gas-eleotrical  companies [2.526.220  86]     [3,101.854  23]  [575.683  38]        [22.79] 

Electrical  companies — opera- 
ting       [29.368,075  85]     [29.477,890  07]  [109,814  22]         (0.37] 

Conduit    and    non-<^>erating 

eompanies [17,547.263  Oil    [16.184.263  01]  [Dl. 363.000  00]     [D7.77i 

Total  capitalisation,  stocks  and 

funded  deol— all  companies    487,869,178  84    487,869,398  84  10,886  00    ' 

Gaseompanies 248,452.522  50    248,554.747  60  102,225  00  0.04 

Gas-electrica' companies 5.745.000  00        5.788,500  00  43,500  00  0.76 

Electrical  companies — opera- 
ting      128,884,650  74     128,361,150  74        D523,500  00        D0.41 

Conduit    and    non-operating 

companies... 44,277,000  00      44,665,000  00  388,000  00  0.88 

Deductions  from  total  capital- 
isation for  duplications  due 
to  intercompany  holdings 
—all  companies* 144,478,86184     144,478,86184     

Stocks 129,702,40124     129,702,40124     

Bonds M4, 709, 860  00    «  14,769.860  00     

Net  oaiutalisation  *,  i.  e.,  secu- 
rities outstanding  in  hands 
of  the  pubUo— aU  companies    888,886,918  00    888,897, 137  00  10,886  00    ' 

Stocks 146,093.149  50     148.550.949  50        2,457,890  00  1.68 

Bonds 136.793,762  50     134.346.187  50    D  2. 447, 576  00        D1.79 


*  See  Table  XLI.  Data  are  gross,  except  as  indicated.  The  figures  do  not  include  the  Rich- 
mond Light  ft  Railroad,  since  its  capitalisation  on  December  31,  1916,  $5,091,750;  (cutttal  stock, 
$2,871,750:  funded  debt,  $2,200,000;  unfunded  debt  owing  to  s^tem  eompanies,  $20,000),  has 
already  beim  included  with  that  of  the  streetncailway  companies  m  Vol.  II  of  this  Report. 

*  Includes  $969,000,  holdings  of  non-associated  companies,  as  follows:  Kinn  County  Electric 
hoUs  of  New  York  Gas,  Electrie  light.  Heat  *  Power,  $200,000;  New  York  Edison,  of  Empire 
City  Subway,  $760,000. 

« Stocks  ($390J500)  and  bonds  ($455,000)  of  Ball  Electric  Illuminating.  State  Electric  light 
and  Power,  and  Equity  Qaa— all  classed  as  dormant  companies,  though  included  in  First  District 
asMeiated-eompany  investmenta — are  not  deducted  to  obtain  net  capitalisation,  becaiue  not 
represented  in  the  gross  totaL 

*  It  should  be  noted  that  the  Empire  City  Subway  reports  its  stock  to  be  held  as  follows:  By 
New  York  Telephone,  $4,974,500;  by  Edison  Light  ft  Power  lutallation  (a  subsidiary  of  New 
York  Edison),  $518,500.  This  stock  is  here  classed  as  oapitalisation  outetanding  in  the  hands 
of  the  publio  because  it  may  be  part  ooUateral  for  the  outstanding  securities  of  holaiog  eompanies 
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Statistics  relative  to  capitalization  are  included  in  the  tables 
and  Financial  Summary  on  the  basis  of  the  usual  definition  of 
that  term,  that  is,  security  issues.  It  is  well  understood,  however, 
that  securities  are  defective  indices  of  the  actual  amount  of  capital 
invested.  In  the  first  place,  securities  have  been  issued  in  times 
past  in  anticipation  of  profits,  thereby  capitalizing  hoped-for 
income.  Secondly,  securities  have  been  issued,  even  under  public 
regulation,  for  property  other  than  that  actually  devoted  to  the 
I)roduction  of  gas  or  electricity,  notably  stocks  or  bonds  of  other 
operating  companies.  The  New  York  Edison,  for  example,  issued 
$15,800,000  of  its  capital  stock  in  1914,  and  the  Consolidated 
Gas,  as  owner  of  the  New  York  Edison,  issued  its  own  securities 
far  the  purpose  of  acquiring  and  holding  the  Edison  stock.  On 
account  of  these  intercorporate  relationships,  it  is  impossible  to 
tnke  the  capitalization  of  the  Consolidated  Gas  as  an  indication 
of  the  capitalization  of  its  gas  property,  or  to  take  the  combined 
securities  of  the  New  York  Edison  and  the  Consolidated  Gas  as 
representing  the  capitalization  of  the  two  companies.  As  a  matter 
of  fact,  practically  all  of  the  New  York  Edison  stock,  amounting 
to  almost  $66,000,000,  is  held  by  the  Consolidated  Gas  and  must 
be  subtracted  as  a  duplication  in  any  statement  purporting  to 
show  the  total  capitalization  of  gas  and  electrical  companies  in 
Kcw  York  City. 

In  certain  cases  the  operating  company  will  issue  to  the  financial 
flnd  holding  company  for  money  advanced  a  non-negotiable  note 
that  may  run  for  a  term  of  years  or  for  a  few  months  only,  or  may 
even  be  payable  on  demand.  From  the  standpoint  of  the  issuing 
company,  such  notes,  irrespective  of  their  term,  really  represent 
permanent  investment,  and  in  order  to  complete  the  record,  Table 
XLI  has  been  enlarged  this  year  to  include  obligations  of  this 
character,  together  with  receivers'  certificates  (if  any)  running 
for  a  term  of  not  more  than  one  year,  and  matured  bonds  remain- 
ing unpaid. 

Since  the  funds  invested  in  property  and  covered  by  the  non- 
negotiable  notes  to  an  affiliated  company  referred  to  are  as  a  rule 

which  do  not  report  to  this  Commisnon.  Morrov«»r,  reacquired  Becurities  of  the  New  Amsterdam 
(>tock  and  bond  scrip,  $1,414.90)  are  not  here  deducted.  «... 

'Exdttdes  $100,000  New  Amsterdam  matured  purchase  money  mortease  bonds,  included  m 
eorrespondinff  fifnire  in  1915  Report.  .     *  .  , 

*Tln  section  is  made  up  on  a  new  ba^is  this  year  and  conforms  to  the  new  arrangement  In 
TsMe  XLI.  The  new  catecory  of  capitalisation.  Unfunded  pernutiient  debt  owing  to  asKMoated 
companies,  huM  been  added. 

'  Inereaae  leas  than  .006  per  cent. 
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represented  in  the  securities  of  the  holding  company,  it  is  nnneoes- 
saiy  to  include  such  notes  in  the  capitalization  totals. 

Beyennes,  Expenses  and  Income 

The  function  of  gas  and  electrical  companies  is  to  supply  gas 
and  electricity  to  the  public,  and  the  public  has  little  concern  in 
the  sales  for  re-sale  intervening  between  manufacture  and  con- 
sumption. Accordingly,  a  statement  of  the  extent  of  these  services 
and  their  cost  should  exclude  duplication  due  to  intercompany 
purchases  and  sales.  For  similar  reasons  it  should  also  show  the 
net  cost  after  crediting  to  expenses  the  revenues  obtained  from 
residuals  and  from  other  miscellaneous  and  subsidiary  sources. 
Accordingly,  operating  revenues  and  expenses  are,  for  the  purposes 
of  the  Summary,  adjusted  as  indicated.  The  data  for  Divisions  B 
and  C,  unlike  those  for  Division  A,  are  mainly  gross  because  of 
the  difficulty  of  eliminating  the  effects  of  intercompany  transac- 
tions with  certainty  as  to  results. 

In  1916  the  gas  operating  revenues,  adjusted  as  indicated  in  the 
preceding  paragraph,  were  $1,604,540.70,  or  6  per  cent,  more 
than  in  1916.  This  increase  followed  the  1915  decrease  of 
$917,366.74.  Accordingly,  on  the  face  of  the  returns,  the  falling 
off  in  revenues  in  1915  was  due  to  the  general  business  depres- 
sion and  not  to  the  gas  business'  becoming  obsolescent.  The  dec- 
trical  companies  also  suffered  from  the  depression,  though  not 
so  markedly  as  the  gas  companies.  Instead  of  the  usual  increas^^ 
in  adjusted  operating  revenues,  1915  showed  only  slightly  morr 
than  1914.  The  recovery  in  1916  was  also  more  marked  for 
electrical  companies  than  for  gas  companies,  the  former  showing 
for  1916  an  increase  of  $3,751,787.30,  or  11  per  cent  Of  course 
the  above  comparisons  of  large  aggregates  are  not  conclusive 
but  it  would  seem  that  the  future  belonged  more  to  electricity 
than  to  gas.  The  important  reductions  in  electrical  rates  during 
1915  and  1916  will  doubtless  accelerate  its  already  increasing  use 
and  retard  the  extension  of  the  use  of  gas  correspondingly  in  the 
field  where  the  two  commodities  are  competitors.  These  same  rat^* 
reductions  operate  also  to  disguise  from  the  financial  standpoint 
the  relative  increase  in  the  use  of  electricity  since,  if  the  same 
quantity  of  electricity  distributed  during  the  year  had  been  sold 
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at  the  price  prevailing  prior  to  the  recent  pricie  redactions,  the 
relative  increase  in  electrical  revenues  over  gas'  revenues  would 
have  been  more  pronounced  than  the  returns  now  show. 

The  total  revenues  from  sales  of  gas  and  electricity  to  the 
public  in  1916,  $75,060,424.44,  are  distributed  between  the  two 
commodities  as  follows:  $36,372,618.35,  or  48.5  per  cent  to  gas, 
and  $38,687,806.09,  or  51.5  per  cent,  to  electricity.  Gas  revenue 
constituted  49.9  per  cent  of  the  total  revenue  from  sales  of  light 
and  power  in  1916;  60.6  in  1914;  61.4  in  1913;  63.4  in  1912; 
and  54.2  in  1911.  The  relatively  increasing  volume  of  production 
of  electricity  over  gas  should  react  favorably  on  the  relative  unit 
cost  of  electricity  and  perhaps  permit  further  rate  reductions. 
Que  important  factor  in  the  situation  is  that  gas  was  first  in  the 
field.  If  the  buildings  now  equipped  with  gas  installations  were 
to  be  rebuilt  to^ay  it  is  possible  that  electrical  fixtures  would  be 
substituted  for  gas  fixtures  in  many  cases,  and  that  the  consump- 
tion of  electricity  would  be  correspondingly  increased  and  that  of 
gas  decreased. 

The  increase  in  gas  taxes  is  shown  to  be  $964,382.18,  or  41  per 
cent.  This  increase  is  due  in  part  to  increases  in  the  various 
taxes  generally.  However,  the  $3,289,004.19  taxes  shown  in  the 
Summary  shotdd  not  be  taken  as  final  evidence  of  the  companies' 
contribution  to  the  support  of  government  or  of  the  tax  burden 
on  their  x<evenue&  The  figure  shown  is  the  amount  of  taxes 
chaigod  ttt  iai3ome  on  the  companies'  books  and  does  not  represent 
the  taxes  paid  or  finally  payable.  The  addendum  to  the  Con- 
solidattd  Oaa  Company's  abstract  in  Part  III  of  this  volume 
bhould  be  eonsulted  as  to  taxes  on  ''mains,  pipes,  and  connec- 
tions "  chaxged  to  income  by.  companies  in  the  Consolidated  Gas 
system  but  whioh  will  never  have  to  be  paid. 

Tke  statement  of  revenue  and  revenue  deductions  for  electrical 
eanaqpanies,  as  contained  in  the  Financial  Summary,  is  on  a  basis 
identical  in  form  with  that  of  gas  companies.  The  comparison 
of  the  1915  and  1916  statements  of  the  electrical  companies  is 
probably  more  accurate  than  is  the  case  with  the  gas  companies, 
since  residuals  in  electric  production  are  insignificant  and  since 
diere  are  a  smaller  number  of  identifiable  changes  in  practice 
by  the  electrical  companies  in  regard  to  the  interest  and  rent 
items.    The  amortization,  etc.,  included  in  expenses  is  shown  to 
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have  decreased  $302,177.67.  As  a  means  of  showing  the  deprecia- 
tion that  actually  occurred  during  the  two  years  this  figure  is  of 
no  significance.  The  text  below  on  depreciation  and  the  state- 
ments on  this  subject  in  the  abstracts  of  the  companies'  returns 
should  be  consulted  for  an  explanation  of  the  companies'  deprecia- 
tion procedure.  The  electrical  as  well  as  the  gas  taxes  showed  a 
noteworthy  increase  during  the  year.  This  increase  amounted 
to  $761,682.78,  or  33  per  cent.  The  item  of  $3,057,100.43, 
electrical  taxes,  shown  in  the  Summary,  although  of  course  repre- 
senting the  charges  to  income  instead  of  the  amount  of  taxes 
paid,  is  probably  a  fairer  statement  of  the  tax  burden  on  income 
than  is  the  case  with  the  gas  companies  since  the  electrical  com- 
panies do  not  have  a  tax  on  mains,  pipes,  and  connections,  prac- 
tically all  of  which  is  an  alternative  to  the  special  franchise 
tax  and  which  as  such  will  never  have  to  be  paid. 

The  changes  in  revenues  for  the  New  York  Edison  and  United 
£lectric  companies  have  a  special  interest  because  of  the  important 
reduction  in  their  rates  effective  May  1,  1916.  The  total  revenue 
from  sales  of  current  exclusive  of  sales  to  other  electrical  corporr,- 
tions  for  these  two  companies  amounted  in  1914  tc- 
$26,026,775.08;  in  1915  to  $25,137,979.66  and  in  1916,  to 
$27,261,339.77.  The  3.4  per  cent  decrease  in  1915  was  followed 
by  an  increase  in  1916  over  1914  of  $1,234,564.69,  or  4.7  per 
cent 

Division  B  of  the  Financial  Summary  is  essentially  on  the  same 
basis  as  in  the  1915  Report.  Beginning  with  the  item  "  Other 
income,^'  the  entries  are  not  comparable  with  those  given  in  Divi- 
sion A.  The  gross  income,  for  instance,  of  the  Consolidated  Gas 
Company  includes  large  amounts  of  non-operating  income  derived 
from  its  electricj^l  and  gas  subsidiaries  (for  the  gas  and  electrical 
companies  of  Manhattan  are  in  one  system)  and  accordingly  the 
income  and  income  deductions  include  duplications  due  to  ^uch 
intercompany  security  ownership.  In  respect  to  net  corporate 
income,  the  figures  show  a  3  per  cent  decrease  in  1916  for  the  gas 
companies  and  a  20  per  cent  increase  for  the  electrical.  As  to 
appropriations  to  the  contingency  reserve,  the  sections  on  depre- 
ciation following  should  be  consulted.  The  dividends  declared 
during  the  year  were  slightly  greater  than  during  the  preceding 
year,  while  the  accumulated  surplus  is  substantially  larger, 
$6,067,808.84,  for  all  companies. 
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Depreciation 

Table  20  is  divided  into  two  parts.  For  the  companies  that  are 
making  charges  in  accordance  with  the  Commission's  rules  con- 
cerning amortization  of  capital.  Division  A  shows  the  rules,  the 
quantities  on  which  the  charges  in  1916  were  based,  the  total 
maintenance  in  1916  distributed  between  repairs  and  general 
amortization  (depreciation)  and  the  balance  in  the  accrued-amor- 
tization-of-capital  reserve  December  31,  1916.  For  the  companies 
not  making  charges  in  accordance  with  those  rules,  Division  B 
shows  the  rules  adopted,  the  charges  during  the  year  to  two 
accoiints,  "  Benewals  and  replacements  —  plant  withdrawn  from 
service,''  and  '*  Contingencies  ",  and  the  balances  on  December  31, 
1916,  in  three  reserves,  "Accrued  amortization  of  capital," 
"Renewals  and  replacements  —  plant  withdrawn  from  service," 
and  "  Contingencies  ". 

Most  of  the  companies  shown  in  Division  A  have  taken  as  the 
basis  of  charges  the  amount  of  gas  or  electricity  sold.  The  accumu- 
lated reserve  of  the  Brooklyn  Union,  $10,401,014,  is  more  than 
one-half  of  the  total  of  $19,843,843.14  of  all  the  fifteen  companies. 
The  rate  of  that  company,  15  cents  per  M  cu.  ft.  sold,  should 
be  compared  with  the  rates  of  the  Consolidated  system  companies 
shown  in  Division  B,  which  vary  from  12  cents  to  18.75  cents  per 
M  cu.  ft.  sold. 

The  companies  shown  in  Division  "B  also  have  generally  taken 
the  amount  sold  as  the  basis  of  their  charges.  This  practice  dur- 
ing the  year  ignored  the  connection  between  repairs  and  deprecia- 
tion. In  addition  to  whatever  the  actual  repairs  might  have 
been  they  made  charges  to  two  accounts  which  are  not  a  substi- 
tute for  the  prescribed  account "  General  amortization."  "  Eenew- 
als  and  replacements  —  plant  withdrawn  from  service  "  is  defined 
in  the  1915  returns  of  the  Consolidated  Gas  Company  as  pro- 
vision for  "  the  expenditures,  required  from  time  to  time  for  re- 
newals and  replacements  of  property  of  this'  company,  retired 
from  service  (due  to  normal  causes,  obsolescence,  inadequacy  or 
changes  made  in  conformity  with  discoveries  or  improvements  in 
methods  of  generating  or  distributing  gas)."  The  content  of  the 
"Contingencies"  account  is  defined  as  provision  for  "contin- 
geneiea  or  casualties,  such  as  those  caused  by  fire,  flood,  earth- 
quake, insurrections  or  riot  or  any  other  hazards." 

Vol.  Ill— 3 
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Average  Prices  and  TTnit  Costs  for  Oas 

Prices  of  gas  vary  less  than  those  of  electricity.  It  is  true  that 
there  is  some  difference  between  the  price  charged  to  the  city  and 
that  charged  to  private  comsumers.  It  is  true  also  that  there  is 
considerable  variation  between  prices  charged  in  the  congested 
districts  and  in  the  less  populous  sections.  But  the  greatest  vari- 
ation for  aU  classes  of  service  in  New  York  City  is  only  from 
74.73  cents  to  149.22  cents  per  M  cu.  ft.  or  as  1  to  2 ;  whereas  the 
variation  for  electricity  is  as  1  to  23%. 

Table  21  gives  average  prices,  quantities  sold,  and  revenues 
received,  by  rate  classes  and  by  companies  or  company  groups. 
The  grouping  is  according  to  similarity  of  rates.  Bevenues  and 
rates  reported  by  the  "  Other  Brooklyn  Union  system  companies  " 
are  not  comparable  with  those  reported  by  all  companies  since 
they  include  in  their  revenue  accounts  only  the  amount  that 
would  have  been  received  had  the  statutory  rate  been  charged 
instead  of  the  amount  actually  received  from  rates  which  are 
now  the  subject  of  litigation. 

Oas-manufacturing  ratios. —  The  text  tables  which  have  usu- 
ally appeared  in  this  sub-division  (in  earlier  years  under  the 
title  of  gas  operating  ratios)  have  been  omitted  this  year.  Much 
of  their  content  for  the  current  year  may  be  found  in  Table 
XI^,  page  144,  and  §  2  of  Table  XXX V-B,  page  272. 
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Table  aa.    Net  cost  to  numufacttire  (in  cents)  per  M  cu.  ft  of  gas  piodaced,  19x0-19x6  > 

ConBoUdated  Gaa:  1910  1011  1012  1913  1914  1916  1016 

CoalgaB 41.68  36.97  36.36  34.73  36.44  36.41  >  1.082.07 

Water  gaa 23.11  24.02  24.41  26.20  28.63  26.87          24.63 

Astoria  L.,  H.  &  P.: 

Coalgas 22.48  23.40  21.47  23.03  22.43  17.48  17.48 

Water  gaa 26.26  24.03  28.34  22.79  23.07 

New  Amsterdam 22.26  22.81  23.69  23.52  26.84  23.83  23.83 

Central  Union  Gaa: 

Coalgas 24.00  23.18  18.57  19.17  19.63  17.21  23.05 

Water  gas 23.80  26.05  26.31  26.24  29.69  25.11  25.32 

Standard  Gaa  Light 22.84  22.81  23.40  23.67  26.61  23.72  24.50. 

N.  Y.  Mutual  Gaa  Light 23.30  23.16  23.11  23.47  28:01  24.60  24.65 

N.  Y.  &  Queens  Gas » » » 29.46  32.23  30.43  34.15 

Average,  CoDsoUdated  system 23.55  24.11  24.07  24.73  26.88  23.24  23.86 

Brooklyn  Union  System 24.67  24.58  25.77  31.36  29.36  26.14  26.47 

Kings  County  Lighting 23.62  23.73  25.76  30.61  32.06  33.16  36.37 

N.  Y.  &  Richmond  Gas 23.88  24.62  24.28  35.69  « 31. 99  27.11  26.05 

Brooklyn  Borough  Gas 26.34  21.41  21.32  21.39  21.64  23.10  26.13 

N.  Y.  <k  Queens  Gas 26.56  27.09  26.63  » • » » 

Queens  Borough  G.  &  E 33.95  35.02  48.33  27.72  34.82  34.41  37.34 

Bronx  Gaa  &  Electric 29.69  29.31  30.23  29.08  30.88  29.95  31.97 

Average,  all  companies 24.02  24.33  24.80  27.03  27.86  24.67  25.20 


Table  22  shows  by  companies  the  net  cost  of  manufacturing 
gas  per  M  cu.  ft.  for  each  year  from  1910  to  1916.  The  very  con- 
siderable decrease  of  3.29  cents  in  the  average  cost  for  all  com- 
panies combined  in  1915  is  apparently  not  indicative  of  any  gen- 
eral trend  in  the  industry  since  the  average  cost  increased  0.63 
cents  from  1915  to  1916.  Except  for  1915  the  average  for  1916 
was  less  than  for  any  year  since  1912  and  was  only  1.18  cents 
greater  than  for  1910. 

1  Unless  otherwise  stated,  the  data  are  for  water-gas  manufacture. 

*  This  extraordinarily  high  cost  of  manufacture  is  explained  by  the  fact  that  while  praetically 
no  gas  was  made  during  the  year  in  the  two  coal-^tf  plants  of  this  company,  there  were  large  expen- 
ditures for  repairs,  storage  of  gas,  etc.,  which  are  included  witli  the  cost  of  the  small  amount  manu- 
factured. 

*  The  New  York  &  Queens  Gas  became  a  member  of  the  Consolidated  ssrstem  in  1913. 

*  Includes  both  coal  gaa  and  water  gas. 


Light  awd  Powes  Statistics  —  Analysis 


71 


TaUe  a3>    Sonmiafy  of  eapemoi  (in  centa)  per 

Men.  ft. 

of  fM  1 

io]d»  1916 

PBOOUCnON 

EXPBNI 

mm 

Trano- 
mission 

and 
diatribv- 

tion 
expenses 

Gen- 
eral 
ex- 
penses* 

Taxes 

Uncol- 
lectible 
bills 

Total 
revenue 
deduc- 
tions, 
exol. 
depre- 
ciation 

BtSTXII  '  OB  .COMPAXT 

Manufac- 
turing 
(per 
Mmade)> 

Gas 

used  by 

oom- 

pany. 

lost, 

etc. 

Congolidatcd  syatem 

23.86 

1.50 

5.26 

9.88 

8.18 

0.23 

48.91 

Brooklyn  Union  aystem . . . 

26.47 

2.68 

9.41 

11.79 

5.95 

0.31 

56.61 

Kinci  County  lighting. . . . 

36.37 

5.28 

6.03 

14.69 

8.13 

0.81 

71.31 

N.Y.  ARiehmondGaa... 

26.04 

3.43 

4.52 

12.04 

5.91 

0.05 

51.99 

Brooklyn  Borough  Gas. . . 

26.13 

3.18 

4.74 

17.43 

6.56 

0.28 

58.32 

Queens  Borough  G.  &  E. . 

37.34 

5.08 

4.78 

22.75 

6.48 

0.09 

76.52 

Bnmx  Gaa  A  Eleetrio 

31.07 

4.40 

7.26 

16.84 

5.39 

0.39 

66.25 

AD  oampanies  combined. 


25.20 


2.00 


6.64       10.83        7.38 


0.27 


52.32 


All  Companies  Coicbined,  bt  Ybabs 


1909 

24.96 

1.84 

6.42 

9.69 

4.05 

0.53 

48.20 

1910 

24.02 

1.69 

6.68 

9.96 

5.31 

0.41 

48.07 

1911 

24.33 

1.71 

7.00 

9.80 

5.58 

0.30 

48.81 

1912 

24.80 

1.87 

8.58 

10.14 

5.62 

0.38 

51.34 

1913 

27.03 

1.86 

7.25 

10.41 

6.00 

0.28 

52.83 

1914 

27.86 

2.11 

6.90 

11.11 

5.58 

0.87 

64.02 

1915 

24.57 

1.81 

6.73 

12.11 

5.40 

0.86 

51.07 

1916 

26.20 

2.00 

6.64 

10.83 

7.38 

0.27 

52.32 

Table  23  is  a  condensed  summary  of  unit-K^st  figures  and 
includes  also  the  general  averages  from  1909  to  date.  In  addition 
to  the  increases  in  manufacturing  cost  from  1915  to  1916^  already 
noted  in  Table  22,  taxes  increased  1.89  cents  per  M  cu.  ft.  of 
gas  sold,  and  a  minor  increase  was  recorded  for  gas  used  by  com- 
panies^ lost,  etc.  These  increases  more  than  offset  a  decrease 
in  general  expenses  and  minor  decreases  so  that  the  total  for  the 
year  was  1.25  cents  greater  than  in  1915. 


*  After  deducting  credits  for  by-products  and  incidental  receipts. 
*'"  s  Combining  Municipal  street  lighting.  Commercial  administration,  Promotion  of  businees  and 
General  expenses  of  Table  XXXYTcri  2. 
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Tabla  14.    Undaimod  relwtM  under  the  Bigfatj-cent  Gm  Act,*  Conaofidated  ■ystem 

Aoeumulation 
of  exoeae 
ohargM  Rbbates  unclaimed  ok  dbc.  Slar — 

May  1, 1906  to ' ^ 

Ck>KPANT  Dec.  31. 1908  >  1909  1910  1916 

ConaoIidatedGas $7,211.124  15  $497.327  76  $430.014  91  $430.760  59 

Ne.7  Amatetdam  Gaa 1.255.977  45  90.448  91  80.186  46  80.05123 

Central  Union  One 739.915  41  33.810  77  29.10166  29.189  75 

Standaid  Oas  Light 1.019.145  15  56.156  47  52.59167  51.768  43 

N.  Y.  Mutual  Gas  Light 916.530  62  46.82130  42.14159  42.237  76 

Northern  Union  Gas 293.629  66  11.705  58  11,13153  10.94180 

Total $11,436.322  44    $736.270  78    $645.167  82    $644.949  56 


Table  24  shows  the  unclaimed  rebates  under  the  Eighty-cent  Gas 
Act.  The  amounts  still  outstanding  are  considerable.  According 
to  the  indication  afforded  by  the  slight  change  that  has  occurred 
in  the  total  since  1910,  little  of  the  remaining  $645,000  may  be 
expected  to  be  claimed  by  its  proper  owners.  Expressed  in  terms 
of  a  ratio,  of  the  total  accumulated  excess  charges  made  by  the 
companies,  6  per  cent  has  not  been  refunded. 

Average  Prices  and  Unit  Costs  for  Electricity 

Average  prices  by  service  classes  have  been  shown  for  several 
years  by  companies  in  a  text  table  corresponding  to  Table  25 
below.  The  number  of  kw.  hrs.  sold  in  each  class  of  service  in 
1916  is  shown  also,  since  the  classification  is  somewhat  different 
from  that  used  in  the  general  tables  for  kw.  hrs.  supplied.  The 
continuing  decrease  in  average  price  of  current  sold  throughout 
the  period  1911-1916  is  due  primarily  to  increasing  sales  to  large 
consumers  rather  than  to  reduced  rates,  although  important  reduc- 
tions have  been  made  by  the  New  York  Edison  and  United  Elec- 
tric. A  general  discussion  of  the  rates  of  these  two  companies, 
which  rates  are  identical,  is  included  in  the  Report  for  1915. 

1  Aet  effective  May  1.  1906.  Amounts  subsequently  collected  from  oonsumen  in  ezoeas  of  80 
oents  ner  M  cu.  ft.  were,  by  decision  of  U.  S.  Supreme  Court  rendered  January  4,  1909,  to  be  n»- 
fundea  to  them. 

«InoIudes  rebates  on  items  billed  in  1909:  Consolidated  (Jan.).  $17,160.55;  Central  Union 
(Jan.  and  Feb.),  $5,216.86;  New  Amsterdam  (Jan.),  $2,410.00;  Northern  Union  (Jan.),  $3,532.13 
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26.  Unit  ooste  and  inoonie  (cents)  por  xo  kw.  hrt.,  for  the  CoiuoUdAted  electrictl  tystem, 

X9XX~X9x6^ 

Inn  1911  1012  1013  1014  1015  1016 
» 10  kv.  hn.  genenited: 

Production  expenaee 5.58  5.20  4.85  4.50  4.20  4.27 

10  kw.  hn.  sold: 

Operating  revenue .* 67.34  58.04  48.21  48.27  46.65  44.12 

Plroduction  ezpensee 7.84  7.16  6.34  5.03  5.54  6.51 

Other  openttiDc  ezpenaes 16.18  14.00  12.83  13.42  15.52  14.46 

Total  opeimting  expenaes 24.02  22.15  10.17  10.35  21.06  10.07 

Tmc8 ; 4.27  3.40  2.60  2.74  3.07  3.45 

UnooUeeiible  bills 0.24  0.40  0.23  0.23  0.20  0.12 

Total  revenue  deductions 28.54  26.04  22.00  22.32  24.33  23.54 

Operating  income 38.80  32.00  26.12  25.05  22.32  20.58 

Non-operatinc  income 3.34  2.02  2.33  2.43  2.88  2.68 

Gnsaincome 42.14  35.82  28.45  28.38  25.15  23.26 

Reni. intererit,  etc 14.22  12.00  0.45  8.92  0.00  7.83 

Net  corporate  income 27.02  23.82  10.00  10.46  16.15  15.43 


As  shown  by  Table  26,  since  1911  there  has  been  a  considerable 
decrease  in  unit  costs  but  a  greater  decrease  in  revenue,  resulting 
in  smaller  operating  income  per  unit  of  energy  supplied.  In  the 
six-year  period,  revenue  deductions  declined  18  per  cent  and 
operating  revenue,  34  per  cent.  The  unit  revenue  showed  a 
decline  in  each  of  the  five  years  except  1914.  Income  deductions 
showed  the  greatest  decline  of  all  items:  the  decrease  of  45  per 
cent  was  due  in  part  to  the  substitution  in  1914  of  stocks  of  a 
par  value  of  $15,800,000  for  $17,300,000  interest-bearing  obliga- 
tions. 


Capital  Outlay 

Table  27  shows  the  relation  of  total  fixed  capital  (book  cost 
of  property)  to  generating  capacity,  current  generated  during  the 
year,  and  current  distributed  during  the  year  for  the  companies  m 
the  Consolidated  and  Brooklyn  Edison  systems.     If  the  figures 
given  in  this  table  represented  facts,  they  might  perhaps  be  made 
the  basis  of  inferences  having  both  interest  and  value,  but  the 
figures  are  so  far  from  actual  facts  that  aiiy  deductions  made  from 
the  table  as  it  stands  would  be  quite  misleading.     The  figures 
given  for  fixed  capital  do  not  represent  either  cost  or  value.     As 

A       PS     The  ooinp»iuc*0  included 
*  The  data  §re  on  the  bana  of  consolidated  revenue  and  expeiweft8«g«^^^ 
w  the  New  Yoik  EdiMm.  United  Eleotrio  and  New  York  A  Queena  t^ieoi. 


76         Public  Service  Commission  —  Fiest  District 

mere  book  figures  they  require  considerable  analysis  and  inte^ 
pretation.  When  the  Commission  made  its  investigation  of  the 
rates  of  the  New  York  Edison  in  1915,  its  examination  of  the 
company's  financial  history  confirmfed  the  findings  of  the  State 

« 

Table  27-    Fixed  capitel  in  relfttioii  to  statiott  eaptciCy,  coxreat  genented  tad  emmut  dlalribatod, 
for  campenieii  of  tlie  Consolidated  electrical  and  Brooklyn  Bdiaon  ayitoma,  1916 

(A)  CoNBouD^nD  EuiciuciL  Srsim* 

FixiD  Carcal  na~ 

Stotion  Kw.hr.  Ew  kr. 

capeo-  Kw.     fsaen^  (Kilri- 

ity  Kw.lin.  Kw.hn.      Fixed  eapital      oepeo-    ted  bittad 

(kw.)  leoecmted        dirtributed         Dee.  81 1  i^    (oanti)  (eeata) 

NewYorkEdiaon 268.000     036,093.803     610.130.161  $132,855,680  1106     90.0        25.* 

United  Elect.  L.  A  F 86.000     227.748.000       02.473.203  20.866.101  246       0.2        22.* 

N.Y.AQueensEI.L.AF...      7.260         4.074,626       20.623,207  8.034.007  1.106    197.2        tl} 

Coneol.Tel.AEi.Subwfty *18.436.266    

Empire  City  Sobwey *1.930,800    

Bniili  EtootriclUc 1.320.084    

Total 360.260     867.016.518     641.135,661    $183,450,886       $509       21.1       28.6 

TvtaUby  Yean* 

1011 224,200  462.830,607  319.286.766  $150,822,743  $673  32.6  47.1 

1912 243,750  544.754.661  « 381,478.057  160.118,576  657  29.4  42.0 

1913 280.250  681.538.432  •508,257.423  169,007.505  003  24.8  33.3 

1914 322.750  735,111.742  •556.345.644  174.902.761  542  23.8  31.4 

1915 360.250  750.679.799  565.552.492  179.863.161  499  23.7  31.8 

1916 360,250  867.916.518  641,135,661  183,450,886  509  21.1  28.6 

(B)  Bbookltn  Eduoiv  SrenM 

BdiionEleoi.IUg.CBUyn)...    71,550     238.910.200      187.310.588      $27,264,712 

Kinga  County  Eieo.  L.  ft  F 7.268,239  }•     $483       14.5      18.5 

AiniterritimEtoet.L..H.AF. 38.418 

Total 71,550     238,910,200      187,310.588      $34,571,360       $483        14.5       18.5 

TakiU  by  f  eors 

1911 49,550  105,629.324  73.577.544  $25,068,675  $506  23.7  34.1 

1912 55,550  122,178,545  88,468.372  27.682,914  496  22.7  31.3 

1918 66.650  139,734,910  108,396.187  29,525.747  632  21.1  28.6 

1914 55.550  150.203.072  112,277,426  30,913.145  656  20.6  27.5 

1915 77,650  193,149,400  143.997,940  32,236.130  416  16.7  32.4 

1916 71,550  238.910,200  187,810,588  34,571,369  483  14.6  18.5 


*  Figures  are  groes.    In  reports  prior  to  1916,  net  figures  were  presented. 

>  The  New  York  ic  Queens  Electrio  is  included  throughout  in  order  to  put  all  the  figures  on  the 
same  basis.  Statistics  of  the  Kingsbridge  station  are  excluded  throughout  (the  figuiee  which  weie 
tabulated  in  the  1012  and  1913  Reports  being  revised  here  on  this  basis),  as  this  plant  is  leased  to 
the  New  York  Edison  by  the  Third  Arenue  and  is  not  included  in  the  amount  of  fixed  capital 
tabuUt'ted  here.    Furthermore,  this  plant  was  not  operated  during  any  part  of  the  year  1916. 

•  The  amount  shown  here  and  the  amounts  included  in  the  totals  as  the  fixed  ountal  of  this  com- 
pany consist  of  fixed  capital,  gross,  less  par  value  ($5,745,000)  of  securities  included  in  the  Nev 
York  Edison  fixed-capital  account. 

*  The  fixed  capital  of  this  company  shown  here  and  included  in  the  totak  is  estimated  on  the  bans 
of  the  proportion  that  the  rentals  received  from  the  New  York  Edison  form  of  the  total  rental*, 
which  were  18.43  per  cent  for  1911;  17.79  for  1912;  15.03  for  1913;  14.24  for  1914;  13.80  for  1915 
and  13.17  for  1916. 

•  In  eliminating  the  Kingsbridge-etation  figure  from  the  total  distributed  by  the  New  Ycik 
Edison,  allowance  is  made  Tor  energy  lost  or  unaccounted  for. 
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L^ifilative  Committee  of  1905  to  the  effect  that  on  the  organiza- 
tion of  the  New  York  Edison  in  1901,  $55,000,000  was  added  to 
the  capitalization  of  the  merging  companies  (6  P.  S.  C.  1st  D.  N. 
Y.  93).  This  amount  was  also  entered  as  a  balancing  entry  in 
the  assets  accounts  of  the  company  at  its  formation  and  of  course 
still  remains  in  those  accounts.  If  this  $55,000,000  of  "  franchise 
value,''  "good-will,"  etc.,  were  eliminated,  the  ratios  given  in 
Table  27  for  the  New  York  Edison  would  have  more  significance. 
With  respect  to  the  Brooklyn  Edison  system,  the  Commission 
made  a  comprehensive  inventory  and  appraisal  of  property  as  of 
December  31,  1915.  The  value  of  the  property,  including 
$1,000,000  of  working  capital,  was  found  to  be  $22,000,000  after 
deducting  $7,140,000  for  accrued  depreciation.  The  cost  of  the 
property  represented  in  the  fixed-capital  account  would  therefore 
be  approximately  $28,000,000,  which  is  $4,000,000  less  than  the 
book  figuree  (7  P.  S.  C.  Ist  T).  N.  Y.  214).  It  is  probable  that 
the  greater  portion  of  this  difference  between  physical-property 
cost  new  and  book  assets  has  existed  during  the  entire  period 
covered  by  Table  27. 

CASUALTIES 

Only  1  fatality  resulted  from  industrial  accidents  in  the  gas 
industry  during  1916,  as  is  shown  in  Table  29.  This  is  the 
smallest  number  reported  since  1909,  and  compares  with  2  in 
1915  and  6  in  1914.  Measured  in  absolute  numbers,  in  amount 
of  gas  distributed  per  casualty,  or  in  per  cent  of  casualties  to 
wage  earners,  other  serious  injuries^  decreased  materially  from 
1915  to  1916.  Those  injuries  resulting  in  disability  of  more  than 
two  weeks  showed  the  most  marked  decrease. 

Electrical  distributing  companies  reported  8  fatalities.  This 
is  the  smallest  number  ever  reported  and  compares  with  7  in  1915 
and  13  in  1914.  Other  serious  injuries,  however,  increased  in 
number,  as  well  as  in  per  cent  of  casualties  to  wage-earners.  The 
increase  in  employees  was  only  3  per  cent  while  serious  injuries 
increased  13  per  cent.  Injuries  resulting  in  disability  of  more 
than  two  weeks  did  not  increase  as  much  as  those  causing  dis- 
ability of  shorter  duration. 


1  Scriow  injary,  as  here  defined,  means  an  injury  resulting  in  disability  for  more  than  three  dajrs 
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Table  aS.  Casualties  reported  as  ooeuiijiig  amoof  employees  and  resoltiiig  in  death,  or  in  dis- 
ability for  fonr  days  or  more,  distributed  by  deptrtments  of  the  indosfery  in  which  accident 
occurred,  xpxx-X9x6 

(A)  AvtvcTiKo  Emplotsss  or  Ois  Coiipanibs 

Nxnom  OF  CASUAuriBs 


1911. 
1912. 
1913. 
1914. 
1915. 
1916. 


In 
works 

In 

Street 
depart- 
ment 

In  shop 

Else- 
where 

Total 

354 

553 

189 

67 

1.163 

303 

378 

190 

36 

90^ 

465 

1208 

166 

1118 

957 

487 

238 

180 

147 

1.052 

366 

276 

182 

183 

1.007 

395 

145 

175 

119 

834 

PSB   CXNT  DISTBIBCTION 

1911 30.70 

1912 33.41 

1913 48.59 

1914 46.29 

1915 36 .  35 

1916 47.36 


47.96 

16.39 

4.95 

100.00 

41.67 

20.95 

3.97 

100.00 

21.73 

17.35 

12.33 

100.00 

22.63 

17.11 

13.97 

100.00 

27.41 

18.07 

18.17 

100.00 

17.39 

20.98 

14.27 

100.00 

(B)   AFrBOXlNO  EllPbOTBBS  OF  ElBCTUCAL  Ck)IIPAlfIBB  ' 

NVMBBB  OF  CASUAi;nBB 


In 
power-  Else- 

houae      On  line  In  shop   where  Total 


1911 107  168  168  186  61* 

1912 170  191  186  200  74^ 


1913 158<        2^g|       123  108 

I  IRS  1 

1914 207|   ^V   143     95 

1915 213(   ?*J|    46     199 

1916 249I        ^^1  81  232 

PBE   CBNT  DISTRIBCnON 


59i 
662 
62S 
724 
702 
766 
795 
958 


I9II 17.28  27.14  25.53  80.05  100.00 

1912 22.76  25.67  24.90  26.77  100.00 

f  26.74  34.18  20.81  18.27  100.00 

*'^ \  23.87  41.24  18.58  16.81  100.00 

f  32.96  29.14  22.77  15.13  100.00 

**** \  28.59  38.54  19.75  13.12  100.00 

f  30.34  34.76  6.55  28.35  100.00 

^*^ \  27.81  40.21  6.00  25.98  100.00 

(  31.82  29.31  10.19  29.18  100.00 

^"*^ \  25.99  41.34  8.45  24.22  100.00 

>  Prior  to  1913  the  Astoria  reported  its  tunnel  casualties  under  "  In  street  department;  "  rince 
then  under  "  Elsewhere."  If  an  the  latter  class  of  casualtiee  of  this  company  ocourring  in  1913 
(95)  and  1914  (99)  had  been  reported  as  "  In  street,"  there  would  be  nothing  apparently  anomalous 
in  the  table. 

>  The  seoond  line  of  the  braced  pairs  of  figures  includes  the  Empire  City  Subway  and  Consoli- 
dated  Telegraph,  which  companies  did  not  report  aasualtiee  prior  to  1913. 
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The  second  line  of  the  braced  pairs  of  numbers  in  Tables  28,  B, 
and  29,  B,  includes,  in  addition  to  the  reports  from  electrical  dis- 
tributing companies,  the  reports  of  industrial  accidents  from  the 
electrical  conduit  companies.  No  fatalities  were  reported  by  the 
latter  for  1916.  This  compares  with  2  in  1915  and  1  in  1914. 
While  the  number  of  other  serious  injuries  reported  by  the  conduit 
companies  increased  25  per  cent  from  1915  to  1916,  the  number 
of  wage-earners  increased  64  per  cent  so  that  the  per  cent  of 
casualties  to  wage-earners  was  less  in  the  latter  year  than  in  the 
former.  In  contrast  to  the  distribution  of  injuries  by  period  of 
disability  in  gas  and  electrical  distributing  companies,  the  number 
of  injuries  reported  by  the  conduit  companies  as  resulting  in  dis- 
ability of  more  than  two  weeks  increased  from  26  to  77,  or  196 
per  cent,  while  the  number  of  other  serious  injuries  increased  only 
13  per  cent. 


Table  ap.    CaBniltiea  reported  «b  oocurriiig  among  employees  and  resulting  in  death,  or  in  dis- 
ai»flity  for  fow  days  or  more,  dassified  by  period  of  disability,  1911-1916 

(A)  Awwmcnsa  EicPLOTiiBB  of  Gab  Compantbb 

Itbm  1911            1912  1913  1914          1915            1916 

Killed 11                  6  4  6                  2                  1 

Injured,  with  disability  over 

3  days /./^              901  969  1,046          1,005              8SS 

4  to  7  days 416              347  395  422              419              374 

Oyer  1  and  not  over  2 

weeks 365              309  280  335              313              287 

Over  2  and  not  over  4 

weelcs 249              185  207  181              178              109 

Over  4  and  not  over  13 

weelEB 110                58  62  102                82                57 

Over  13  and  not  over  26 

weeks 1                  2  6  5                10                 6 

Over26weeka 1     3                   13     

Total  casualties..! 1,153              907  957  1.052          1.007              834 

Per  cent  increase 113.12      D21.34  6.51  9.93       D4.28      D17.18 

Million  cji.  ft.  of  gas  dis- 
tributed   40.368        42,139  42,732  43,727          42.540        44.566 

Per  cent  increase 3.06            4.38  1.41  2.33          D2.71            4.76 

M  eu.  ft.  distributed,  per  cas- 
ualty   35,012        46,459  44,652  41,566        42.244        53,436 

Total     wage-earners,     mid- 

Deoemberi 8,767          8,543  8,115  7,904          7,478          7,262 

Per   cent   casualties  to 

wage^Hirners 13.15          10.62  11.79  13.31          13.47          11.50 
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Tabto  39.    CatnaltiM  reported  ••  oceorrinc  among  emplOTeos  aad  resnltiiic  in  doaai,  or  in  dis- 
ability for  four  days  or  more,  dataified  by  period  of  disabiUty,  zpx  1-1916  —  Conchidad 

(B)  ArracriNa  EvpLOTass  or  BLBcraicAL  C^wpANns* 
1911 

Killed 12 

Injured,  with  disability  over  3 

days 607 

4  to  7  days 254 

Over  1  and  not  over  2 

weeks 175 

Over  2  and  not  over  4 

weeks 131 

Over  4  and  not  over  13 

weeks 39 

Over  13  and  not  over  20 

weeks 6 

Over  26  weeks 2 

Total  casualties 619 

Per  oent  increase 37. 25 

Item  1911 
M  kw.  hrs.  of  electric  energy 

sold  to  the  public «...  406 .  932 

Per  cent  increase 12.93 

Kw.  hrs.  per  casualty 657,402 

Total     wage-eamers,     mid-  it  711 

December  > ' 

Per   cent   casualties   to 

wage-earners 10. 84 

Total     casualties     for    em- 
ployees of  both  gas  and 

electrical  companies 1 ,  772 


1912 

1913 

1914 

1915 

1016 

•{ 

12 

13 

7 

3 

14 

14 

9 

3 

/ 

679 

616 

69S 

79M 

745) 

048 

710 

767 

966 

315 1 

243 

249 

258 

315 

282 

287 

276 

354 

J 

185 

179 

241 

245 

214! 

200 

201 

259 

202 

J 

89 

117 

118 

127 

130l 

99 

134 

129 

161 

j 

55 

43 

69 

86 

78  \ 

60 

57 

82 

119 

•; 

26 

8 

15 

5 

A 

29 

8 

23 

1 

I 

1 

1 

4 

\ 

2 

3 

6 

747 1 

591 

628 

702 

7<95 

662 

724 

766 

958 

20.6s| 

D20.82 

6.26 

11.78 

11.32 

9.37 

5.80 

12.51 

1912 

1913 

1914 

1915 

1010 

495.057 

651.235 

687,582 

727,004 

845,947 

21.66 

31.55 

5.58 

5.73 

16.36 

662,727  1 

.101.921 

1.094,876  1,035,618  1 

.064,084 

6.I49I 

6.420 

5.993 

6.505 

6.732 

7.348 

7.416 

7,610 

8.540 

«       I 

9.21 

10.48 

10.79 

11.81 

12.16^ 

9.01 

9.76 

10.07 

11.22 

/ 

1.548 

1.680 

1.709 

1,629 

1,654\ 

1,619 

1,776 

1.773 

1,792 

EHPL0TEE8  ASD  WAGES  ^ 

Number  of  Employees 

Table  30  shows  that  the  number  of  employees  of  gas  and  elec- 
trical companies  in  mid-December,  1916,  was  the  greatest  ever 
reported.  The  increase  over  the  corresponding  date  of  1915  was 
6  per  cent.  A  large  part  of  this  change  was  reported  hy  the 
two  condnit  companies,  whose  increase  over  the  previous  year 
was  58  per  cent.  For  all  other  companies,  the  increase  over  1915 
was  only  3  per  cent. 

1  In  the  case  of  the  gas-electrical  companies,  the  wafe-eamers  hare  been  arbitrarily  aasigned 
one-half  to  the  gas  department  and  one-half  to  the  electrical. 

*  The  second  line  of  the  braced  pairs  of  figures  includes  the  Empire  City  Subway  and  Con- 
solidated Telegraph,  which  companies  did  not  report  casualties  prior  to  1913. 

*  See  Tables  XXX-XXXIV. 

'  Exclusive  of  current  supplied  by  the  Richmond  Light  to  its  railroad  department  and  allied 
roads. 
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The  gas  companies^  which  showed  a  decrease  for  each  year  in 
the  period  1911-1915,  and  which  had  5  per  cent  fewer  employees 
in  1915  than  in  1914,  increased  their  number  slightly  in  1916. 
A  loss  in  the  number  of  wage-earners  was  a  little  more  than 
counterbalanced  by  gains  in  other  groups  of  employees  and  by 
a  marked  increase  in  the  number  of  superannuated.  For  gas- 
electrical  companies  the  number  reported  in  1916  was  2  per  cent 
less  than  in  1915.  Except  for  1914,  the  electrical  companies 
have  reported  an  increase  in  the  number  of  employees  for  each 
year  since  this  Commission  was  organized.  The  number  reported 
in  1916  was  6  per  cent  greater  than  in  1915,  46  per  cent  greater 
than  in  1910,  and  91  per  cent  greater  than  in  1908. 

A  comparison  of  the  several  classes  of  *'  active  "  employees  for 
all  companies  combined  shows  an  increase  in  each  group  over  the 
corresponding  number  in  1915.  The  largest  ratio  of  increase, 
10  per  cent,  is  shown  by  the  managerial  group.  Then  follow  in 
order  the  clerical  employees,  with  6.8  per  cent;  technical  staff, 
6.7  per  cent;  and  wage-earners,  4.7  per  cent.  A  notably  large 
increase  has  occurred  in  the  number  of  superannuated  employees, 
whose  number  increased  from  44  to  170,  or  almost  300  per  cent. 
Of  the  total  increase,  92  were  retired  by  the  Consolidated  Gas  and 
19  by  the  New  York  Edison. 

The  classification  of  occupations  in  Table  XXX  is  substantially 
unchanged  from  preceding  years.  Of  the  groups  which  show 
increased  numbers  in  1916,  the  most  conspicuous  are :  women  clerks 
and  saleswomen,  20  per  cent ;  "  other  clerical "  women,  39  per 
cent ;  women  canvassers  and  demonstrators,  32  per  cent ;  foremen, 
15  per  cent;  firemen,  19  per  cent.  Eleven  occupational  groups  in 
Table  XXX  have  fewer  employees  than  in  1915.  For  the  most 
part  the  numbers  in  these  groups  are  small,  and  the  decreases, 
negligible.  The  most  important  decreases  are  for  retort-house 
men,  from  280  to  176,  a  decrease  of  37  per  cent ;  and  the  residual 
group  "  other  mechanics,"  from  751  to  543,  a  decrease  of  28  per 
cent.  It  should  be  noted  that  some  of  these  changes  may  represent 
changes  in  the  classification  of  employees,  rather  than  actual 
change  in  the  numbers  employed  in  given  positions. 

Considering  the  different  companies  or  systems,  it  is  worth 
noting  that  the  Consolidated  Gas,  New  Amsterdam  Gas  and  New 


82         Public  Sbevice  Commission  —  Fibst  Disteiot 

York  &  Queens  Gas  alone  of  the  Consolidated  system  reported 
increases  in  total  employees,  in  each  instance  slight;  while  the 
system  as  a  whole  showed  a  decrease  of  3  per  cent.  Each  com- 
pany in  the  Brooklyn  Union  system  shows  a  slight  increase.  This 
is  true  also  of  the  groiip  *'  other  gas  companies."  In  the  gas-elec- 
trical group,  the  Bronx  Gas  &  Electric  reports  a  decrease  of  36  per 
cent.  This  more  than  offset  small  increases  for  the  other  coiri- 
panies  so  that  the  group  as  a  whole  reported  a  decrease  of  2  per 
cent.  The  two  smallest  companies  in  the  electrical  group  reported 
negligible  decreases,  while  the  large  companies  reported  from 
2  to  12  per  cent  increases.  The  group  as  a  whole  increased  6  per 
cent.  The  larger  conduit  company,  the  Consolidated  Telegraph, 
reported  an  increase  of  19  per  cent  in  total  employees,  while  the 
Empire  City  Subway  increased  172  per  cent. 


Table  30.  Nanibar  of  empioyeefe,  by  main  occttpational  grou^,  mid-December  19x0-1916,  together 

with  per  cent  increase 

(A)  NuMBu  1016 

»  * ^ 

Exdnd-  Inolad* 

ing         ins 
OMuraii  oondoit 
oom*       oook' 
OocoFAnoKAL  Gboop  1910       1011       1012       1013       1014       1015    paniei    puiiee 

Managen  and  nperintendents 278  207  323  870  848  300  426  430 

Tedmioel  staff 807  410  470  380  323  205  817  850 

Ckriosl  emplosrees 4,082  4,535  5.008  5.868  6.580  5.803  6.106  6.300 

Wag»«amera 12,666  14.478  14,002  14.636  13,807  13.083  13.084  15.792 

Superannoated  employMi 38  40  43  42  43  44  170  170 

Gas 0,786  11,170  11.040  10,637  10.407  0.082  10.008  10.008 

Gas-eleotriod 407  520  762  756  645  734  710  710 

Saeotrioal 7.088  8,070  8.744  0,311  8.080  0.700  10,366  10.366 

Conduit 1.940 

AU  employees 17.371    10,760    20.536    20.704    20.131    20.615    21.093    23.042 

(B)  Pbb  CniT  Inobbasi 

Managers  aad  nperintenleiita 23.6        6.8         8.8       14.6  D5.0  12.36  0.23  0.07 

Teohniosl staff 15.8       33.6       14.6   D  17.2  D17.0  D0.87  7.46  6.71 

Oerioal  employees 12.1       11.1       10.4        7.2  2.8  5.13  6.77  6.80 

Wage-eanen 12.4       14.3         1.5     Dl.l  D4.4  0.62  0.01  4.67 

Saperannoatod employees 5.6        5.3         7.5     D2.3  2.4  2.33  286.86  286.36 

Gm 16.2  14.1  D1.2  D3.7  D1.3  D4.01  0.26  0.26 

G«»<*«*"«^ 0.7  4.6  44.6  0.5  D14.7  13.80  D2.04  D2.04 

BI«etrioal 9.3  13.0  8.4  6.5  D3.5  O.Ol  6.70  5.79 

Condmt 578, 

AUoompaiiies 12.6       13.8         3,0         0.8      D2.8        1.90        2.82       6.94 
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Variation  in  Annnal  Expenditures  for  Labor 

Table  31  shows  the  variation  in  the  amounts  charged  annually 
for  wages  to  different  groups  of  accounts  since  1911.  The 
recovery  in  gas  production  during  1916,  in  contrast  with  the 
decrease  in  1915,  is  reflected  in  the  increases  of  4  and  7  per  cent 
in  wages  paid  out  under  the  two  heads  of  "  Production  '^  and 
"  Commercial  and  general,"  respectively.  At  the  same  time, 
expenditures  on  account  of  "  Fixed  capital,  etc."  show  a  greater 
decrease  than  in  the  preceding  year.  The  number  of  employees 
at  mid-December,  1916,  was  almost  precisely  the  same  as  a  year 
before,  while  total  expenditures  for  wages  during  the  year 
increased  1.6  per  cent  over  1915. 


Table  31.    Aniniml  wifttion  in  employment  as  msasorad  by  per  cent  increase  in  chaif  es  for  com- 
pensation to  labor,  1911-1916 

(A)  Gas  Sutplt 

PBt  CbNT  IlTOBaASS  IN—  1916 


1011 

PkoJwrtioa 3.86 

Distribiit'oo,  eto.i 0.69 

CoBBBicraal  and  general 7.14 

Total  opoafeing 7.04 

fixed  «ap«tal,  aospense.  etc. . .  45 .55 

Total 14.09 

Number  of  empkyeee,  mid- 
December 13.82 

IVodnetkuiS 7.42 

DfatribQUoB,  eto.s 10.15 

Cuuuneiual  and  genwai 14.39 

Total  operatiiig 11.16 

fixed  eapital,  suvense,  eto. . .  28:24 

Total 17.48 

Number  of  employeoi,  mid- 

13.66 


Par  cent 


1913 

1913 

1914 

1915 

Amount 

• 

moreiee 

20.93 

3.89 

DO. 93 

D8.8I 

12.269.912  78 

3.94 

15.14 

6.82 

D  10.91 

2.11 

2.667.996  00 

0.60 

9.22 

5.01 

5.21 

2.59 

3.426,011  72 

6.97 

H.6S 

S.Sl 

Dt.t4 

DO. 93 

8,880,960  SO 

4.O8 

)2.97 

D 33.59 

D3.47 

D12.il 

1.138,307  30 

D 13.62 

10.44       D0.62 
— 1 


D2.43       D2.68      f9.499.257  fO 


0.19       D3.59       D1.86       D4.58 


10.359 


12.79 


7.98 


6.31 


1.51      19,828.105  49 


9.06 


6.38       D3.81 


9.49 


10.726 


1.58 


0.!0 


(B)  EliBCXUOAL  SUFPLT 

D*0.23          9.48 

6.61 

D3.99 

$1,292,112  98 

12.97 

15.45           8.68 

5.67 

3.78 

« 2.017.337  22 

5.04 

23.50         11.49 

11.87 

7.00 

•3,125.586  75 

10.78 

14-91         10.11 

8.87 

S.84 

8,436,088  96 

9.84 

9.62           4.66 

2.41 

D2.21 

3.393.068  54 

7.03 

8.72 


5.51 


1  Inelodes  Transmission  and  Municipal  street  lighting,  both  of  which  charges  are  comparativeiy 
xDooudderable. 
'Indodes  Eieetrie  storage. 

*  Inelodes  Transmission  and  Utilisation. 

*  In  addition,  oonduit  companies  reported  1877.544.07. 

*  In  addition,  oonduit  companies  reported^$127.930.00. 
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In  the  electrical  industry,  there  was  an  increase  of  almost  6 
per  cent  in  the  number  of  employees  over  the  number  in  December, 

1915,  as  compared  with  an  increase  for  the  year  of  9  per  cent  in 
expenditures  for  wages.  Each  of  the  accounting  groups  shows  an 
increase  in  exp^iditures  oyer  the  previous  year,  production 
leading  with  an  increase  of  13  per  cent. 

From  this  table  an  idea  may  be  obtained  of  the  variation  in 
the  total  amount  of  employment  year  by  year.  However,  it  is 
necessary  to  take  into  account  the  fact  that  the  totals  may  be 
influenced  by  fluctuations  in  wage-rates  and  by  the  varying  com- 
position of  the  labor  force,  neither  of  which  is  comprehended  in 
this  table.  From  1910  to  1916^  the  average  weekly  earnings  of 
full-time  clerical  employees  ranged  between  $16.20  (in  1911)  and 
$17.37  (in  1916),  an  increase  of  7  per  cent;  and  of  full-time 
wage-earners,  who  constituted  in  each  year  about  two-thirds  of 
all  employees,  between  $15.62  (in  1910)  and  $17.50  (in  1916), 
an  increase  of  12  per  cent. 

Supply  of  Employment 

Table  32  summarizes  the  data  regarding  full-time  and  part- 
time  employment.  The  latter  classification  includes  all  employees 
who  for  any  reason  did  not  obtain  a  full  week's  pay,  and  therefore 
tends  to  overstate  the  proportion  that  part-time  is  of  the  whole. 
Part-time  employment  since  1912  has  played  a  small  part,  both  as 
regards  numl^er  of  employees  so  classified  and  the  amount  of 
wages  paid.  About  10  per  cent  of  the  employees  in  mid- 
December,  1916,  are  recorded  as  working  less  than  the  full  week. 
Such  workers  received  less  than  5  per  cent  of  the  total  wages  paid 
during  that  week.  It  is  to  be  noted  that  part-time  work  is  con- 
siderably more  prevalent  with  the  conduit  companies  than  with 
the  lighting  companies,  a  fact  partly  explained  by  the  dependence 
of  work  in  the  open  upon  weather  conditions.    For  mid-December, 

1916,  the  ratio  of  part-time  to  full-time  employees  of  the  con- 
duit companies  was  38  per  cent,  and  of  wages  paid,  21  per  cent, 
as  compared  with  8  and  3.5  per  cent,  respectively,  for  lighting 
companies. 


>  See  Table  38. 
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Dikle  J3.    Ftott-tioM  tnd  put-tinw  amyloyeM  and  wac«St  mid-Dacembtf*  1910-1916 

(A)  Noian  or  BMPbOTnB 

1015 


V^H-^m    . 

1910 

15,223 
2.110 

1911 

17.104 

2.515 

1912 

18,804 
1,585 

1913 

19.132 

1.580 

1914 

18,273 
1.815 

1915 

18,735 
1,735 

Eiohiihr* 
omduit 
oompaoiet  ( 

19.510 
1,583 

laolwiye 

ooDdnit 

Donpaniet 

20.919 

¥u^4mt 

2.123 

AflcnpkvwBi... 

17,333 

19,720 

20,490 

20.552 

20,088 

20.471 

21,083 

23,042 

I^  fleBt  ntio,  part- 
time  to  fUMiiiie.... 

13.86 

15.29 

8.97 

8.00 

■KLT  WaQ] 

$331,849 
11.055 

9.93 

9.25 

8.11 

10.15 

PoU-liine 

8253,522 
15,292 

CB)  T0Z4I.  Wi 

1288,496    8317.048 
22,821        13.170 

n 

$320,585 
14.462 

$330,540 
13,837 

$350,350 
12,626 

$382,841 

hrHiae 

17,0S0 

AJI  cnpk^ywB  ^  . . 

1258,814 

1311,319 

$330,227 

$342,904 

$335,148 

$344,3n 

$372,965 

$399,891 

Per  oent  i»tio.  i>art- 
time  to  f iiD  time 

5.45 

7.91 

.     4.15 

3.33 

4.51 

4.19 

3.50 

4.45 

Average 

Table  33  gives  the  average  earnings  of  the  two  principal  divi- 
sions of  employees  of  lighting  companies  —  clerks  and  wage- 
earners —  by  company  groups,  for  each  year  since  1910.  The 
figures  for  full-time  are  fairly  comparable,  since  they  refer  to  prac- 
tically the  same  period  —  a  week  of  5^  or  6  days;  though  a  con- 
siderable number  of.  employees  work  a  full-time  period  of  7  days. 
The  figures  for  part-time  workers,  on  the  other  hand,  have  no  such 
definite  significance,  since  they  refer  to  periods  of  time  which 
may  vaiy  greatly,  and  in  each  case  the  period  would  be  the  average 
of  the  different  amounts  of  time  worked  by  the  part-time 
employees  of  a  company  or  group  of  companies.  This  table  has 
been  modified  this  year  so  as  to  show  for  part-time  workers  only 
the  averaged  for  all  companies  combined,  instead  of  for  each  oom- 
pany-group  as  in  formter  years. 

Of  the  14  groups  of  full-time  employees  included  in  the  table, 
the  clerical  of  gas-electrical  companies  and  "  other  electrical  com- 
panies '^  show  decreases  of  4  per  cent  from  the  average  for  1915, 
and  of  the  Brooklyn  Edison,  a  decrease  of  1.5  per  cent.  The 
other  groups  show  increases  which  range  from  the  negligible 
increase  for  the  clerical  employees  of  the  Consolidated  electrical 
system  to  15  per  cent  for  the  wage-earners  of  the  gas-electrical 


^  Excluding  superannuated  employeee. 
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group.  The  significance  of  these  changes  in  successive  years 
depends  to  some  extent  upon  the  numbers  of  employees  in  the 
several  groups  and  also  upon  changes  in  the  composition  of  the 
force  in  each  group.  Changes  in  earnings  may  not  reflect  actual 
increases  or  decreases  in  rates  of  pay  for  specified  kinds  of  work. 
The  last  column  of  Division  B  of  the  table,  which  gives  the  per 
cent  differences  of  the  1916  figures  from  those  of  1910,  is  perhaps 
of  more  decided  significance  as  an  indication  of  the  trend  of  com- 
pensation. This  comparison  shows  that  the  clerical  employees  of 
some  of  the  smaller  isompanies  received  from  3  to  7  per  cent  less 
wages  in  1916  than  in  1910.  For  all  the  other  groups  there  were 
substantial  increases,  ranging  from  7  per  cent  for  the  clerical 
employees  of  the  Consolidated  Gas  system  to  21  per  cent  for  wage- 
earners  of  gas-electrical  companies.  For  all  companies  combined, 
the  1910-1916  increases  were  6  per  cent  for  clerical  employees, 
and  12  per  cent  for  wage-earners. 


Table  33.    Avenice  earnings,  fatt-tlme  and  pirt-tinidr  by  company  groups,  for  ths 

week,  ipxo-ipis,  with  per  cent  increase 
(A)  AvEBAGB  Earnings 

ruLL-Tim 

COMPANT-GBOTTP  AND  ClABS  OF   ' ■ 

EicPLOTxas  1910  1911  1912  1913 1  1914 

Consolidated  system — gas : 

Clerical  employees $18  41  $17  59  $18  09  $17  99  $19  15 

Wage-eanien 15  71  15  82  15  50  16.05  15  80 

Brooklyn  Union  system.'* 

Clerical  employees 17  33  16  71  17  42  17  46  18  06 

Wage-earners 15  60  15  62  15  38  15  88  16  22 

Consolidated  system — electrical: 

Clerical  employees 14  76  14  97  15  26  15  86  15  67 

Wage-earners 16  01  16  76  16  76  17  04  17  10 

Edison  Elect.  lUg.  (Bklyn): 

derioal  employees 14  21  15  04  16  50  15  45  17  05 

Wage-earners 14  87  15  99  15  18  16  50  17  20 

Other  gas  oomiMnies: 

Clerical  employees 14  01  14  84  14  33  15  56  15  17 

Wage-earners 13  88  14  68  13  66  13  93  14  55 

Gas-electrical  companies: ' 

Clerical  employees 19  63  20  82  18  70  18  99  18  72 

Wage-earners 15  94  16  03  15  75  15  41  17  51 

Other  electrical  companies:  * 

Clerical  employees 13  38  14  14  14  23  10  07  9  38 

Wage-earners 14  68  15  19  15  36  20  19  16  23 

All  companies  combined: 

Clerical  employees 16  43  16  20  16  61  16  50  17  17 

Wage-earners 15  62  16  02  15  78  16  41  16  46 

All  u-      J  PART^nilB 

All  eompanies  oombmed:  , ^ . — . * 

Clerical  employees 6  11    .    5  36        6  87      -11  46        8  18 

Wage-earners 7  75        8  78        7  85        6  80        7  93 

For  footnotes,  see  next  page. 


mld-Dscember 


1915 


n7  06 
<16  57 


«6  00 
<8  03 


1916 


$18  85 

$19  64 

16  24 

17  62 

17  88 

19  01 

15  91 

16  83 

16  00 

16  02 

17  36 

17  89 

16  13 

15  89 

16  53 

17  56 

15  34 

15  80 

14  95 

15  75 

19  13 

18  33 

16  81 

19  30 

13  49 

12  99 

16  91 

17  80 

U7  37 
«17  50 


«6  99 

«8  01 
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Table  33.    Armg»  mrnmch  fall-time  and  part-time*  by  company  sroaps,  lor  the  mid-December 

week,  19x0-1915,  with  per  cent  increase  —  Conckided 

(B)  Pbb  Cbnt  Incuabb,  Fxyhtyma  Eabnxnos 

CoiCPANT-QBOtJP  AND  ClA88  OP  1910  to 

£ifPLOTns8  1911         1912        1913  i       1914  1916  1916         1916 

Conaolidatcd  ayetem^ — gas: 

Clerical  employeee D4.45        2.84    D0.55        6.45  D1.57  4.19        6.68 

Wace-eamers 0.70    D2.02        8.55    D1.56  2.78  7.88      11.52 

Brooklyn  Union  ayetem:  * 

Clerical  employeee D3.58        4.25        0.23        8.44  Dl.OO  6.32        0.69 

Wa«e-earners DO. 51    DO. 90        8.25        2.14  D1.91  5.78        7.88 

Consolidated  ayatem — deetrioal: 

Clerical  employeea 1.42        1.87        0.66        2.06  2.11  0.01         8.64 

Wace-eamera 4.68     1.67        0.36  1.62  3.05      11.74 

Edison  Elect.  Illc.  (Bklyn): 

Clerical  employees 10.06        6.07    D6.87      10.36  D  5.40  D1.49       11.82 

Wage-earners 7.53    D5.07        8.70        4.24  D  3.90  6.23       18.09 

Other  gas  oompanies: 

Clerical  employeee 5.92    D3.44        8.58    D2.51  1.12  3.00      12.78 

Wage-eamera 6.76    D6.95        1.98        4.45  2.76  6.36      13.47 

Gae-electrical  oompanies:  * 

Clerical  employees 6.06D10.18        1.55    D1.42  2.19  D4.18    D6.62 

Wage-eamera 0.56    D1.75    D2.16      13.63  D4.00  14.81      21.08 

Other  electrical  companies:  * 

Clerical  employees 5.68        0.64  D  29. 23    D6.85  <43.82  D3.71    D  2.91 

Wage^amers 3.47        1.12      31.45  D19. 61  4.19  2.31       17.85 

All  Qompaniea  combined: 

Clerical  employeea D1.40        2.53    DO.OO        4.06  D0.64  1.82        6.72 

Wage-earners 2.56    D1.50        3.99        0.30  0.07  5.61       12.04 


*  In  1913  the  New  Yoric  4c  Queens  Gas  was  transferred  from  Other  gas  oompanies  to  Consoli- 
dated system — gas,  and  the  New  Yoric  A  Queens  Electric  from  Other  electrical  oompanies  to  Con- 
ioKdated  syatemr— electrical.  For  the  averages  of  these  groups  before  and  after  the  change,  see 
Table  30  in  the  1913  Report. 

'The  Flatbuah  Qas  is  included  in  the  Brooklyn  Union  system  for  the  purposes  of  this  table 
althou^  in  the  Oas-eleotrical  group  in  moat  of  the  tables  and  the  analysis. 

'Prior  to  1915  included  Riohmoiui  Light,  Long  Acre  and  Bowery  Bay.  In  1915  the  Bowery 
Bay  waa  ezeluded,  and  in  1916  the  Long  Acre  also.  The  oomparabiuty  of  the  figurea  is  not 
materially  affected. 

*  Including  the  conduit  companies  the  figures  are:  1915,  full-time  clerical,  $17.10;  wage-earners, 
116.44;  part-time  clerical,  $6.00;  wage-earners,  $7.76:  1916,  full-time  clerical,  $17.41;  wage-earners, 
117.23;  part-time  clerical,  $6.99;  wage-earners,  $8.06. 
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Tftble  34.   Aconite  wnnfagB  by  occayatioat,  oiid-Ddceiiiber  waek,  for  full-time  6mployeei»  1910- 

1916^  and  for  ]Hrt-time  emplojeas,  1916 

(A)    FULIrTIlIB  ElIPLOTBliS,  1910-1914 

Occupation  1910  1911  1912  1918  1914 

Gaohien  and  bookkeepers— men $20  44  $20  27  $2174  $20  19  $22  23 

Caahiera  and  bookkeepera— women 13  44  12  60  12  63  16  45  15  62 

Male  derka  and  saleamen 16  13  15  18  15  36  15  64  16  64 

Women  clerka  and  ealeewomen 10  62  11  51  11  88  12  08  12  64 

Stenographers  and  typiate— men 16  46  16  54  16  79  17  49  17  08 

Stenosraphers  and  typieta— women 12  85  13  87  13  46  13  74  14  46 

ColIectorB  and  meter  readers 18  40  17  47  17  69  17  77  18  30 

Canvassers  and  demonatrators 18  52  19  46  20  70  20  50  19  82 

Other  olerical  employees— men 12  50  14  06  15  08  14  35  14  85 

Other  clerical  employees— women 1175  10  43  1184  1189  1157 

Telephone  operators 

All  clerical  employees $16  43  $16  20  $16  61  $16  50  $17  17 

Per  cent  increase 4.98  D  1.40          2.53  D0.66  4.06 

Foremen  and  assistant  foremen $24  41  $24  52  $24  68  $24  96  $25  58 

Inapeetors 18  07  19  23  19  69  19  29  20  23 

Stationary  engineers 24  20  23  42  23  27  23  48  23  33 

Firemen  (including  water-tendere) 17  72  18  09  17  52  17  75  17  95 

Dynamo  attendants  and  electricians 17  24  16  40  17  65  16  92 

Switchboard  attendants 19  51  20  56  20  47  20  90  20  53 

Other  power-house  and  inside  men 15  40  15  14  14  02  14  86 

Wiremen  and  other  outside  men 17  03  17  83  18  84  18  18 

Gas  atokers 17  45  17  16  17  20  17  02  16  69 

Generator  runners  (gas) 19  81  19  82  10  44  19  96  19  41 

Retortrhouse  men 18  70  18  81  18  55  18  52  18  03 

Governor-housemen 18  01  17  50  17  83  17  50  17  58 

Pipe-atters  and  calkers 17  00  16  07  16  67  16  65  16  88 

Meter-testers  and  repairers 14  63  16  36  16  12  15  07  15  62 

Machinists 20  14  2124  20  33  20  86  19  93 

Blacksmiths 18  72  18  15  19  64  19  49  18  00 

Carpenters 19  14  19  01  19  37  22  96  19  27 

Chauffeurs  and  attendants 16  72  17  92  18  09  17  82 

Other  mechanics  and  skilled  workmen 17  68  17  78  18  93  18  47  18  14 

Teamaters  and  stablemen 14  52  15  05  14  23  14  42  14  47 

Watchmen,  janitors,  porters  and  messengers...  12  81  13  23  13  16  13  30  13  17 

Other  unskiUed  labor  (inol.  helpers) 12  24  12  16  12  17  12  61  12  56 

AU  wage-earners $15  62  $16  02  $15  78  $16  41  $16  46 

Per  cent  increase D0.06  2.56  Dl.50  3.90  0.30 


(B)  FvLuraa  Emplotus,  1915  aivd  1916  and  pAsr^nm,  1916 


1916 


1915 
Full-time 
OccupATioif  employees 

Cashiers  and  bookkeeperB— men J     121  84 

I      21  88 
(^shien  and  bookkeepers— women 15  91 

Male  derks  and  aaleamen /      ^^  ^ 

\      16  62 

Women  clerks  and  saleswomen 12  74 

SteDograpbers  and  typists— men (      Hit 

{       17  32 

Stenographers  and  typists— women 13  94 

OoUeoton  and  meter  readers 18  46 

Ganvaaien  and, demonstrators— men 22  29 

Ganvaoers  and  demonstrators— women 15  09 


PULL^mCl  BIIPLOraBS 


Pkrt-time 

Average 

Increase 

iMnSM 

mployees 

Number 

eanungs 

over  1915 

oterl910 

111  39 

7.003 

122  02 

10  18 

$15S 

11  39 

7.007 

22  08 

020 



300 

13 

16  08 

0  17 

264 

6  12 

2,319 

17  04 

046 

0  91 

6  12 

2,371 

17  05 

043 



345 

12  84 

0  10 

222 

900 

137 

18  91 

I  77 

245 

900 

142 

19  06 

1  76 

833 

346 

14  71 

0  77 

•       186 

730 

912 

18  45 

DO  01 

005 

248 

24  00 

1  71 



54 

16  20 

1  11 
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Tible  34.   Artnge  — *'^g"  hf  oceayatkms,  mid-Dacembtr  week,  for  fuli-tiais  empbyees,  1910- 

I9x6»  and  for  ptft-4iaie  om^loTeeo,  19x6  *  —  Coaclodod 

(B)  Fuur^na  Empu>tub,  1915  and  1916  Atm  Part-tiim,  1916  —  Conehdtd 

1916 


Occupation 
Otiiff  dowel 

Otfaer  derieel  cmployi 

htoie 

All  d«ricel  employees 

Per  eent  inereeoe 

Fflnsten  end  eanteat  foremen 

Inipectore 

Stationary  enguieerB ^ 

F^nmeo  Ondudiiig  water  end  bmler-tenderi). . 

Dyxaao  etiendaate  end  eleetrieiene 

Seifc^baerd  ettendents 

Other  povsr-faouse  end  inadde  men 

Wimen  end  other  outnde  men s 

GMrtoken 

GeKralor  ronnerB  (gee) 

Ketot-hoose  men 

uowuur-Douse  men 

F^pe-fitters  end  ci&ers \ 

Dnpmen 

Metar  teeters  end  rqpeirers 

Ifadmnte 

Bbebuitfas 

Cupeutov 

Patera 

Mames  end  fariokhyers 

OQen  end  riggers 

CnuSeurs 

Otlicr  medieniee  end  ddlled  workmen 

Teamstera  end  stablemen 

Wstahmen,  jenitors,  porters  end  roeemigcrs 

Otkr  makifled  lebor  (incl.  helpers) 

AH 

Ber  oent  iooresae 


^  For  1916  telephone  operators  are  included  with  "  other  clerical  employees — ^men  "  and  "  other 
derieel  employeea— women.*' 

>  Where  two  lines  of  figuree  appear  for  any  croup  of  employees,  the  first  oomprisee  lighting  00m- 
penies,  and  the  second  ineludes,  in  addition,  data  for  the  two  conduit  oompaniee. 


1915                    ^ 
Fuli-iime  Pkri-ttme 
mployses  employees 

wvur^Toa  nmorais 

NumMr 

Atersfe 

eamiogi 

Inoresse 
ow  1915 

Inoreese 
orer  1910 

114  91 

S6  73 

866 

$15  23 

10  32 

$2  73 

15  12 

6  78 

908 

15  47 

0  86 

12  02 

6  07 

200 

12  80 

0  78 

1  05 

12  04 

607 

201 

12  81 

077 

15  47 

1 

I 

1 

$17  06 

96  99 

6.149 

917  37 

90  81 

90  94 

17  10 

69ft 

6,247 

17  41 

0  31 



DOM 

16.50 

685 

1.82 

16.50 

690 
827 

1.81 

92562 

98  80 

926  67 

91  05 

92  26 

25  42 

10  30 

930 

26  22 

080 

20  43 

665 

378 

20  89 

046 

2  82 

2060 

665 

390 

20  92 

0  32 

23  85 

8  50 

255 

.    24  93 

1  08 

0  73 

17  08 

10  46 

403 

19  50 

1  52 

1  78 

16  26 

760 

226 

17  87 

1  61 

0  63 

21  12 

13  42 

287 

22  85 

1  73 

3  34 

15  43 

709 

534 

16  98 

1  55 



19  78 

985 

930 
931 

19  44 
19  44 

DO  34 

17  53 

14  13 

158 

18  75 

1  22 

1  80 

18  72 

13  61 

179 

21  19 

2  47 

1  38 

16  94 

12  36 

149 

18  04 

1  70 

DO  06 

17  40 

2  77 

53 

17  42 

0  02 

DO  59 

'      17  67 

923 

1.335 

17  93 

0  26 

0  93 

L 

938 

1.375 

17  91 

5  07 

50 

17  23 

15  81 

824 

452 

15  56 

025 

0  93 

2IO2I 

>      13  80| 

139 

21  95 

093 

1  81 

21  06J 

140 

21  97 

0  01 

18  70 

13  55 

74 

20  83 

2  13 

2  11 

11  84 

76 

20  76 

20  08 

10  33 

92 

2108 

105 

1  94 

705 

83 

18  40 

689 

44 

21  07 

14  10 

60 

23  79 

13  25 

49 

19  68 

18  05^ 

966| 

385 

18  26 

0  21 

1  54 

18  11 J 

394 

18  42 

0  31 

19  47 

890 

423 

20  52 

1  05 

2  84 

19  04 

900 

514 

20  10 

1  06 

14  58 

4  79 

264 

14  92 

034 

040 

13  29 

7  87 

1.136 

13  56 

027 

0  75 

13  25 

684 

1.197 

13  52 

027 

12  63 

722 

3.548 

13  71 

1  OS 

1  47 

12  59 

740 

4.490 

13  73 

1  14 

— • 

S16  57 

98  01 

912.458 

917  50 

093 

91  88 

16  44 

806 

13.726 

17  28 

084 

C.67 

D0.25 

1.24 

5.61 

3.87 

5.98 

5.11 

— 
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In  the  interpretation  of  average  earnings  by  occupation  as 
shown  in  Table  34,  caution  is  necessary,  as  there  are  some  differ- 
ences in  the  classification  of  employees  by  the  various  companies, 
and  the  same  grouping  is  not  maintained  from  year  to  year.  For 
example,  the  classification  for  1916  has  elimiinated  the  group 
"  telephone  operators,"  including  them  with  other  female  clerical 
employees;  and  on  the  other  hand  there  are  four  new  occupa- 
tional groups  of  "wage  earners,"  which  in  prior  years  were 
included  with  various  other  groups.  The  comparison  of  wages 
over  a  series  of  years  may  thus  be  appreciably  affected.  In  gen- 
eral, the  figures  for  miscellaneous  and  residual  groups,  such  as 
"  other  mechanics  and  skilled  workmen "  or  "  other  unskilled 
labor  "  have  less  value  than  those  for  specific  and  well-defined 
occupations,  such  as  stenographers  or  carpenters.  Inasmuch  as 
the  importance  of  the  wage  figures  depends  upon  the  size  of  the 
occupational  groups,  the  number  of  employees  in  each  division 
at  the  close  of  1916  is  ediown  in  the  table. 

Of  the  37  occupational  groups  listed,  only  one,  wiremen  and 
other  outside  men,  shows  an  appreciable  decrease  from  1915  — 
84  cents  per  week.  This  group  showed  the  largest  increase  in 
1915  over  1914.  The  increases  among  the  groups  of  clerical 
employees  ranged  from  10  cents  for  women  clerks  and  saleswomen 
to  $1.77  for  male  stenographers.  For  all  clerical  workers,  the 
increase  averaged  31  cents  as  against  a  decrease  of  11  cents  in 
1915.  Among  wage-earners,  the  increases  in  1916  ranged  from 
2  cents  for  governor-house  men  to  $2.47  for  generator  runners; 
and  for  all  wage-earners  combined,  the  increase  was  93  cents,  as 
compared  with  an  increase  of  11  cents  in  1915. 

All  the  women  employees  of  lighting  companies  are  listed  in 
the  clerical  occupations.  The  full-time  women  workers  numbered 
958,  an  increase  of  112,  or  13  per  cent,  over  the  number  reported 
in  1915.  This  compares  with  an  increase  of  only  6  per  cent  in 
the  number  of  men.  Their  average  weekly  earnings  were  $13.74, 
an  increase  of  38  cents.  This  average  was  76  per  cent  of  the 
average  for  male  clerical  employees,  compared  with  a  correspond- 
ing ratio  of  75  in  1915.  In  the  five  occupational  groups  where 
both  men  and  women  were  employed  in  1916,  the  wages  of  women 
employees  ranged  from  $12.80  for  "  other  clerical  employees  "  to 
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$16.20  for  canvassers  and  demonstrators.  Corresponding  wages 
of  men  ranged  from  $15.23  to  $24.  The  ratios  of  women's 
wages  to  men's  in  the  same  occupation  ranged  from  68  per  cent 
for  canvassers  and  demonstrators  to  84  per  cent  for  "  other 
clerical  employees."  Considered  by  company  groups,  the  average 
wage  of  women  ranged  from  $12.95  for  the  gas-electrical  to 
$15.68  for  the  Consolidated  gas  system. 

The  average  full-time  weekly  earnings  of  male  clerical 
employees  of  all  lighting  companies  was  $18.04,  ranging  from 
$16.38  for  the  smaller  gas  companies  to  $20.06  for  the  Consoli- 
dated system.  .In  1915  the  average  was  $17.70  and  the  corre- 
sponding range  from  $15.87  to  $19.28.  For  wage-earners,  all  of 
whom  are  men,  the  average  in  1916  was  $17.50,  and  the  range 
from  $15.75  for  employees  of  the  smaller  gas  comJ)anies  to  $17.97 
for  those  of  the  gas-electrical.  In  1915,  the  average  was  $16.57, 
and  the  range  from  $14.95  for  the  smaller  gas  companies  to 
$17.36  for  the  Consolidated  electrical  system. 

The  average  earnings  of  the  difFerentgroupsof  employees  of  the 
two  conduit  companies  were:  Clerical  employees,  male,  $19.39; 
wage-earners,  $15.20.  The  corresponding  figures  for  191S  were 
$19.64  and  $14.01. 

A  comparison  of  the  average  wages  for  1910  and  1916  shows 
that  employees  in  two  occupations  (retort-house  men  and  governor- 
house  men)  received  less  in  1916  than  six  years  before.  The 
other  occupations  which  are  listed  in  both  years  show  increases 
varying  from  5  cents  for  collectors  and  meter  readers,  to  $3.34 
for  switchboard  attendants.  Of  27  instances  of  increased  earn- 
ings in  the  period  1910-1916,  8  were  less  than  $1;  10  between 
$1  and  $2 ;  and  9  $2  or  more.  The  general  average  of  all  clerical 
employees  shows  an  increase  of  94  cents  during  the  seven-year 
period,  and  that  of  wage-earners,  $1.88,  just  twice  as  much.  In 
1916,  for  the  first  time,  the  average  earnings  of  wage-earners  was 
higher  than  that  of  clerical  employees. 


PART  n— GENERAL  TABLES 

N.  B. —  The  tables  do  not  include  data  for  three  minor  companiee, —  the  Bowwy  Bay  Eleotrie 
Lt.  k  Power  Co.,  the  Long  Aore  Eleotiio  Lt.  A  Power  Co..  and  the  Rivereide  Li^t  ft  Power  Co., 
wbieh  are  not  required  to  file  reports  in  the  same  detail  as  the  large  companies.  Abstracts  of  their 
retums  aivear  in  Part  III. 


1. 11.  ni 

Gas  works 

IV 

GashoUers 

V 

Gas  mains 

YI 

Gas  services 

vn,vni 

Gas  meters 

IX 

Gas  materials 

z.xi,xn 

Gas  made  and  distributed 

xm,xrv 

Gas  consumption  and  consumers'  appliances 

rv 

Eleotrie  power-plant  apparatus 

XVI.  XVII 

Electrio  distributing  plant 

XVUI.  XIX 

Eleotrio  meters 

XX 

Connected  load 

XXI.  XXII.  XXIII 

Electricity  generated,  variation  of  load,  disposition  of  current 

XXTV 

Eleotrio  current  consumed 

XXV  to  XXIX 

Casualties,  gas  and  electric 

XXX  to  XXXIV 

Employees  and  wages 

XXXV 

Revenues,  expenses  and  unit  costs*  gas 

XXXVI 

Revenues,  expenses  and  unit  costs,  electricity 

XXXVII 

Inoome  (and  surplus)  statements 

xxxvni 

Balanofr«heet  statements 

XXXIX 

Changes  in  fixed  capital 

XL 

Consumers'  deposits 

xu 

Seouritaes  issued  and  outstanding 

XUI 

Voting  powers  and  votes  oast 

XLIII 

Intercorporate  holdings  and  other  investments 

193] 
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TABLX  Vn.    CoflSBBMn'  fu 


:    (B)  Hwnber  booglit. 


Opbratovo  Compant 
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ComohtDJLTWD  Stbtbm 
CooaolidAted  Qm: 

Bouji^t  during  ymr 

Retired  during  jrear 

Net  inoraaae 

New  Amsterdam  Gaa: 
Manhattan: 

Bought  during  year 

Retired  during  year 

Queens: 

Bought  during  year 

Retired  during  year 

Net  inorease  —  N.  Amsterdam. 
Central  Union  Qas: 

Bought  during  year 

Retired  during  year 

Net  inoroase. 

Standard  Gas  Light: 

Bought  during  year 

Retired  during  year 

Net  inorease 

N.  Y.  Mutual  Gas  Light: 

Bought  during  year 

Retired  during  year 

Net  increase 

Northern  Uni<m  Qas: 

Bought  during  year 

Retired  during  year 

Net  inorease 

N.  Y.  ft  Queens  Gas: 

Bou^t  during  year 

Retted  during  year 

Net  inorease 


Total,  Consolidated  system: 
Bought  during  year. . . . 
Retired  during  year. . . 

Net' 


Bbookltn  Union 
Brooklyn  Union  Gas: 

Boujsht  during  year 

Retired  during  year 

Net  mcreaoe. . . 
Newtown  Gas: 

BoujBht  during  year 

Retired  during  year. . . . 
Net  ihorease. . . 
FlatbushGas: 

Bought  during  year 

Retired  during  year 

Net  increase. ...... 

Woodhaven  Gas  light: 

Bought  during  year 

Retired  during  srear. . . . 

Net  increase 

Jamaica  Gas  la^i: 

Bought  dunng  year 

Retired  during  year 

Net  increase 

Richmond  Hill  ft  Q.  C.  Gas: 

Bought  during  year 

Retired  during  year . . . . 
Net' 


Stsrm 


Total.  Brooklyn  Unicm  system: 

Boui^t  during  year 

Retired  during  year 

Net" 


3.417 


1.121 


66 
D  1,187 
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For  footnotes,  see  page  124. 
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TABLE  Vn.    Consumers*  gas  meters:    <B)  Number  bon^h 


OpBRATINQ   COICPANT 


OtHSB  COICPANZBB 

Kinga  County  Lighting: 

Bought  during  srear 

Retired  during  year 

Net  increase , 

N.  Y.  ft  Richmond  Gas: 

Bought  during  year 

Retired  during  year 

Net  increase 

Brooklyn  Borou^sh  Gas: 

Bought  durmg  year 

Retired  during  year 

Net  increase 

Queens  Borough  G.  ft  £.: 

Retired  during  srear , 

Net  decrease 

Bronx  Gas  ft  Electric: 

Bought  during  year 

Retired  during  year 

Net  increase 


Total,  Other  companies: 
Bought  during  year. 
Retired  during  year . 
Net  increase. . . 


Grand  total: 

Bought  during  year. 

Retired  during  year , 

Net  increase. . . 
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•  ■   •   ■ 

400 

12 

9 

2 

•  «  •  • 

•  •  ■  • 

898 

IB 

9 

5,751 

72 

170 

14 

1 

•  •  •  • 

6,797 

71 

170 

57,818 

1.556 

584 

10,172 

511 

226 

A7MQ 

IMS 

S68 

30 


9 

«  •  •   • 

9 

•   ■   •   • 

1 
D  1 

36 

'S6 


3 

3 


48 
1 

47 


457 

93 

864 


45 


8 


I 
/ 


8 
1 

7 


447 

71 

876 


NoTB. — The  Astoria  is  not  shown  in  this  section  of  the  table  since  it  does  not  report  any  chances 
during  the  year.  ^  Includes  4  meters  reported  as  found.  *  Includes  1  meter  reported  as  found. 
*  Reported  as  found.  *  Includes  6  meters  reported  as  found.  •  Includes  1  meter  delivered 
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amnber  retired ,^and  net  increese  in  number  owned,  19x6  —  Concluded 


Meniia 


OF  UQBTS) 


60 


80 


81 
24 
67 


1 
Dl 


100 


■   •   ■  • 
•   •  •  • 

1 
Dl 


1 
Dl 


147 
22 

1M6 


150 


10 
1 
0 


200 


39 

4 

S6 


250 


1 
1 


300 


•30 

•  •  •  • 

SO 


30 

»  •  • 

SO 


33 

1 

S2 


Total 


3,120 

7 

S,113 

880 

6 

874 

1,655 

1,666 

8 

424 
2 

^« 


6,079 

23 

6,066 


63.081 
23.085 
S9,996 


PsepaticbntIMbtbs8 

OF  LIOHT8) 

Total 

8 

5 

•  •    •    • 

•  *    •    • 

•  •    •    > 

•  •    •    • 

1 

Dl 

•  •  ■  • 

•  •  •   ■ 

•  »    k    • 

•  •    a    • 

•  •    •     • 

•  •    •    • 

200 

"ibb 

i 

Dl 
200 

"kbb 

•      «      •      V 

1 

200 

"kbb 

200 
1 

56 

276 

D9fM 

8,554 
9 

8,646 

8,610 

285 

8,S$6 

Grand 
total 


8.120 

7 
S,11S 

880 

7 
87S 

1.856 

8 
D8 

424 
2 


6.279 

24 

6,f66 


71,691 
23,370 
48,SB1 


to  works  •  Comprises  12  No.  1  meters  having  an  individual  capacity  of  120  cu.  ft.  per  hour 

and  IS  No.  3  meters  having  an  individual  capacity  of  1,200  ou.  ft.  per  hour.  '  Includes  1  oon- 

demnod  meter  rebuilt. 
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TABLS  Vm.    DISPOSmOH  OF  GAS 


Opbbatxno  Compakt 


Set  bat 
locked! 


Ix  ComuMBBS*  Skrticb 


Ordinaiy 


CONBOUDATBD  StsTKII 

ConBolidated  Gas 

AstorU  L.,  H.  A  P 

New  Amsterdam  Gas 

Manliattan 

Queens 

Central  Union  Gas 

Standard  Gas  Light 

N.  Y.  Mutual  Gas  Light 

Northern  Union  Gas 

N.  Y.  ft  Queens  Gas 


Total. 


Bbookltn  Union  STSTKif 

Brooklyn  Union  Gas 

Newtown  Gas 

Flatbush  Gas 

Woodhaven  Gas  Ught 

Jamaica  Gas  Light 

Richmond  Hiinb  Q.  C.  Gas 


Total. 


Othbb  Companies 

Kimp  County  Lighting 

N.  Y.  A  Ridbmond  Gas 

Brooklyn  Borough  Gas 

Queens  Borough  G.  ft  E 

Borough  of  Queens 

Hempstead,  Nassau  Co 

Bronx  Gas  ft  Electric 


Total 
Grand  total..., 


32,108 


10,708 
0,028 
786 
2,584 
2.870 
5.768 
1.038 
326 


66.282 


17.004 

1.124 

1,383 

687 

468 

284 


21.600 


1.480 

446 

1.622 

6.230 
624 
304 


0.804 


87,776 


378.332 
3 

8e,s$4 

64.073 
21.361 
60.463 
44.866 
45.487 
42.701 
6.870 


668,044 


416,436 

46.701 

20,000 

12,632 

8,020 

4,754 


515.711 


33.887 

10.762 

11.024 

1»,498 

8,788 

3.765 

8.114 


75.775 


1,250.530 


156.128 


20.031 
2.000 

30.070 

16.604 
5.170 

28.053 
4.005 


267.855 


23.430 
645 
004 
506 

480 
170 


25.835 


6.017 

2.614 

SOS 

153 

150 


8.034 


302.624 


!  Meters  set  but  locked  are  included  in  the  data  for  those  in  consumers'  service, 
of  active  meters  is  the  total  number  in  consumers'  service,  less  those  set  but  locked. 


The  number 
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milRS  OWHBD  AT  CLOSE  OF  1916 


In 
eompany 

aai  Mil  ii 

Im  Saor 

In  Stock 

Total 

■cmcQ 
ordinary) 

Ovdinary 

IVepayment 

OrdiDAiy 

• 

Prepayment 

Owned 

Active  I 

118 

12.049 

7,474 

2.609 

907 

552,612 
3 

Illness 

87,319 
24,366 
111,243 
62,801 
51,387 
67.898 
10.299 

497,852 
3 

18 
8 
10 
26 
17 
3 
17 
11 

*  N.S. 

»N.  a 
«N.  a 
»N.  a 

877 
160 
363 

»  v.  S. 
«N.  a 
«N.  a 

»N.  a 

217 

32 

207 

M,685 
«738 
>888 

no 

445 
203 
195 

*889 

>622 

«267 

1888 

131 

90 

454 

209 

97,647 
75,081 
22,566 
106,858 
58,579 
44.899 
64.721 
9.558 

209 

*  13,449 

« 7.930 

> 6.873 

>3.568 

967.928 

879.617 

81 
6 
5 

1,714 
322 
332 
272 
320 
227 

366 
26 
30 
8 
25 
21 

3.912 

190 

179 

54 

35 

18 

589 

30 

147 

231 

95 

79 

445.528 

47,009 

30,366 

13.703 

8.992 

5,271 

420.962 
45.312 
28.290 
12.551 

8 
2 

8,051 
4.090 

101 

3,187 

476 

4.388 

1.171 

550,869 

519,856 

•     14 

147 
270 
889 

237 
17 

33,785 

17,222 

15.080 

2SJ18 

9.300 

3.918 

8.343 

31.898 

8 

158 
544 

16.324 

9 

12,016 

eM7 

3.656 

577 
377 

fB9 
29 

8 

3 

3.291 

4 

96 

129 

7.720 

46 

1.402 

702 

760 

29 

87.648 

74.905 

356 

>  18.038 

<9,106 

M2.021 

M,768 

1.606.445 

1.474,378 

>In  the  reports  of  the  New  Amsterdam  and  Central  Union,  "  In  shop  "  and  "  In  stock  '*  are 
eombined.    They  are  here  entered  under  "  In  stodc.'* 
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TABLE  IZ.    MATEKIALS  OF  OA8  MAIfUFACTimB. 


COMPAMT  AND  KiND  OP  COAL 


STEAM  COAL.  ANTHRACITE 
Consolidated  STflmt 

Consolidated  Gas 

New  AniBterdam  Gas 

Central  Union  Gas 

Standard  Gas  Light 

N.  Y.  Mutual  Gas  Light 

N.  Y.  dc  Queens  Gas 


Total 

Brookltn  Union  Ststsm 

Brooklyn  Union  Gas 

OnrsR  CoMPANixa 

KingB  County  Lighting  * 

N.  y7  ft  Richmond  Gas 

Brooklyn  Borough  Gas 

Bronx  Gas  dc  Electric 


Total  •. 


Grand  total". 


STEAM  COAL,  BITUMINOUS 

Astoria  L..  H.  dc  P 

New  Amsterdam  Gas 

N.  Y.  A  Queens  Gas 

Brooklsm  Union  Gas 

Brookljm  Borough  Gas 

Queens  Borou|^  G.  dc  E 

Bronx  Gas  ft  Electric 


Total*. 


GAS  COAL,  ANTHRACITE 
Consolidated  Ststeii 

Consolidated  Gas 

Astoria  L.,  H.  ft  P 

New  Amsterdam  Gas 

Central  Union  Gas 

Standard  Gas  Light 

N.  Y.  Mutual  Gas  light 

N.  Y.  ft  Queens  Gas 


Total 

Bbookltn  Union  Ststeii 

Brooklyn  Union  Gas 

Other  Companibb 

Kinm  County  Lighting 

N.  Y.  ft  Richmond  Gas 

Brooklyn'  Borough  Gas 

Queens  Borough  G.  ft  E 

Bronx  Gas  ft  Electric 


Total. 
Grand  total..., 


GAS  COAL,  BITUMINOUS 

Consolidated  Gas 

Astoria  L.,  H.  ft  P 

Central  Union  Gas 


Total 

Grand  total,  all  coal , 


On  hand  at 

beginning 

of  year 


14.392 

40.608 

30.945 

6,716 


1,610 


103,171 


0) 


4,809 
2,556 


w 


7.365 


110,536 


1,257 

3,433 

100 

I  262.391 

7,585 

17,620 


292.386 


1,280,367 

279.295 

1,000.273 

53,672 

"216.100 

587.895 

12,320 


3.429,822 


2,538,706 


166,468 
36,049 
41.294 
45,702 
12,656 


301,169 


6.269.697 


562.868 

2,854,129 

91,336 


3,508,333 


10,180.952 


Received 

during 

year 


537.174 
326.975 
438,174 
146.488 
66,076 
19,686 


1,534,473 


« 377,920 


58,150 

64.997 

24.584 

•25,010 


162,741 


2.076.134 


207.639 


40,790 
M70.669 
44.486 
60.477 
*4.640 


828.701 


1.737.047 
962.310 

1.156.269 
563,125 
769.091 
401,106 
112,941 


5,691,889 


5,122,901 


391 ,019 
153,629 
153.149 
123,996 
97,821 


919,613 


11,734.403 


7,234,242 
934,143 


8.168.385 


22.806.623 


Total 


551.566 
367.483 
478,119 
153.204 
66.076 
21.196 


1.637.644 


» 377,920 


62.959 
67.553 
24.584 
25.010 


170.106 


2.186,670 


208,896 

3.433 

40,890 

> 733,060 

52,071 

78.097 

4,640 


1.121.087 


3.017,414 
1,231.605 
2,156.542 
616.607 
985.191 
080,001 
126,261 


0.121,711 


7,661.607 


566.487 
180.678 
104,443 
160.607 
110,477 


1,220,782 


18,004.100 


562.868 

10.088.371 

1,026,479 


11,676.718 


32.987.675 


Under 
boilers 


483.611 
333.375 
170,522 
150.806 
66.076 
21.010 


1,225.40) 


» 377.920 


44.484 

55.022 

17.824 

*  25.010 


143.240 


1,746.560 


174.104 

2.839 

36.173 

217,037 
47,445 
61,245 
*4.640 


543,483 


51.224 


55.430 
50.200 


165.044 


381.574 


66,513 
4.200 
1.073 

u  7.018 
2,730 


82.503 


630,021 


2,338 


2,838 


2.922.402 


Note.  —  Companies  omitted  under  any  kind  of  material  report  no  such  material.  Point  of 
delivery  is  reported  as  companies'  works  or  docks. 

1  Respondent  does  not  separately  report  anthracite  and  bituminous  steam  coal  except  quantity 
used  under  boilers  and  value  thereof;  all  other  data  are  showil  under  bituminous,  except  that  an 
amount  equal  to  quantity  used  is  arbitrarily  entered  under  amount  received.  >  Anthracite  and 
bituminous  steam  coal  are  not  separately  reported;  both  are  included  under  anthracite.  *  Not 
reported  as  a  separate  expense.  *  Included  in  the  corresponding  figure  for  electrical  department 
(see  Table  XXI,  B).  *  Represents  the  difference  between  tbe  amount  used  in  the  electrical 
department  and  the  total  amount  reported  as  used  during  the  year.        *  Sto«k  expense  appor- 
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OrCLinxnfG  certain  residuals,  19x6:    (A)  Coal  (cwt) 


UasD  Dvama  Ykab                     | 

Sold 

during 

yeir 

On  hand 
at  close 
of  yeu 

CofiT  OF  Coal  Ubbd 

Ingeoera- 

ton  or  in 

retorts 

Bls> 
wfaere 

Tola' 

Stock 
expense 

Aggregate 

Per 

ewt. 

(cents) 

46,602 
10.617 

630.213 
343.992 
170.522 
151.564 
66,076 
21.010 

21,353 

23,491 

302.302 

1.640 

$4,463  87 
668  34 
4.341  63 
216  65 
091  78 
495  17 

$85,256  92 

56,160  66 

24.695  39 

18.021  05 

0.841  18 

3.199  20 

16.08 

■    "5;295 

16.33 

14.48 

758 

11.89 

14.89 

89 

97 

15.23 

57.977 

1.283,377 

5.384 

348.883 

$11,177  34 

$197,175  30 

16.36 

0) 

» 377.920 

(») 

(0 

1 $41,887  12 

1 11.08 

1.360 
787 

45,844 
56.700 
17,824 
25,010 

17.115 
844 
6.760 
0) 

$303  41 
209  91 

(•) 
•67  08 

$7,149  97 
7,563  83 
1,338  97 

7  2.482  41 

15.60 

13.34 

•  •»••>••« 

7  51 

9.93 

2.147 

145,387 

24.719 

$570  40 

$18,635  18 

12.75 

60.124 

1.806.684 

6.384 

373.602 

$11,747  74 

$257,597  60 

14.20 

16,268 

190.372 

2,839 

36.173 

1  473,956 

48,852 

61.245 

4,640 

2 

18.522 

504 

4,717 

1259,104 

3.219 

16,852 

$449  93 

"iiose'ss 

» 3,109  78 
•40  90 

$25,929  82 

348  49 

5,617  60 

163.841  37 

7.599  98 

•9.515  72 

'600  98 

13.62 

12.28 

15.53 

> 256,919 
1.407 

» 11.38 

• 

15.56 

15.54 

12.95 

274.594 

818,077 

2 

303,008 

$4,637  16 

$103,453  96 

12.65 

{O€nfaralon) 
2,026.008 

831.670 
1.425.870 

563.126 

381 

28.834 

786 

2.026,389 
911.728 

1.426,656 
563.125 
745,740 
873.892 
108,604 

5.006 

1.798 

13.193 

■    "7.169 

2.700 

868 

986.019 
318,079 
716,693 

53,572 
232,282 
112.400 

15,780 

$31,527  81 
5.246  86 
0.432  08 
9.628  61 
3.193  67 
7,840  21 
3.162  85 

$467,438  54 
210.248  01 
320.650  17 
136,917  67 
167,141  77 
195,456  89 
27,092  46 

23.07 
23.06 
22.48 
22.31 

600.048 
814.602 

262 

22.41 
22.37 

108.604 

24.95 

6.450.027 

30.263 

6.656.134 

30,734 

2,434,843 

$70,031  94 

$1,524,954  41 

22.91 

6.100.403 

10.088 

6.583.065 

80.328 

1,998.224 

$9,608  50 

$1,235,443  57 

22.13 

356.400 
150.016 

617 

423.530 
154.285 
156.403 
125.507 
73.477 

2,010 

41 

1,848 

130.047 
35,352 
36.192 
44.190 
36,328 

$1,277  61 

1.119  60 

944  37 

(•) 
440  68 

$96,037  24 
35,296  30 
36,033  10 

•28,065  94 
16.555  20 

2^.68 
22.88 

153.080 
118,480 

441 

23.04 
22.36 

70.680 

67 

672 

22.53 

849.574 

1.125 

033.202 

4,671 

283,009 

$3,782  16 

$211,087  87 

22.72 

12.499.994 

42,376 

13.172,391 

115,633 

4,716.076 

$83,422  60 

$2,972,385  85 

'     22.57 

{RtiorU) 
18.343 

18,343 

6,096,338 

939,804 

28,872 
8 

515.663 

3.992.025 

86.585 

$6,698  66 

36.788  16 

6,936  72 

$2,926  80 
916.905  77 
145.646  41 

15.96 

6.094.000 

15.04 

939,804 

15.50 

7.052.237 

7,054,575 

28,880 

4.593.263 

$48,423  63 

$1,065,479  07 

15.10 

19.562.231 

877.094 

22.851,727 

149,899 

9.985.949 

$148,231  03 

$4,398,916  48 

10.25 

tioned  to  gas  and  electrical  departments  by  the  Bureau  of  Statistics  and  Accounts  of  this  Commission 
according  to  the  number  of  pounds  consumed  in  each.  '  Division  made  by  assigning  to  the  gas 
and  electrical  d^wrtments,  respectively,  their  shares  of  the  total  cost,  based  on  the  unit*  cost  of 
this  kind  of  fuel,  the  number  oi  pounds  of  coal  consumed  by  each,  and  adjusting  this  cost  to  the 
cost  as  per  operating  expenses.  •  See  note  2.  •  Stock  expense  included  m  operating  ex- 
pensee,  out  not  separately,  and  not  included  here.  Estimated  on  basis  of  ooal  used,  $216.49  for 
bituminous  steam,  and  $411.32  for  anthracite  gas.  >•  Includes  correction  of  10.277  owt.  from 
•mount  reported  at  eloee  of  1916  due  to  inventory  adjustment.         "  Anthracite  dust. 
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TABLE  a.    Materkls  of  gas  aunufActiire,  mdadiiic  owlai 


Oil  CoNTRAcra                          | 

On  hand  at 

lifftMfintfur 

CoMPAirr 

TaBMB 

Amount 
remaining 
to  be  deliv- 
ered under 

eontract 

BecaTed 
during 
year» 

Prioe 

(eents) 

Quantity 
(gallons) 

01  year 

CONSOLIDAniD  StSTU 

Consolidated  Gas 

3.035 
3.035 
3.03£ 
3.035 
3.045 
3.090 
3.035 

275,000.000 
28.000.000 

(■) 

f      891.612 

1,476.736 

1,107.074 

276.933 

219.861 

I      131.005 

322.988 

*30,680.134 

Astoria  L..  H.  A  P 

29.346.014 

New  Amsterdam  Gas 

Central  Union  Gas 

21.592.136 
11.788.730 

BUnc  ard  Gas  Liaht 

N.  V.  A  Queens  Gas 

N   Y.  Mutual  Uaa  Liaht.  . . 

9.300.604 

1.231.199 

10.781.132 

Total 

3.926.209 

114.509.930 

BBOOU.TN  Union  Stbtbm 
Brooklyn  Union  Gas 

3.035 

171,000,000 

2.106.473 

73.432.372 

Oma  CoMPANiaa 

^pw             ^v                     V  •    a.  A  •- 

/          4.675 

I         5.375 

3.325 

/.        3.875 

6.200 

»«  4.000 

u 4.860 

3.600 

\         5.000 

7.000,000 
2.500.000 
»  6.000.000 
2.000.000 
2.200.000 
8,500.000 
2.000.000 
2.000.000 
1.000.000 

1      444.168 

62.846 

110.734 

\     268.396 

>      158.466 

4.422.706 
1.771.694 

N.  Y.  A  Richmond  Gas 

278.187 
"1.600.000 

BrocAlyn  Borough  Gas 

2,196.867 

1.912.571 

Queens  Borough  G.  dc  E 

Bronx  Gas  A  Eleetrie 

1.095.382 

1.693.538 

^\^%t%    Ae  4 

786.829 

902.911 

Trttal 

6.857.265 

1.044.610 

10.703.320 

Grand  total 

6.867.265 

7,077i292 

198.705.631 

NoTB. —  Companies  omitted  rei>ort  no  oil  used.  Oil  is  delivered  at  docks  or  worics  of  company. 
Oil  reported  by  the  companies  as  ranging  from  28^  to  34°  gravity  Baumi6.  with  the  quaUfication 
that  it  must  not  be  less  than  34  ".  Oils  are  usuallv  tested  in  degrees  Baum4. 10  ^  being  equivalent 
to  a  speoifio  gravity  of  1.0,  and  increases  in  the  former  scale  repreeenting  aecreasee  in  the  latter, 
so  that  28*  Baumi  is  equivalent  to  a  specific  gravity  of  0.8660,  and  34**  to  0.8536. 

1  The  amounts  received  during  the  year  agree  with  the  amounts  reported  as  delivered  under 
the  oil  contracts. 

*  The  Consolidated  Gas  also  reports  deliveries  under  its  contract  to  companies  outside  the  First 
District  as  follows:  Westchester  Idghting,  6.986,636  gals.;  Northern  Westchester  Lighting.  238.947; 
PeekskiU  Lighting  A  Railroad.  219.711.  *  ««.,  *«o. 


*  Not  reported  as  a  separate  expense. 

*  Of  this.  $334.48  is  ost  of  oil  used  in  co&l-gas  manufacture, 
i  This  amount  i^  used  by  tSe  N?  v  Amit'^rlim  to  enrich  gas  of 


-  ,  ,      _ gas  oi  the  Astoria  and  is  excluded  from 

amount  ahown  as  being  received  by  the  latter  while  it  is  included  in  that  shown  for  the  New 
Amsterdam. 
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l:il 


19x6:    (B)  Qmm  oil  (fAlknis)  and  terms  of  oil  contract 


Total 

Uaedin 
coal-gas 
manufaoture 

'    Used  in 

water-gas 
manufacture 

On  hand 
at  close 
of  year 

CoBT  OP  Gab  Oil  Used 

Stock 
eiqpense 

Aggregate 

Ptr 
gallon 
(cents) 

31,071p746 
30,722.750 
22.000.210 
12.015. 663 

10,005 

Ml,57e,445] 

» 1,670.445 

20.411,541 
28.470.428 
10,011.480 
11,610.387 
8.468,733 
1.238.225 
10.772.072 

1,640,210 

2.243,322 

1,208.276 

396.276 

1,051.722 

123,070 

332,048 

(») 

$230  04 

(*) 
(») 
700  00 

(•) 

« $802,074  75 

•868,622  54 

'  652.445  54 

354,301  28 

257,872  03 

30.061   14 

326,032  40 

3.01 
3.05 
3.04 
3  05 

9.620.455 

3  05 

1.31(2,204 

3  15 

11.104.120 



3  04 

118,496.148 

1,500,440 

100,000,875 

7,004,833 

$1,030  03 

$3,302,300  58 

3.04 

75.538,845 

66.050,036 

•8,578,382 

$870  38 

$2,032,008  16 

3  04 

4.866,874 

4.520,841 
1.800,083 
1.805.060 

1.716.703 

050,823 

346,033 

33,457 

128,236 

245,231 

110,554 

$217  13 
10  80 

$222,047  12 
50.064  57 
73.350  15 

74,272  02 

34.818  02 

4  91 

1,834,440 

3.33 

2,023,305 

3  87 

1, 061.034 

4.33 

1,061,377 

• 

3.66 

11.747.930 

10.884.410 

863,611 

$227  03 

$464,452  78 

4  27 

205,782,923 

1.500,440 

187,744,330 

"16,446,726 

$2,120  24 

$5,880,661  52 

3.11 

*In  addition  the  oompeuay  charges  ezpenaes'  for  coal-gas  enriched  by  the  New  Amsterdam, 
$46^936.08,  which  figure  is  derived  as  follows:  $47,040.33,  cost  of  oil;  less  value  of  tar  produced, 
$6w279.36:  plus  10%  of  net.  $4,267. 

'  Indudee  $47,940.33,  cost  of  oil  used  in  enriching  coal-gas  of  the  Astoria. 

•*'  Contract  expired  Dec.  31,  1016  —  777,780  gallons  ordered  in  December  not  delivered  until 
January.  1917." 

•  la  addition  company  reports  1,427  gallons  sold. 

>*Tiw  oontraot  calls  for  amount  required  from  July  1,  1014,  to  June  30,  1017,  and  2,000,000 
galloos  ia  estimated  by  company  as  the  yearly  requirement. 

u  "Approiimately.'^ 

*•  Boat  ddiveiy,  4  oents  per  gallon;  tank-car  delivery,  4.3  cents. 

»  Boat  deUvery,  4.85  cents  per  gallon;  tank-car  delivery,  6.12  cents. 

MSeenoteO. 
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TABLE  a. 


of  tPf  tnmn*t§ar.inr»^  mT^^^^ 


COMPAKT  AND  KiMD  OP  MATERIAL 


COKE  AND  BREEZE  (CWT.) 

CONSOUDATBD  StBTBM 


ConaoUdated  Gas . 


AatoriaL.,  H.  ftP. . . 

New  Amsterdam  Gas , 

Central  Union  Gas .  . . 

Standard  Gas  Light.  . 
Northern  Union  Gas  ' . 


Totol 


OtHBB  COMPANICfl 

N.  Y.  dc  Richmond  Gas 

Queens  Borough  G.  ft  E 


Grand  total 


COAL-GAS  TAR  (GALS.) 

CONSOLIDATBD  StSTBM 

Consolidated  Gas , 

Astoria  L.,  H.  dc  P 

Central  Union  Gas 


Total 


Othxb  Companies 
N.  Y.  &  Richmond  Gas 


Grand  total. 


WATER-GAS  TAR  (GALS.) 
Consolidated  System 
Consolidated  Gas 


Astoria  L.,H.  ftP 

New  Amsterdam  Gas ... 

Central  Union  Gas 

Standard  Gas  Light 

N.  Y.  Mutual  Gas  Light. 


Totol 


Bbookltn  Union  System 
Brooklyn  Union  Gas 


Othxb  Companies 

Kings  County  Lighting 

N.  Y;  dc  Richmond  Gas 

Brookljm  Borough  Gas 

§ueens  Borough  G.  ft  E . . . . 
ronz  Gas  ft  Electric 


Totol 
Grand  total... 


On  hand  at 

beginning 

of  year 


12,867 

81.360 
19.160 
16,330 


4.410 


133.145 


133,140 


2.860 

186,702 

35,756 


225.318 


32.483 


257.801 


306.255 

392.053 

146.434 
11.355 
28,628 
80.498 


074.223 


566,039 


70.297 

U315.809 

"40.000 


426.196 


Boujsht 
during 
year* 


317,780 


204,252 


42.924 
8.447 


Made 

during 

year 


12.468 
4,257.844 

629.393 


Used 
under 
boikn 


573.403 


395 


573,798 


»•  1 263,967  J 


4.899.705 


4.899.706 


10.288 

3.797.956 

502,276 


4,310,520 


4,310.520 


5,244.616 
"1263.967J 
5.030,238 
»»  3.670,347 
2.211.383 
1.644.762 
1,597,688 


82.239 

421.200 

21.425 

120.523 

28.786 
10,447 


684,680 


684.680 


19.399,034 


1.066,458i 


10.316.519 


635.006 

253,773 

329,523 

94,402 

»•  266.007 


1.478.801 


31.194.354 


2.180.350 

}    1.068.763 

»  2. 146.303 

1.379.781 

287.740 

1.088.106 


8.151.133 


9,826.637 


597.596 


85.915 
244.056 


927,567 


18.905.337 


Note. —  Companies  omitted  under  any  kind  of  material  report  none. 

*  All  bought  from  associated  companies  except  as  noted. 
1  Used  under  coal-gas  retorts. 

*  Residual  expense,  $106.44. 

*  Sold  to  associated  companies. 

*  Residual  expense,  $81,820.69. 

*  Expense,  labor  and  cartage,  $708.70. 

*  Reeidual  expense,  $12,904.34. 
'  Breese  only. 

*  Bought  of  other  than  associated  companies;  expense,  labor  and  cartage,  $17.66. 

*  Residual  ^xpense,  $3,774.97. 

!•  Included  in  quantity  of  water-gas  tar  here  entered  as  manufactured  and  used  under  it»  boilert 
by  the  New  Amsterdam  is  263,967  gallons  (estimated)  resulting  from  the  enriching  of  the  Astoria's 
gas  by^the  New  Amsterdam.  The  value  of  this  tor  ($5,279.8^ was  credited  by  Uie  New  Amster- 
dam to  the  Astoria  in  rendering  its  bill.    See  note  6,  Division  B. 

u  Residual  expense,  $474.85. 

»  Rondual  expense,  $36.83. 
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certein  reakliMla,  19x6:    (C)  Coke  and  tar 


Used  in 
ceneratora 
(ornnder 
retorta) 

Used 

elae- 

where 

Sold  daring 

year  (to  the 

public 

except  as 

specified) 

On  hand 
at  close 
of  year 

Cost  or  Residualb 
Bought* 

RXCEIYBD  FOB  RbBIDU- 

ALS  Sold 

Total 

Per 

unit 
(cents) 

ToUl 

Per 

unit 
(cents) 

/     182.580 
;     « 13,765 
;  1.219.518 

1      58,315 

}    157.635 
4.681 

1      12.513 
1.010 

4,069 

/    1.224.622 

\     *  642,212 

30 

165.703 

1.247 

1      96.089 

1.686 

10,430 

2.474 
2,410 

$46,324  28 

14.58 

> $1,146  89 

/« 240. 605  43 

\««  98,427  56 

4  76 

•42.996  11 

23.08 
19.65 

1  '578,877 

195.690 

/    270.011 

I    165.534 

10.654 

•31.947  17 

15.64 

15.33 
16.87 

25.95 

3,862  59 
1,140  27 

8.98 
13.60 

2.536.538 

4 

234.154 

2,037,536 

113,345 

$83,264  31 

14.52 

$383,270  75 

18.81 

80 

315 

•  119  49 

30.26 

/ 

2.536.542 

234.234 

2.037.536 

113.660 

$83,383  80 

14.53 

$383,270  75 

18.81 

50 

200 

3,514.266 

506.708 

12.898 

470,392 

31.324 

$5  60 

106.698  83 
15,321  22 

2.75 

3.04 

3.02 

50 

4.021,174 
32.483 

514,614 

$122,025  55 
812  07 

3.03 

2.50 

50 

4.053.657 

614,614 

$122,837  62 

3.03 

2.980.093 

/  »[263,969] 

\    4.205.844 

1.525.863 

802.662 

1,323,358 

503.346 

390.428 

}    146,724 

144.615 
40,395 
62,292 
95,644 

• 

•$86,280  07 

/"  [6,279  35l( 

\    118,082  23 

"37,269  26 

» 23.420  13 

1*38.480  36 

14,709  88 

2.90 

960 



>«2.00] 

w  $6,279  35 

"2.00 

2.81 
2.44 

2.92 

2.91 

2.92 

960 

11.341.066 

880.098 

$6,279  35 

2.00 

$318,241  93 

2.81 

100 

526,771 

630,050 

$16,774  13 

3.00 

1.200 

550,154 

300.809 

150 

21.951 

6,597 
19,518 
68.714 

8,337 

u$60  00 

»•  14,111  f6 

» 9.026  32 

8  60 

B838  66 

5.00 

2.57 

3.00 

5.67 

3.82 

874.264 

103.166 

$24,045  34 

2.75 

1.060 

«•  12.741,101 

1.513.314 

$6,279  35 

2.00 

w  $358,061  40 

2.81 

>*  Rendual  expense.  $817.22. 

**  Residoal  expense.  $20.60. 

1*  Includes  correction  of  229,843  gallons  from  amount  reported  at  close  of  1015  due  to  inventory 
adjustment. 

»  Residual  expense.  $297.41.  Figure  entered  in  table  is  amount  at  which  residuals  were  taken 
into  Materials  and  aum>liet  account ;  the  amount  credited  to  Revenues  for  coal  and  water-gas  tar 
Mien  combined  was  $16,014.86. 

n  •*  The  amounts  shown  on  hand  at  first  of  year  were  placed  on  our  books  in  February,  1916, 
tfter  an  inventory,  although  not  shown  on  last  year's  report.  These  residuals  were  produced 
prior  to  1916." 

"  Residual  expense,  $394.05. 

!•  Company  does  not  report  amount  bought  or  made.  Figure  tabulated  here  is  the  amount 
rsported  as  used  and  sold.  '^       »  -^ 

•*  In  addition,  the  N.  Y.  A  Queens  reports  sales  of  an  unknown  quantity  for  $36.00.  See  also 
notes  16  and  21. 

a  Reridual  expense,  $349.40. 
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TABLE  nv,   GAS  APPUAIfCBS  USED  BT  COIfSUMBILS,  1916:    (A)  Nomber  owned  b7 

Sales  and  rented  oat,  with  duinget  during  the  year,  and  number  aold  by  compasies,  n 
•naolidated  systom 


or  the 


Company  aito  Kind  or  Applxanck 


RANQice 

Consolidated  Gas 

Astoria  L.,  H.  AP 

Now  Amsterdam  Gas . . . 

Central  Union  Gas 

Standard  Gas  Light 

N.  Y.  Mutual  Gas  Light. 
Northern  Union  Gas .... 
N.  Y.  A  Queens  Gas 


Total. 


COOKSBB 

Consolidated  Gas 

New  Amsterdam  Gas 

Central  Union  Gas 

Standard  Gas  light 

N.  Y.  Mutual  Gas  Light. 
Northern  Union  Gas .... 
N.  Y.  6c  Queens  Gas .... 


Total. 


Watsr  Hkatbbs 

Consolidated  Gas 

New  Amsterdam  Gas 

Central  Union  Gas 

Standard  Gas  Light , 

N.  Y.  Mutual  Gas  Light. . . , 

Northern  Union  Gas 

N.  Y.  &  Queens  Gas 


Total. 


Broilkbs 

Consolidated  Gas 

New  Amsterdam  Gas. . . . 

Central  Union  Gas 

Standard  Gas  Light 

N.  Y.  Mutual  Gas  Light. 
Northern  Union  Gas .... 


Total 


OVTOB 

Consolidated  Gas 

New  Amsterdam  Gas. . . . 

Central  Union  Gas 

Standard  Gas  Light 

N.  Y.  Mutual  Gas  Light. 
Northern  Union  Gas .... 


Total. 


NVMBBS  OWNSD  BT  COMPANT  AND 
ReNTXD  to  CONStnCBRB 


Installed 

on  oonr 

sumers' 

premises 

during 

year 


17,459 
2 
6.036 
G,035 
4.759 
2.019 
6.009 
149 


42.06S 


33.043 
7.960 
6.449 
4.891 

567 
1.127 

936 


64.963 


378 


378 


603 
93 
61 


29 
124 


910 


164 
24 

4 


21 
6 


218 


Removed 
from  con- 
sumers' 
preniises 
during 
year 


11.778 

2 

2.828 

3.975 

0.  vUo 

865 

1.693 

60 


25.109 


Net 
increase 


5.681 


2.208 
2.060 
861 
1.164 
4.916 
89 


16.959 


32.831 
8.357 
6.676 
5.148 
2.210 
1.924 
601 


67.647 


212 
D397 
D227 
D257 
D  1.653 
D797 

435 


Connected 
at  elo0e 
of  year 


1 117.323 

2 

14.452 

42.021 

13.605 

3.841 

36.320 

366 


227.930 


D  2.684 


Dl 


1 
117 


119 


301 

67 

319 


9 
281 


Dl 
261 


259 


110.308 

24.371 

14,593 

13.703 

5.106 

6.654 

2.919 


177.656 


6 


30 
1.364 


1.400 


977 


133 

22 

8 


15 
5 


183 


302 

26 

D258 

""20 
D167 


D67 


31 

2 

D4 


6 


35 


U.683 

230 

1,974 

si 

786 


4.624 


»278 
46 
11 


43 
14 


392 


NorB.--C3mpaniM  omitted  under  any  kind  of  appliance  report  no  such  applUnoe. 
I  In  1915  this  figure  erroneously  included  broilers,  ovend  aSi  other  awkmz  and  i 


Number 

sold 
diuins 


3.543 

"467 

1.209 

207 

92 

916 

166 


6.640 


4.839 

132 

1.646 

272 

70 

102 

48 


7.108 


2.374 
550 
565 
258 
129 
496 
79 


4.451 


148 
6 
1 
9 


I 


165 


72 
9 
7 
7 


95 


plianoee. 
*  Incorrectly  included  under  ranges  in  1915. 


domestic  ap- 
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GA3MPPUMXCMSJXSKDWiCOHSaMnS.t9t6:    (A)  Hi 

tk«  yaw,  MM  aaaiber  mU  bf 


•d  bw  com- 
as, for  tiho 


Cmioo&lAied  Gaa 
New  Amoterdam  Gao 
Central  Union  Gaa. . . 
Staadard  Gaa  Licht 
N.  Y.  MoUmI  Gaa  1 
Northiera  Umon  Gaa 
N.  Y.  A  Qiaaena  Gaa 


NCIIBBI  OWITKD  BT  COMTAJfT  AlfD 

RsmncD  to  Comi 


Total. 


Ceotral  Ufiion  Gaa 
StandaidGaaUe^t. 
Notthem  Umon  Uas 
N.Y.  AQoeenaGaa 


from 

HUB 

daring 


Total. 


laAUMDar  Srovsa 

CoiMlidated  Gaa 

New  Amaterdam  Gaa 

Geotnl  Union  Gaa , 

Standaid  Gaa  lii^t 

N.  Y.  Mutual  Gaa  Light . . . . 

Nortliaii  Unkm  Gaa 

N.  Y,  A  Qneena  Gaa 


£22 
»757 


3.505 


Net 


344 
«03 


53 


4.784 


Total. 


8tot] 


TAXMJom 

CoDsolidAted  Gaa 

Nev  Amaterdam  Gaa. . . . 

Gentnl  Union  Gaa 

N.  Y.  Mutoal  Gaa  Light. 
Northern  Union  Gaa. . .  ■ 


460 


Connected 
at 

of 


178 


3.452 


4.324 


«2,539 
>033 


•4.568 


Total 

OfBn  Imdytbtriai.  ApFLiAjrcn 


New  Amaterdam  Gaa 

Cential  Union  Gaa 

Standaid  Gaa  Light 

N.  Y.  Mutual  Gaa  IJght. 
Northern  Union  Gaa.  . . . 
N.  Y.  A  Queena  Gaa 


Total. 


39 

isi 


170 


32 
56 


82 


8.040 


7 

si 


74 


(«) 


254 


88 


328 


Number 

aoU 
daring 


13.253 
1.796 
1.713 
972 
860 
673 
136 


19.412 


26.256 

•2.289 

7  242 

154 

1.720 

404 


31.005 


583 
53 
48 

485 
18 
32 
23 


1.242 


256 
20 
92 
14 
11 


393 


3.133 

•607 

»•  7.555 

"972 

"1.123 

38 

4 


13.432 


*Inoorteetly  Inehided  under  rangea  m  1915. 

•  Hot  iilKtea,  15;  mMoailaneoua.  742. 
« Hot  plataa,  14;  miaoellaneous,  49. 

•  Hot  platea,  67;  miaoelhmeoaa.  876. 

•  Hot  plataa,  884;  miaedlaneoua,  1,905. 
'  Hot  iJatea. 

•  In  1915  theae  fignrea  ireie  tabulated  aa  Other  industrial  appliancea 

•  Indudea  327  bunma.  „ 

1*  Other  induatrial  appliaiices,  265;  mMoeDaneous,  7.290. 

u  Miaeeilaneoua. 

»lneladaa3 
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Public  Service  Commission  —  First  District 


TABLB  ZXn.    Variation  of  outpat  and  of  load,  19x6:    (B)  Moodily 


Itbm 


January: 

Peak  load 

Day  of  month 

Time  of  day,  P.  M . 
February: 

Peak  load 

Day  of  month 

Time  of  day,  P.  M . 
March: 

Peak  load 

Day  of  month 

Time  of  day,  P.  M . 
April: 

Peak  load 

Day  of  month 

Time  of  day,  P.  M . 
May: 

Peak  load 

Day  of  month 

Time  of  day,  P.  M . 
June: 

Peak  load 

Day  of  month 

Time  of  day,  P.  M . 
July: 

Peak  load 

Day  of  month 

Time  of  day,  P.  M . 
August: 

Peak  load 

Day  of  monUi 

Timeof  day,  P.  M.>. 
September: 

Peak  load 

Day  of  month , 

Time  of  day,  P.  M . . 
October: 

Peak  load 

Day  of  month 

Time  of  day,  P.  M . . 
November: 

Peak  load 

Day  of  month 

Time  of  day,  P.  M . . 
December: 

Peak  load 

Day  of  month 

Time  of  day,  P.  M . . 


Nbw  Yobk  E018ON 


Waterside 


««  A  •• 


89.000 

11 

5  to  6:90 

82.000 

24 

5  to  5:90 

85.400 

15 

3:30  to  4 

68.750 
26 

4  to  4:30 

60.450 
16 

5  to  5:30 

56.975 

21 

5  to  5:30 

57.800 
13 

4  to  4:30 

53.500 

22 

>  9:30  to  10 

68,300 

15 

4:30  to  5 

83.600 

31 

5:30  to  6 

07.025 
28 

5  to  5:30 


102.200 
18 
I  5  to  5:30 


Year: 


Peak  load 

Day  of  month .... 
Time  of  day,  P.  M 


102,200 

Dec.  18 

5  to  5:30 


Waterside 
"B" 


101.450 

20 

5  to  5:30 

102.900 

8 

5:30  to  6 

85.500 

6 

5:30  to  6 

78.000 

4 

6:30  to  7 

69.400 

17 

2  to  2:30 

67.050 

3 

7:30  to  8 

70,550 
13 

4  to  4:30 

68.400 

8 

4:30  to  5 

76,300 

15 

4:30  to  5 

99.000 
25 

5  to  5:30 

108,050 

27 

5  to  5:30 

116,200 

14 

5  to  5:30 


116.200 

Deo.  14 

5  to  5:30 


Duane 
street 


1.984 

27 

5  to  5:30 

6.533 

21 

5  to  5:30 


6.533 

Dea21 

5  to  5:30 


•* 


I  Reported  as  "  27  days, 
s  Reported  as  '*  24  days." 
•  Reported  as  "  23  days." 


Total  for 
company 


188,850 

12 

5  to  5:30 

170,850 

2 

5  to  5:30 

160.850 

22 

5  to  5:30 

144,150 

26 

3:30  to  4 

126.750 

16 

5  to  5:30 

122,025 

21 

5  to  5:30 

128.350 
13 

4  to  4:30 

119,700 

23 

4:30  to  5 

144.600 

15 

4:30  to  5 

181,100 

31 

5:30  to  6 

206,073 
28 

5  to  5:30 

221,031 

20 

5  to  5:30 


221.031 

Dee.  20 

5  to  5:90 
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peak  load  (kw.)  «f  each  ftatton,  with  date  and  time  of  day 


United 

N.  Y.  k 

Queene 

Elect. 

L.  AP. 

Bdison  Elkctbic 
Illg.  (Bbookltn) 

Richmond 
Lif ht  & 
Railroad 

FlatbuBh 
Gas 

Queens 
Borough 
G.  AE. 

Bronx 

JSiec«> 
L.ftP. 

QoM 

66th 

Gas  A 
Electric 

itreet 

street 

48.160 

29 

6:30  to  7 

6.760 

3 

4:45 

50.000 

4.5 

5:30 

9.500 

10 

5:00 

5.240 

14 

6to7 

2,726 

8 

7:30 

1.430 

4 

6:46 

840 

6 

6:30 

54.380 

19 

6  to  6:30 

6.550 

28 

7:40 

47,000 

2 

6:00 

9,000 

11 

6:00 

5,260 

3 

6  to  7 

2,705 

6 

7:30 

1,375 

19 

6:45 

705 

5 

7:30 

51.350 

30 

7  to  7:30 

41.500 

18 

8:00 

6,000 

(») 
7  to  8:30 

5,260 

6 

6to7 

2,676 

26 

7:30 

1,425 
25 

7:30 

710 

11 

8:00 

49.390 
7:30  to  8 

41.000 

1,8 

8:00 

6.000 

(«) 
8:00 

4. 690 

4 

6  to  7 

2.722 

8 

8:00 

1,500 

29 

7:45 

775 

29 

8:30 

49.600 

27 

8  to  8:30 

44,000 

20,27 

8:30 

6.000 

(•) 
8  to  8:30  - 

6.200 

30 

6to7 

2,774 

23 

8:00 

2.050 

30 

8:15 

090 

21 

9:00 

49.770 

3 

8  to  8:30 

45.000 

24 

9:00 

9.000 

6,110 

18 

6to7 

2,816 

3 

8:00 

2.050 

24 

8:30 

1.035 

24 

0:30 

47.150 

8 

8-30  to  9 

43.200 

1.8 

8:30 

8.000 

6,6,7 

8:30 

6,130 

4 

6  to  7 

2,478 

6 

8:30 

3.230 

22 

8:15 

1.125 

16 

9:00 

47.400 

17 

7:30  to  8 

42,000 

26 

8.-00 

6.000 

w 

8  to  8:30 

5,300 

20 

6to7 

2.414 

19 

8:30 

3.303 

26 

7:46 

1.070 

10 

8:00 

47.060 
7  to  7:30 

44,000 

9 

8:00 

6.000 

(•) 
6:30  to  8 

5,000 

3 

6  to  7 

2,824 

3'J 

6:30 

3,410 

2 

7:45 

990 

3 

8:00 

*50.600 

26 

6to6-.30 

3,400 

26 

5:05 

50.000 

31 

5:30 

8,500 

30 

6:30 

4,700 

23 

6  to  7 

3.101 

14 

7:00 

2,016 

2 

7:30 

790 

7 

8:00 

50.850 

24 

6  to  6:30 

4,825 

3 

4:03 

56,000 

15 

5:15 

12,600 

23  to  28 

6.-00 

6,236 

16 

6to7 

3,128 

18 

6:00 

1,675 

4 

6:00 

825 

28 

6:00 

51.700 
15 

5:30  to  6 

.     4,800 

18 

4:55 

54,600 

19 

5:30 

12.700 

10 

6:30 

5,670 

18 

6  to  7 

3,210 

30 

7:30 

1*570 

23 

6:00 

810 

23 

6:00 

54.380 

Feb.  19 

6  to  6:30 

6,750 

Jan.  3 

4:45 

56,900 

Nov.  15 

5:15 

12.700 

Deo.  10 

6:30 

6,670 

Dec.  18 

6to7 

3,210 

Dec.  30 

7:30 

3,410 

Sept.  2 

7:45 

1,125 

July  15 

9:00 

•Reported  as  *'  25  days.'* 

•  A  M.  for  Waterside  "A"  staUon  of  the  New  York  Edison. 

•  Reported  aa  "  26  days." 
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TABLB  ^OmL    SOURCB  AKD  DlSPOSmOlf  OF  ELBCTUC 


Itmmb 


Qencrated:   Gro« 

Ufed  at  genentiog  statioiu. 


Net  ootpiit. 


Purdutfed'at: 

Sdlcr's  ffwitohbottrd  Oag^  tension) 

Reqxmdent's  sabetationB  (high  tenaon). 
Meten  of  reoraodent's  oonauinen  (low  tenaon) . 


•   ■    •   •    ■    a 


Total. 
Total  available. 


Uied: 

In  reqxmdent's  subitatiotts  (low  tension) , 
In  respondent's  offices,  etc.  (low  tension) . 


COMBOUDATmO  818RM 


New  York  Edison 


1630.003,893 
«6.002.420 


> 629,401 .473 


A.C. 

Ale.' 


65,025.100 
"2^537,834 


67,563.033 


686.064,506 


United  Electric 
L.&P. 


A.C. 
A.C. 


227.748.000 
7.456.574 


A.C.     220.291.426 


A.C. 

b.cV 


N.Y.* 

Qucwiw 

Elect. 

L.ftP. 


A.C.  4.074,625 
A.C.       68.600 


A.C.  4.006.019 


9.922.240 
'4.'d32.'756 


A.C.  33.005.200 


13.954.996 


Total. 


Lost,  unaccounted  for.  etc.: 

In  transmisrion,  convernon,  transfonnatiim . 
In  distribution,  etc 


Total. 


Sold:' 

At  renpondent's  switchboard  to  — 

Eleotrical  corporations  (high  tension) 

Railways  (high  tension) 

Munidpahty  for  street  lifting  (high  tenaon) 
Municipality  for  other  purposes  (high  tension) 
Respondent  sprivate  consumers  (high  tension) . 
At  substations  of — 

Other  deetrioal  corporations  (hish  trasion). . 
Consumsrs  of  other  companies  (high  tenaon) 

Railways  (high  tension) 

Respondent,  to  rsilways 


•4.082,031 
3,832,814 


"7,414.845 


42,346,154 
95,369,155 


137.715.309 


A.C.        9.667,050 
A.C.     101,517,850 


A.C. 

A.C. 
A.C. 
A.C. 


Respondait.  for  street  lighting  { {JSJS)^ 

Respondettt^  for  other  municipal  puipoeeB 
(hi^  tenaon) 


Respondent's   private   con- ( (high  tenaon) 


.  ,(lowtenaon ). 
At  meters  of— 

Other  companies^  consumers  (low  tension) .... 

Railways  (low  tenaon) 

Municipal  buildings,  etc.  Oow  tension) 


Respondent's  private  consumers  Oow  tenaon) 
Total  sold 


Whereof  scid  to— 

Other  electrical  corporations 

Railways 

The  munidpality  for  street  lifting . 
The  municipality  for  other  purpoees. 
Private  consumers 


M 1.006.329 
20,394,573 

6,804,800 
2,167.319 
1.756.300 


"17.900,847 


234.246.422 


A.C. 
A.C. 


535.981 
561.336 


1,097,317 


A.C. 
A.C. 


18.476.483 
9.744.596 


28,221,079 


•33.006.200 


37.011.219 


|a.C.  681, 


510 


681.510 


1.909,304 
4.807,106 


6.806.502 


A.C.       53,832,699 


A.C.       56,084.200 
A.C.  "»39;977iii4 


A.C.         2,029.223 


A.C  2.102.180 


D.C.  "  289,460 
A.C.  7.078.816 


»4.056.522 

"8i565i348 

7.897,051 

340.101,863 


(A.C.  27|897|051 
ID.C. 


541.834,352 


22.695.191 

103.274.150 

•17.900,847 

•19,570,677 

888,393,487 


A.C.  4.069,929 
A.C.  « 114.810 


A.C. 
A.C.' 


2.537.834 


1.002,783 

43.329,237 

4.032.756 


204.028.026 


112.454.733 

39.9n.ll4 

2.029.223 

1.002.783 

49.464.173 


A.C.  7,087 
A.C.  826.820 
17.636,285 


29.623.207 


V  296.547 

7.078.816 

S26.820 

21,821.024 


divittops  show  points  of  measurement.  •  Beepondent  has  failed  to  take  into  account  57.000  kw. 
hrs.  of  high  tension  A.C.  purchased  from  the  New  York  Edison.  •  Inoludee  current  used  at 
DuMie  Street  staUon  and  other  generating  sUtions  that  are  held  in  reserve.  "  Current  used  in 
JfSSftS"  "  ?/^*Sy  "^^J^^  i^  **^®  amount  shown  as  lost.  etc.  "  A.C.  604.038:    D.C, 

x)n2i'!Si  •»  ."  ^  i*»M»*.?20.327  represents  transmission  loss.  "Pumiahed  to  Staten  Island 
Sl2f^#  1  nrtSS^**  2^'^A  "^IJ^^^  »P<>"?*  *>««»J5  credited  to  operaUng  expenses.  »*  Com- 
K2!SuJ^12i:*^J'SJ'Sv?-^u*''^*^'^  ^r.-  ^-  A-^-  'umished  freito  the  city  to  meet  franchise 
requirements,  and  898.676  kw.  hrs.  A.C.  for  high  pressure  fire  service.        »  High  tanaioiiu         "  Low 
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CmtRBHT,  1916  (Rl0etrie-«nergy  ftceoimt  in  kw.  Im.) 


E(fiionEleet. 

mbhmoiid 
IightAR.R. 

Fbtbiuh 
Gm 

QcneiiB 

g.aX 

(An  AC.) 

Bronx 

G«8A 

Eleotrio 
(AUAC.) 

TVitel 

GnmdtoUl 

867.016.618 
14.217,600 

A.G.     238.910.200 
D.a        5.457.700 

<21.361.509 
AC       2.258.471 

>8.806,297 
•1,469,819 

6.181.880 
280.781 

3.134.100 
792.280 

1.146.310.604 
24.476.661 

853,606.918 

A.C.     233.452.600 

M9.103.038 

•7.336.478 

5.901,099 

2.341,820 

1.121.833.863 

04.947.439 

64.047.439 

33.005,200 

6,570,600 

S3.O06.20O 

6.570.500 

104.628.329 

104,623,229 

968,223.147 

233.452.600 

19,103,038 

7.336.478 

5,901,099 

2.341,820 

1.^6.367.082 

(A.C+D.C.202.460 
t  A.C+D.C^75.105 

(10) 

A.C.         135.809 

• 

}     ]0^,066.060 

9,103.672 

345.715 

52,903 

61.295 

9,198.672 

8n.666 

135,800 

346.716 

62,003 

61.296 

10.666.969 

62.732.031 
110.010.850 

U20,235.369 
25,028.088 

|aC.»2.456.588 

AC.  1.222.874 

1.714.926 

264.254 

223.656.87g 

172,742,890 

45.264.347 

2,456.688 

1.222.874 

1,714.926 

254.254 

223.666.879 

63,499.749 

63.499.749 

107.004.637 

2.437.603 

1.006.329 

20.440.273 

62.888.600 
2.167,319 
1,756,300 

47.237.437 

101.617,860 

• 

AX;.  u  6.486. 687 

A.C.  1.2  26.315 

1.211.378 

1.006.329 

20.894.673 

A.C.             45.700 

62.888.600 

2,167.310 

1,756,300 

40.266.674 

AC.      ui. 774, 066 

»8.079.609 

AC.         1.647.667 
AC.       41.648.968 

A.C.  "5.106.263 
AC.  »1.772,816 

7,078.816 

8.861.631 
30.086.609 

1  547.667 

19.030.070 

1.176.440 

6.172.100 

47.821,077 
114.810 

114.810 

5.604.356 

6.694,366 

7.087 

7.087 

9,804,961 

88.882.673 

344.134.619 

M2,264,730 
39.991.263 
91,068.571 

A.C.         421,082 

3.582.446 

60.440 

A.C.      166.975 
4.376.699 

104.037 
2.851.898 

19,060 
796,843 

12.871.625 
140,469.616 
436.243.639 

770.285,686 

187.310.688 

» 16,510.641 

6.767.889 

4.133.270 

2,026.271 

•992,034.244 

135.149.924 

136.149.924 

148.647.811 

1.774,600 

8.979,009 

8.812.387 

172.744.502 

"10.682.060 

w 1.772,815 

421.982 

8.632,894 

"166.006.36] 

27.006.886 

10.000.380 

450.678.684 

1,226.315 

166.976 

4.375.599 

» 1.176,440 

104.937 

2.861.893 

1.211.378 

10.050 

706.843 

41.374,933 

15.424.611 

644.079,415 

"Composed  of  61.002  kw.  hra.  (hish  tensioa)  fonuahed  to  Southfield  Beaoh  R.  R. 
and  5»135»361  (hicb  tension)  uaed  by  railroaa  departmeat  of  respondent,  the  oost  thereof  being 
credited  to  operating  expenses.  "  Inolttles  80.675  kw.  hrs.  supplied  free  of  charge  to  the  city 
to  meet  franchise  requirementa.  i*A.C..  4.609.408;  D.O.,  13.2912439.  mA.C,  2.879.804; 
D.C.,  6/K»9.205.  «  Sold  to  U.  8.  Qoremment  <*  A.  C.  23.766;  DC.  4.032.766.  "  AC. 
81i.tt35;  D.C..  7,750.713.  "AC.  912.279;  D.O..  1.352.451.  "Inoludes  10,682.950  kw. 
hn.,  the  oost  of  which  U  not  oredited  to  revenue.  See  notes  13  and  17.  *t  Includes  7.087  kw. 
his.  wBmiisd  to  Long  Island  Railroad,  under  regular  retail  rates,  for  lighting  stations.  *•  See 
notes  13  and  17.  **  Includes  66.545  kw.  hrs.  furnished  to  the  oity  free  of  charge  to  meet 
franahfae  requirements.  "Includes  a  small  quantity  supplied  to  private  street  lamps, 
ilnoludes  106,754  kw.  hrs.  furnished  free  of  charge  to  the  city  to  meet  franchise  requirements. 
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TABLB 


BMPLOTBBS  AND  WAOBS  ~  BMPLOTBBS  IN  THB  VARIOUS 


Managers 

superin- 
tendents 

Technical 

and 
scientific 

staff! 

COXPJLNT 

CABHIXRS  and 
BOOKXXBPBBS 

■ 

Men 

WODMB 

Gas  C0MPANIK8 
ConwlidaUd  ty^em 
Consolidated  Qaa 

*59 
9 
13 
8 
8 
8 
7 
4 

•79 
5 

112 
8 

«120 
•2 
36 
25 
19 
18 
16 
5 

AfltoriA  L..  H.  ft  P 

M  A^  A  nuatArrlflin  Ofta 

Central  Union  Gas 

Rtandar<l  Oa*  I^»ii[ht. 

N.  Y.  Mutual  Gas  Liaht 

Northern  Union  Gas 

N.  Y.  A  Queens  Gas 

1 

Total 

116 

94 

241 

1 

Brooklyn  Union  tytUm 
Brooklyn  Union  Gas 

52 
2 
3 

52 

149 
15 
11 

Newtown  Gas 

Jamaica  Gas  Lin^t  *■ , . . . , 

Total " 

57 

52 

175 

Other  oa»  eompaniea 
Kinn  rionnty  T.'ishtinff 

2 
2 
2 

9 

i 

11 

4 
1 

N.  Y.  A  Richmond  Gas 

Brooklyn  Boroush  Gas , 

1 

Total 

6 

10  j 

16 

1 

OAa-ELECTSXCAL  COMPANXSa 

Flatbush  Gas  »• 

4 
2 

1 

5 

19 

15 

9 

Queens  Borouizh  G.  A  E 

3 

F  n>n<  G|»«  A  Klefitric ,  , 

Total 

7 

5 

43 

3 

Opbrating  Elbctrical  Companies 
New  York  Edison 

189 

3 

13 

35 

N.  R. 

78 
18 
23 
36 

1 

147 
31 
19 
33 

4 

United  Electric  L.  A  P 

N.  Y.  A  Queens  Elect.  L.  A  P 

3 

Edison  Elect.  lUg.  (Bklyn) 

5 

Ri<«hmond  I'iffht  A  H.  R 

1 

Total 

240 

156 

234 

9 

Total,  operating  light  and  power  companies 

426 

317 

709 

14 

Conduit  Companies 
Consol.  Tel.  A  El.  Subway 

»3 

1 

17 
16 

2 

2 

Emoite  City  Subway 

Total 

4 

83 

4 

Grand  total 

430 

17  850 

713 

14 

Note. —  The  returns  of  the  Standard  Gas  are  for  the  first  weak  of  December. 

*  Engineers,  chemists,  lawyers,  physicians,  etc.  *  Includes  "  superintendents'  assistants." 
•Draughtsmen,  28;  engineers,  31;  chemists,  13;  attorneys,  5;  physicians,  2.  *  Includes  2  pay- 
masters. *  Includes  3  private  secretaries.  *  Includes  2  private  secretaries.  '  One  pur- 
ohasing  agent  and  1  assistant;  4  investigators;  10  telephone  operators  and  44  **  other  derieal-" 
•  Telephone  operators,  19,  and  "other  clerical."  7.        *  Includes  one  paymaster.         **  Purchasing 
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OCCUPATIONS,  FOR  THB  SECOND  WBBK  OF  DBCBMBBS,  1916,  BT  COMPANIES 

CUBHXCAL  EmPLOTSBS 


CXXBK8  AND 

STBNOaRAraBBB 
AND  TTPZVn 

Col- 
leotore 

and 

meter 

readers, 

men 

CAKVA88BRS  AND 
DBMONSTRATOBS 

OTBSB  CLBBXCAL 

Men 

Women 

Men 

Women 

Men 

Women 

Men 

Women 

Total 

390 
28 
61 
59 

ao 

28 

19 

3 

6 

7 

5 
10 

4 

2 

•24 

1 
1 

•24 

4 

5 
4 
2 
2 
2 

148 

■     "53 
40 
30 
28 
28 
6 

'"'i3 

2 

13 

3 

4 
2 
2 
2 

'60 

»•! 

2 

6 

9 
2 

•26 

9 

4 

820 

32 

176 

160 

106 

88 

80 

21 

627 

34 

26 

43 

351 

15 

26 

8b 

39 

1,483 

200 

1 

15 

12 

1 
3 

23 
1 

2 

208 
21 
16 

13 

4 
2 

8 

i 

173 

26 

2 

18 

815 
69 
50 

225 

16 

24 

2 

245 

19 

9 

201 

18 

934 

7 

5 

12 

*  "is 

1 

2 

2 

18 

9 

13 

6 

10 
6 
2 

3 

56 
26 
44 

24 

13 

1 

4 

40 

6 

18 

3 

126 

18 

13 

3 

2 
2 

5 

i 

• 

4 

22 
10 

6 

4 

1 

i 

34 

1 
1 

1 
4 

2 

101 
56 
23 

34 

4 

6 

4 

37 

5 

1 

36 

7 

180 

805 
136 

17 
374 

11 

143 
53 

""76 
7 

68 
3 
2 

16 
3 

203 
25 
29 
33 

4 

140 
30 

18 
50 

7 

182 
18 

2 

1 

18 

382 

32 

79 

31 

7 

87 
13 
24 
11 
3 

2.255 

341 

191 

638 

48 

1,433 

278 

81 

294 

254 

203 

18 

531 

138 

3,473 

2.343 

345 

138 

347 

927 

248 

54 

866 

205 

6.196 

52 

■«>*,•« 

3 
2 

:::::: 

3 

39 

i 

60 
44 

52 

5 



42 

1 

104 

2,305 

345 

143 

1        347 

927 

24S 

54 

90S 

206 

"6.300 

acentw  ^  Draughtsmen.  *•  None  reported.  Evidently  these  functions  are  performed  by 
employees  of  other  companies  of  the  system.  "  Combined  pajrrolls  of  the  Jamaica,  Richmond 
ffiu  aiid  Woodhaven  companies.  ^* Exclusive  of  FlatbusK  Gas.  "Belongs  to  Brooklyn 
Union  system.  ^  Returned  re8X>eGtiveIy  as  "  chief  clerk,"  "  general  foreman  "  and  "  operating 
inqieetor."  "  Diaorepaney  of  2  with  tables  XXXII  and  XXXlII  due  to  necessary  inclusion  of 
2  oQgineerB  of  the  Astoria  with  clerioal  employees  in  those  tables. 
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W«»- 

OOWAST 

m 

,.S~ 

fflarJ 

5=? 

n 

M 

ii 

29 

,i 

I 

8 

22 
27 

■1 
1 

1 

4 

ToUl 

1S3 

01 

87 

103 

It 

100 

'64 
»8 

64 

4 

>! 

1 

jiSSTGiTiiht-::::::::::::::::::.. 

Tofl" 

138 

73 

SO 

S2 

3 

a 

4 

11 
2 

! 

1 

^roMft*a«,;.-.:::::::::::::: 

ToUl 

20 

7 

B 

0 

Fl.thu^^i!?""'"'*^""™        . 

a 

"J! 

1 

3 

a 

§ron.cta3;i5=Sri":;;:::::::::::::: 

(n 

Total 

34 

IB 

IS 

ID 

Omb*™  E^oraiOAL  Coibakb. 

2S 

2 

83 
»7 

IW 

ToUl 

401 

229 

02 

21S 

311 

Total,  OpMktinc  1.  ud  p.  ODDKMAiM 

85S 

3S7 

■t 

263 

431 

lit 

125 

13 

080 

300 

3S3 

431 

a  the  sdicduls.  but  an  Mpantelr  rciiortid 


<l«ntly  tbflH  (uootioaa  u«  perforrovd  by  amployiwt — 

or  su-nuldiic  employeeg.  or  in  the  uu  oicha  BnHklrn  Bon 
Brou  Ou.  iindtr  "  Other  Duchuiics  "  or  "  0(li«r  unakilled."       -  riDumiBii.  iii  t 
nuwliiiie  DiaD,  12;  •miritn.  3;  hjrdniilio-DUiii  mui.  1;  fire  deuien,  33t  qoNiolMn,  0. 
DHD  uid  dr^Hntn,"        >  None  rq>ort*d.    Evldantty  thk  fiuulioD  ii  pHf>rin«d  by 
•ntarsd  in  liiun«(ii«taty  pmwdiai  ooluinu  or  uodcr  "  Other  m«ofakniea      or  ^'  Other  _ 

•  Inolodea  Sve  {dpcmea.        '  luoludea  16  "  eoipontion  inipaoton."        ■  Ingludaa  SO 

•  Tb>  2  part-time  ioduded  ara  praaumably  iolnC  employeea  iritb  the  '  ~    ' 


cia  iDoluded  In  Januin  adtry,  1  ii  preaiUQably  a . 
oiouM  IS  yaman.  Of  tlu  14  part-tlma  Ineluded  ia  tb 
amployaaa  with  the  Brooklyn  UnioD  or  Jamaio*,  eta 


-jployee  with  the  Nairtjjwn. 

r,  the  majcui^  ara  praaumably  iciiit 

Conbiaad  payralk  of  tha  Jamiioa, 
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•ccB]i«ti«B8,  for  the  second  week  of  December,  19x6,  by  comiMHiies  —  Continued 


XAJUnSBS 


Switch- 
board 

attend- 
ants 

Other 
power- 
nouae 
and 
inside 
men 
(elec- 
trical) 

Wiremen 
and 
other 
outside 
men 
(elec- 
trical) 

Gas 

stokers 

Gen- 
erator- 
runners 

(gas) 

Retort- 
house 
men 

Gov- 
ernor 
house- 
men 

Pipe 

fitters 

and 

calkers 

Drip- 
men  1 

2 

43 

(•) 
16 

(*) 
3 

22 

25 
16 
11 
11 
8 

2 

• 

5 
•151 

26 

6 

667 
17 
81 
80 
38 
43 

•30 
16 

16 

6 

1 
«7 

(•) 

2 

62 

05 

176 

24 

880 

20 

106 

71 

23 

«357 
"63 

"80 

20 

(») 

2 

106 

71 

23 

500 

22 

(?) 
(«) 
(*) 

»«16 
2 
2 

3 

21 

14 
14 

(*) 
(») 
(») 

10 

3 

40 

4 

(«) 

1 

0 

"7 

0 

"15 
10 
12 

(«) 
0 

3 

2 

4 

56 
13 
14 

2 

(») 
(») 

5 

25 

37 

5 

4 

83 

2 

15,5 

46 

31 

57 

3 

358 
"76 

17 
105 

21 

468 

«77 

"211 

202 

24 

14 
7 

2 

5 



202 

677 

082 

28 

290 

602 

1.010 

168 

100 

176 

54 

1,540 

53 

««6 

"55 

6 

55 

200 

602 

1,025 

168 

100 

176 

54 

1,506 

63 

Richmond  HiU  and  Woodhaven  oompaniee.  ^  Of  whom  0  are  part-time,  most  of  them  being 
presumsbly  joint  employees  with  the  Brooklyn  Union  or  Newtown.  >*  Includes  33  jrarners. 
S^  ^oB  42  part-time  included  in  the  entry,  the  majority  are  presumably  joint  employees  with  the 
JBrooklyn  Union  or  Newtown.  "Exclusive  of  Hatbush  Gas.  » Includes  11  "  gasmakers' 
papers."  IT  Belongs  to  Brooklyn  Union  system.  "  Includes  3  **  corporation  inspectors." 

mdudes  2  cable  spucers.  **  Lamp  inspector.  "  Includes   1   suo-station   attendant. 

Reported  simply  as  "  engineers  "  imdcr  Wage-earners.  "  Includes   6  auxiliary-apparatus 

operators  and  1  winder.  **  Includes  33  splicers.  *  Includes  4  boilermen.  »  Includes  66 
juiemen  and  81  linemen's  helpers.        *'  Includes  4  rock  foremen.         "  Includes  1  investigator. 

^^rill  runners.      'o"  Pipemen  and  bracers." 
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TABLE  XZX.    Bmidoyees  and  wages  —  Bmplof  eea  in  the  various 


Waoe- 

Ck»IPANT 

Meter 
testers 

and 
repair- 
ers 

Ma- 
diinists 

Blank- 
smiths 
and 
tin- 
smiths 

Car- 
penters 

Paint- 

ers^ 

Masons 
and 
brick- 
layers^ 

Gas  Companies 
Consolidated  aystem 

(«) 

7 

7 

13 

2 

2 

1 

i 

11 

•16 

•4 

7 

2 

2 

18 
5 
4 
3 
2 
3 
1 

11 
16 

4 

4 

5 

Astoria  L..  H.  ft  P 

14 

Naw  AmHt^^rdAiT)  Oas-  r .  -  t  -  r  t  - ,  -  -  r  -  -  - 

28 

8 

1 

1 

Central  Union  Gas - ,  t  t  .  -  -  -  t  -  - 

4 

RtjinHATvl  Gam  Tjiirht 

1 

N.  Y.  Mutual  Gas  Light 

Northern  Union  Ghs ,  , 

N.  Y.  &  Queens  Gas 

Total 

29 

33 

42 

36 

35 

25 

Brooklyn  Union  system 
Brooklyn  Union  Gas 

124 

15 

18 

19 
2 

36 

M4 

12 

Newtown  Gas 

Jamaica  Gas  Lijcht  *' 

Total « 

124 

15 

18 

21 

40 

12 

Other  o*u  companies 
KiniTR  Oountv  T-iKhtinir ,.,.,,.,, 

7 
2 

4 

1 

1 

1 

N.  Y.  &  Richmond  Gas 

Brooklyn  Borough  Gas 

Total 

13 

1 

1 

1 

Gas-Electrical  Companixs 
Flatbush  Gas  « 

M12 

5 

4 

3 
2 

3 
1 

1 

2 

Queens  Borough  G.  ft  E 

1 

Bronx  Gas  ft  Electric 

Total 

21 

5 

5 

2 

1 

Opebatinq  Electkical  Compakies 
New  York  Edison 

195 

34 

9 

54 

.4 

48 
26 

2 
17 

3 

6 
7 

2 

2 

16 
5 
2 

10 
6 

f 

United  Electric  L.  ft  P 

3 

N.  Y.  ft  Queens  Elect.  L.  ft  P 

1 

Edison  E  ect.  Illg.  (Bklyn) 

Richmond  Light  ft  R.  R 

3 

Total 

296 

96 

17 

39 

10 

7 

Total,  operating  1.  ft  p.  companies 

483 

150 

83 

101 

87 

46 

CoNDtTiT  Companies 
Consol.  Tel.  ft  El.  Subway 

i 

«7  6 

3 

»35 

Emnire  City  Subway 

C*) 

Total 

1 

9 

35 

Grand  total 

483 

151 

92 

101 

87 

81 

^  See  note  1  on  preceding  double*page.  *  See  note  12  on  first  double-page  of  this  table. 
'Cooks,  5;  roofers,  4;  boiler-maker,  1;  rodman,  1.  *  Includes  21  waiters  and  8  trimmers. 
'  Includes  9  "  iron  workers."  *  Dodge-carrier  operators,  17;  repairmen,  13;  meter  and  photo- 
meter men,  6;  roofers,  2;  captain  (of  vessel)  and  mate,  2.  '  Elevator  men,  5:  cyanogen  faetoiy, 
11;  switchmen,  3;  mess-hall  help,  4;  "  laborers,"  129;  "  helpers  "  33.  «  Tinsmiths.  2;  black- 
smith, 1;  ironworker,  1.  *  Stove  repairers,  12;  tar-pit  attendants,  2;  storekeepers,  2;  tim^ 
keeper,  1.  "  Stove  repairers.  "  Machine  men,  5;  harness  makers,  2.  "  Includea  4 
pipe  coverers.  "  Presumably  there  is  a  slight  amount  of  duplication.  See  footnotes  to  New- 
town and  Jamaica  entries.  ^*  Includes  2  part-time,  probably  joint  employees  with  other  Brook- 
lyn Union  system  companies.  "Of  the  8  part>-time  included,  the  majority  are  presumably 
joint  employees  with  other  Brooklyn  Union  system  companies.  **  Of  the  22  i>art-time  included, 
the  majority  are  presumably  joint  employees  with  other  Brooklyn  Union  system  compsiues. 
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occnpfttions,  for  the  second  week  of  December,  19x6,  by  compenies  —  Concluded 


ElBXEKS  — 

Concluded 

Super- 
annu- 
ated em- 
ployees 

Oilers 

and 

riggerai 

Chauf- 
feurs 
end 

Attend- 
ants 

Other 
me- 
chanics 

and 
skiUed 
work- 
men 

Teams- 
ters and 
stable- 
men 

Watch- 
men, 
janitors, 
porters, 

mes- 
sengers 

Other 
unskilled 

labor 
(includ- 
ing 
helpers) 

Total 

Grand 
total  — 
all  em- 
ployees 

26 
24 

68 

5 
10 
3 
2 
5 
3 

»11 
•40 
•17 

■■■io4 

12 
14 

62 
11 
16 

18 
13 

8 
2 

1 

267 
23 
18 
22 

8 
10 

8 

1 

•653 

M85 

193 

138 

58 

51 

30 

10 

1,948 
638 
472 
380 
186 
172 
128 
47 

92 

2,998 
684 
663 

1 

556 
300 
268 

215 

72 

51 

96 

98 

131 

363 

1,318 

3,971 

92 

5.756 

23 

i 

117 

1 

143 
»17 
"21 

166 

23 

It  22 

"851 
"64 
to  70 

2,298 
193 
214 

46 
2 

"3,203 
266 

267 

•       24 

8 

181 

211 

985 

2,705 

48 

"3,796 

4 
1 
1 

""«'3 

6 

1 
3 

8 
2 
2 

62 
56 
32 

152 
92 
70 

219 

120 

117 

6 

3 

10 

12 

150 

314 

456 

5 
6 

•  i 
3 

22 
5 

22 
2 
4 

115 
41 
13 

325 

124 

75 

3 

438 
182 

99 

11 

4 

27 

28 

169 

524 

3 

719 

163 
24 
28 
46 

4 

«179 

7 

152 

27 
1 

374 
88 
15 

113 
6. 

884 
198 

29 
520 

27 

3.483 
689 
408 

1,749 
141 

19 
2 

6 

6,024 

1,053 

635 

2,464 

190 

255 

338 

28 

596 

1,658 

6,470 

27 

10.366 

51 

392 

451 

377 

1,210 

4,280 

13,984 

170 

"21,093 

1 
8 

»61 
"31 

115 

"672 
677 

1,015 
793 

1,095 
854 

9 

92 

115 

1,349 

1,808 

1.949 

51 

401 

543 

377 

1,325 

5.629 

15,792 

170 

"23,042 

^ '  Combined  payrolls  of  the  Jamaica,  Richmond  Hill  and  Woodhaven  companies.  "  Of  the  12 
Mitrtime  included,  the  majority  are  presumably  joint  employees  with  tne  Brooklyn  Union  or 
Newtown.  **  Of  the  7  part-time  included,  the  majority  are  presumably  joint  employees  with  the 
Brooklyn  Union  or  Newtown.  *^  Of  the  45  part-time  included,  the  majority  are  presumably 
joint  employees  with  the  Brooklyn  Union  or  Newtown.  ^  Exclusive  of  Flatbush  Gas.  »  Two 
"  handy  men  "  and  1  arc-lamp  trimmer.  "  Belongs  to  Brooklyn  Union  system.  **  Includes 
0  electric-meter  setters.  *  Storekeeper.  "  Includes  75  "  si>ecial  agents  "  returned  under 
Other  mechanics  and  skilled  workmen.  *^  Includes  3  blacksmiths'  helpers.  **  Includes  11 
pavers.  «•**  Skilled  laborers,"  69;  storekeeper.  1;  special  oflacer,  1.  <•"  Laborers,"  631; 
roekmen,  34;  rammers,  7.  >>See  note  32.  "Pavers,  rammers,  drill-runners,  pumpmen, 
masons  and  eompreasot  runner;  distribution  not  reported. 
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Public  Seuvice  Commission  —  Fibst  District 


TABLE  XIZL    B1CPLOTBB8  Am)  WA(»S  — DISIKIBUTIOH  OF  COMnSKSATIOlf 

(A) 


Opbbatxmo  Company 


CONBOLXDATBD  StBTBM 

Consolidated  Gas 

Astoria  L,  H.  A  P 

New  Amsterdam  Gas 

Central  Union  Gas 

Standard  Gas  Light 

N.  Y.  Mutual  Gas  Light 

Northern  Union  Gas 

N.  Y.  A  Queens  Gas 


Total, 


Brooklyn  Union 'System 

Brooklyn  Union  Gas 

Newtown  Gas 

Flatbnsh  Gas 

Woodhaven  Gas  Light 

Jamaica  Gas  Light 

Hiohmond  HiUA  Q.  C.  Gas 


Total. 


Othbr  Companies 

Kings  County-  Lighting 

N.  Y.  &  Richmond  Gas 

Brooklyn  Borough  Gas 

gueens  Borough  G.  A  E 
ronx  Gas  A  Electric 


ToUl. 
Grand  total . . . 


OpBBATINa 


Production 
expenses 


$299,364  57 

548.682  87 

163.541  24 

168,046  16 

79.748  75 

91.949  69 

7,572  01 

14.461  72 


$1,373,367  01 


$769,863  69 
6,605  69 
6.915  70 


$773,384  98 


$49,738  34 
22.439  82 
15,303  25 
20,137  68 
12,541  70 


$120,160  79 


$2,266,912  78 


IVansmisflion 

and 

distribution 

expenses 


$817,423  54 


158,291  89 

111.865  59 

66,593  63 

•53,044  09 

87.506  15 

24,906  81 


$1,319,631  70 


$974,834  33 
70,107  83 
86,632  05 
22,209  43 
18.638  26 
12.650  72 


$1,185,081  62 


$58,216  60 
27,780  72 
30,743  52 
22,282  32 
12,467  93 


$151,491  09 


$2,656,204  41 


Manidpal 

street 
lighting 


$4,866  26 


466  32 


362  26 
24  03 


$5,718  87 


$2,146  38 

195  05 

162  33 

67   19 

37  01 

63  79 


$2,671   75 


$2,761    11 


100  48 
533  38 


$3,400  97 


$11,791  59 


^Materiab  and  supplies,  $48,585.95;  Subway  construction,  $10,207.48;  Draughting  suspensi^, 
$37,098.92;  Cartage,  $33,469.26;  Scowing,  $1,359.02;  Automobile  suspense,  $87,013.22;  General 
suspense,  including  companies  and  individuals,  $281,368.99. 

s  Charged  to  companies  and  individuals,  $3,727.92;  Storeroom  sumense,  $439.60;  Scowing  sus- 
;pcn8e,  $4,390.35;  Cartaee  suspense,  $9,224.69;  General  suspense,  $10,859.34. 

*  Materials  and  supnUcs,  $0,111.11;  Miscellaneous  accounts  receivable,  $2,486.66. 

*  Cartage,  automobile  suspense,  Lexington  avenue  subway,  and  miscellaneous  aooounta. 

*  Distribution  exi^enses  only. 

*  Includes  $511.96  returned  as  "  Gas  Lan^  and  Iron  Campaign." 

^  Materials  and  supplies,  $34,672.37;  Subsidiary  companies,  $16,921.21;  Casualties  and  insurance 
reserve,  $7,006.84;  Gas  merchandise  and  jobbing  revenue,  $403.65;  Non-operating  —  "**«Ai*Pani»oiis, 
12,233.86. 
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or  OIFICSRS  AMD  UCFLOYISIS  BY  ACCOUNTS  AlTD  <»JBCTS,  19x6 


E.™« 

Fixed 
capital 

Other 

aooounts 

(specified  in 

footnotes) 

Commercial 
expeoaes 

1 
• 

OenenJ 

and 

miaoeUaneoiia 

expenses 

Total 

Total 

$702,658  61 

'     i55,'i26  42 

116,682  77 

84.346  71 

$501,383  82 
10,914  74 
45,212  82 
41.514  78 
44,680  07 
46,242  92 
25,887  41 
5,002  06 

$2,325,646  80 
568.597  61 
622.170  87 
438,575  62 
275,360  16 
268,408  79 
•188,222  43 
59.536  25 

$68,646  73 

68.005  16 

15,026  40 

5,376  35 

7,352  40 

1  $400, 102  84 
*28,641  90 
•11.697  77 
« 45,480  61 

$2,803,396  87 
665.334  67 
540,605  04 
480,432  58 
282.721  66 

77,172  09 

268,408  79 

•66,894  60 

15,538  24 
3,501  61 

303,760  67 

15,141  61 

63,037  86 

$1,218,021  81 

$729,788  14 

$4,646,527  53 

$184,436  80 

$584,823  12 

$5,415,787  54 

$582,308  25 
59.652  05 
48,404  43 
24.803  20 
17.034  27 
12,180  42 

$505,621  41 

11,808  41 

15,430  11 

4.342  83 

2,974  40 

2.185  78 

$2,824,864  06 

148.368  93 

157,544  62 

51,422  65 

88.683  94 

27.089  71 

$142,862  46 
27.104  83 
18,606  29 
11,502  30 
11,332  24 
3,037  50 

7$61.2S7  08 

•472  96 

•8.684  80 

•110  55 

»  2,003  83 

•20  15 

$3,088,964  46 

175.946  Tl 

184,925  71 

63.044  40 

52.110  01 

31,056  86 

«744,472  92 

$643,362  94 

$3,347,973  91 

$315,436  6^ 

$72,688  31 

$3,686,047  4M 

$42,228  66 

14,152  78 

28.412  00 

17.462  88 

9.760  43 

$16,236  61 

14,474  85 

17,946  25 

22,674  77 

8.046  80 

$160,181  32 
78,848  17 
02,611  50 
83,091  03 
42.816  95 

$23,200  06 

17,080  51 

14.011  66 

7,665  46 

15,.231  U 

u$l,434  10 
»308  06 
"257  74 
»611  50 
11264  33 

$103,815  48 

96,245  74 

2;07.<680  99 

91.367^99 

68.312  43 

$112,016  84 

$79,379  37 

$466,449  06 

$78,007  68 

$2,875  73 

$547,432  62 

$2,074,511  27 

$1,351,530  45 

$8,360,950  50 

$477,070  24 

$660,337  06 

$9,499,257  80 

•  CsBualties  and  insurance  reserve. 

•  Materials  and  supplies,  $979.48;  Associated  companies,  $7,203,80;  Casualties  and  insurance 
KMTve,  $447.78;  Gas  merchandiae  and  Jobbing  revenue,  $53.74. 

'•Cssnalties  and  insurance  reserve,  $96.65;  Non-operating  —  miscellaneous,  $1,997.18. 

"  Materials  and  supplies. 

*iRent  expense,  $24.79;  Materials  and  supplies,  $283.27. 

^  Qas  merchandise  and  jobbing  revenue.  $173.46;  Sale  of  old  plant,  $69.37;  Miscellaneous  rentals^ 
$14.91. 

^Materials  and  supplies,  $458.36;  Miscellaneous  accounts  receivable,  $117.47;  Accidents  and 
OMDMes,  $35.67. 

"Floating  oaintal. 
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Public  Service  Commission  —  First  District 


TABLE  XZZI.    Employees  and  wages  —  Distribution  of  compensatioa 

(B)  Blectrtcal 


QPKBATINa 

OPaRATING  CoifPANT 

Production 
expenses 

• 

Trans- 
mission 
expenses 

Electric 

storage 

expenses 

Distri- 
bution 
expenses 

Light  and  Powih  Companies 
New  York  Edison 

9667.574  88 

162.278  06 

28,833  70 

868,686  68 

271,049  68 

56,282  41 

42.262  90 

26.948  40 

17,620  72 

9320.669  03 

55.251  38 

28.394  97 

404,816  88 

126.146  92 

850  36 

919.331  19 

9269,745  78 

United  Electric  L.  &  P 

195,795  52 

N.  Y.  ft  Queens  Elect.  L.  &  P 

126,402  77 

Total  Consolidated  eyatem 

19,881  19 
4.931  05 

691,944  07 

Edison  Elect.  Illg.  (Bklyn) 

253. 16S  82 

Richmond  Light  ft  RTr 

18,070  47 

FlatbushGaa 

48.092  91 

Queens  Borough  G.  &  E 

1.569  64 
61  90 

18.7S1  57 

Bronx  Gas  ft  Electric 

8,859  3.5 

Total 

91,267.850  74 

9532,044  20 

924.262  24 

9938,917  19 

Conduit  Companies 
Consol.  Tel.  ft  El.  Subway 

Empire  City  Subway 

• 

977,514  07 

Total 

977.544  07 

Grand  total 

91.267.850  74 

9532.944  20 

924.262  24 

91,016,461  26 

'Aooounts  reoeivable,  $27,14S.8S;  Miteri^ls  and  supplies.  $11,193.84;  Storeroom  suspense, 
$287,470.09;  Transportation  suspense.  $197,418.62;  Work  in  progress,  $1,620,853.55. 

*  Eleotric  merobandise  and  jobbing  revenue. 

'  Electrio  merohandise  and  jobbing  revenue,  $13,345.73;  Miscellaneous  non-operating  expense, 
$105.33;  Suspense,  $47,157.29. 

^  Wages  aoorued,  Or..  $1,624.78;  Materials  and  supplies,  $4,492.61;  Work  in  progress,  $5S1.- 
412.24;  Accounts  receivable  —  misoellaneous,  $2,176.30;  Storeroom  suspense,  $58,342.33;  Trans- 
portation suspense.  $61,304.93;    Misoellaneous,  $554.33. 

•Railroad  department,  $23,875.66;  Jobs,  $40,648.16;    Staten  Island  Midland  Railway.   $19,- 
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of  oAe«fi  and  empIoToes  by  accounts  and  objects,  1916  —  Concluded 
supply 


Expivaxs 

Fixed 
capital 

• 

Other 

accounts 

(specified 

in  footnotes) 

Uiiliia- 

tion 
eipeDSQB 

Commereiai 
expenaes 

General  and 
miaceUaneous 

Total 

Total 

$276,286  18 

71,802  04 

30,833  60 

378,621  91 

143,940  10 

7.126  42 

11.384  54 

1,823  60 

2.270  26 

$1,160,527  75 

158,826  35 

67,158  85 

US96,61t  96 

260.372  32 

12,067  73 

17,223  50 

14,664  45 

8.727  58 

$754,970  71 

158.849  61 

99,810  66 

1,013,630  98 

330,791  48 

21.386  92 

18,082  64 

25.930  83 

7,195  37 

$3,478.105  52 

802.802  95 

376,434  64 

4,667,343  11 

1,390.400  37 

115,784  31 

137.046  40 

89,718  49 

44.744  18 

$35,623  18 

116,415  78 

83,733  87 

BS6,77S  83 

83.499  74 

8.368  69 

37.422  17 

6.485  92 

6.406  16 

i$2,144,090  98 

« 8,969  71 

•60,608  35 

t, 913,669  04 

« 706,656  86 

•87,152  26 

•2,285  07 

'3,835  02 

•1,514  78 

$5,657,819  68 

928,188  44 

520,776  86 

7,106,784  98 

2,180,556  07 

211,305  26 

176.753  73 

100,039  43 

52,665  12 

$545,476  83 

$1,708,568  63 

$1,417,018  22 

$6,435,036  05 

$377,955  51 

$3,015,113  03 

$9,828,105  49 

$85.078  33 
41,952  66 

$85,978  33 
119,496  73 

$724,103  10 
467,520  58 

•$51,646  67 

$861,728  10 

587.026  31 

$127,930  99 

$205,475  06 

$1,191,632  68 

$51,646  67 

$1,448,754  41 

$515,475  83 

$1,706.568  53 

$1,644,949  21 

$6,640,512  01 

$1,569,588  19 

$3,066,759  70 

$11,276,859  90 

640.19;  New  Jersey  and  Staten  Island  Ferry,  $1,301.88;  Southfield  Beaoh  Railroad,  $328.86; 
Atlantic  Cdast  EUeotrio  Railroad,  $1,323.87;  Eleotrio  mdrohandise  and  jobbing,  $23.61. 

'Materials  and  suppUee,  $25.64;  Associated  companies,  $654.27;  Casualties  and  insurance 
Nwrve.  $487.90;    Eleotrio  merchandise  and  jobbing  revenue,  $1,117.26. 

'  Materials  and  supplies,  $3,455.53;  Miscellaneous  accounts  receivable,  $379.49. 

*  Floating  capital. 

'"Pay-roll  accounts  charged  to  subsidiary  account,  which  in  turn  is  charged  to  New  York 
^^dison.  United  Electric  and  others,  for  building  subsidiary  connections." 
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Public  Seevice  CoMAiiasioN — iFiEST  District 


TABLE  ZZZn.    VMPLOrsSS  ASD  WAGES— CLASSDIBD 

§  z.  Clcfka 


COUPANT 


Gab  C0MPANIS8 
ConaaiidUUed  tyalem 

Consolidated  Gas  ^ 


AatoriaL..  H.  A  P.» 

New  Amsterdam  Gas .  .  . 

Central  Union  Gas 

Standard  Gas  Light 

N.  Y.  Mutual  Gas  Li«ht. 
Northern  Union  Gas .... 
N.  Y.  &  Queens  Gas 


than 
S7 


Total. 


BroMyn  Vnwa  tytUm 

'BrwAchjn  Union  Gas 

Newtown  Gas 

Jamaica  Gas  Light  * 


Total* 

Oiher  §aB  atmpaniu 
Kings  County  Lighting 

N.  Y.  db  Riohmond  Gas 

Brooklyn  Borough  Gas. . . . , 

Total 


Gas-Electbical  Companies 
Flatbush  Gas'. 


gueens  Borough  G.  &  E. 
ronx  Gas  &  Electric  ' . . 

Total 


QpEBATiNG  Electrical  Companies 

New  York  Edison 

United  Electric  L.  &  P 


N.  Y.  &  Queens  Elect.  L.  A  P 

Edison  Elect.  Big.  (Bklyn) 

Richmond  Light  &  R.  R.» 

Total 

Total,  operating  1.  A  p.  cos . 

Conduit  Companies 

Consol.  Tel.  &  El.  Subway 

Empire  City  Subway , 


Totol, 
Grand  total. . . 


0 

2 

2 

12 

8 
4 
1 
2 
2 


42 


5 

20 

5 


30 


1 
1 
2 
1 


102 
18 

•   •   ■ 

13 

ie 
5 


154 
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FULL-IIME  EmpLOTEBS  EaB.VING 


$7, 

but 

under 

SIO 


55 


1 
10 
10 

4 
1 
7 
2 


90 


2 

31 
8 
1 


42 


SIO, 

but 

under 

S12 


1 
1 


0 

1 


10 


247 
18 


8 


78 
4 


355 


499 


3 
1 


503 


2 

31 


3 
8 
4 
5 
6 
3 


61 


7 

26 

8 

4 


«12. 

but 
under 
S13.50 


$13.50. 

but 
under 

S15 


S15. 

but 
under 
$17.50 


50 
1 
2 
12 
24 
8 
6 
7 
2 


112 


2 

52 

2 

5 


45 


61 


15 


4 
7 
2 
3 
2 
1 
1 


35 


4 

47 

6 

2 


59 


4 
1 
3 
1 
5 


14 


5 
1 

1 


2 
2 
1 
1 


98 
17 


9 


66 
1 


191 


318 


323 


12 
2 

1 


15 


133 
22 


4 
4 


8 


6 
3 
2 


11 


101 
12 


14 


44 

4 


217 


411 


5 
5 


10 


421 


9 


21 
2 


145 


258 


2 
2 


262 


79 


5 

8 
23 

9 
11 
16 

1 


152 


9 

117 

14 

13 


153 


15 
2 
3 
1 

7 


28 


80 

11 

5 


46 


335 

61 

1 

24 


74 
5 


500 


879 


11 
7 


18 


897 


$17.50, 

but 
under 

$20 


74 


2 
11 

7 

9 
11 
13 

2 


129 


102 
3 
5 


115 


8 
3 


6 


17 


11 

11 

5 


27 


220 
21 


15 


42 

8 


306 


594 


16 
5 


21 


615 


Note. —  This  table  does  not  include  managers,  superintendents  and  teohnical  staff,  who  are 
shown  in  Tables  XXX  and  XXXIII.  Where  the  employees  of  a  company  are  given  on  two  linra, 
the  first  presents  those  paid  by  the  month  and  the  second  those  paid  by  the  week.  The  monthly 
wages  corresponding  to  the  weekly  wages  designated  in  the  captions  are  req>eotive]y:  Less  than 
$30i;  $30i  but  under  $43i;  $43i  but  under  $52;  $52  but  under  $58|;  $58rbut  under  $65;  $65 
but  under  $75t;  $75|  but  under  $86];  $86]  but  under  $108i;  Over  $108}.  Wherever  it  has  been 
necessary  to  change  monthly  data  to  average  weekly,  the  diviser  4}  has  been  used. 

*  Excludes  data  for  39  men  in  military  service,  total  compensation,  $566  88.  For  derieal  em- 
ployees paid  by  the  month,  where  the  sex  is  not  reported,  it  is  assumed  to  be  male  on  account  of 
the  relatively  high  compensation. 
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BARimiGS  VOS  THB  SBCOIVD  WBBK  IN  DBCBMBER,  1916 


pu  Wus 

k 

FULL-TIICB  EkPLOTSXB                  | 

Pabt^-tiiib  Emplotebs  I 

$20. 

but 

under 

$25 

$25 

and 
above 

Totol 
number 

Total 
earningB 
I)er  week 

earnings 
per  week 

Number 

Total 
earnings 
per  week 

Total 
compensa- 
tion 

26 

155 

8 

1 

44 

18 

13 

14 

6 

28 

723 

13 

21 

152 

143 

88 

80 

72 

16 

$1,352  11 

14,329  86 

420  57 

330  65 

3.197  82 

2,487  45 

1,628  09 

1.672  06 

1,269  07 

208  00 

$48  29 
19  82 
32  35 
15  76 
21  04 

17  39 

18  51 

19  65 
17  63 
13  00 

• 

1 
3 
2 

$1,352  11 

255 

14.329  86 

2 

420  57 

4 
45 
43 
34 
29 

*"$i2'66 

20  00 

5  00 

330  65 
3,210  32 
2.507  45 
1,633  69 
1,572  06 

16 

1,269  07 

3 

208  00 

431 

284 

1.336 

$26, 796*  28 

$20  06 

0 

$37  50 

$26,833  78 

12 

234 

14 

12 

32 
57 

7 
3 

78 

686 

67 

46 

$1,748  02 

13.357  80 

1,224  70 

799  36 

$22  41 
19  47 
18  28 
17  76 

ii 

1 
2 

'■'$8969 
11  15 
25  71 

$1,748  02 

13,447  49 

1.235  85 

825  07 

272 

99 

876 

$17,129  88 

$19  65 

14 

$126  55 

$17,256  43 

5 

2 

3 

3 

4 

41 
9 

17 
6 

28 

$722  69 

103  00 

277  80 

59  69 

490  68 

$17  63 
11  44 

16  35 
9  95 

17  62 

2 

1 

1 

$8  71 

10  00 
5  86 

$731  40 

113  00 

283  75 

59  69 

4 

490  68 

11 

10 

101 

$1,653  95 

$16  88 

4 

$24  57 

$1,678  52 

16 
10 

6 

4 
4 

94 
43 
20 

• 

$1,570  73 
811  25 
422  31 

$16  71 
18  87 
21  12 

4 

$40  60 

$1,611  33 
811  25 

1 

422  31 

27 

13 

167 

$2,804  29 

$17  86 

4 

$40  60 

$2,844  80 

246 
37 

314 
41 
7 
7 
6 
67 
1 

1.796 

247 

8 

121 

7 

604 

33 

$29,761  79 
4.349  31 

280  77 
1.847  33 

300  96 
8.193  09 

454  91 

$16  57 
17  61 
35  10 

-  16  27 
42  99 
16  26 
13  79 

8 
3 

6 

3 

$62  98 
13  10 

$29,824  77 

4,362  50 

280  77 

22 
1 

21  50 

1,868  83 
300  96 

106 
3 

15  84 

8.209  53 
454  91 

415 

433 

2,716 

$45,188  76 

$16  64 

20 

$113  51 

$46,302  27 

1.156 

839 

5,186 

$08,573  16 

$18  04 

48 

$342  73 

$93,915  89 

9 

7 
13 

60 
43 

$1,073  94 
923  32 

$17  90 
21  47 

$1,073  94 

10 

923  32 

19 

20 

103 

$1,997  26 

$19  30 

$1,997  20 

1.175 

859 

5.289 

$95,570  42 

$18  07 

48 

$342  73 

$95,913  15 

Monthly  employees  include  two  engineers,  which  it  is  impoesibte  to  separate  from  the  clerical 
^^pjoyees  as  returned. 

'Cconbined  figures  for  the  company  named,  the  Richmond  Hill  and  the  Woodhaven.    Three 
<^^vaa8erB  and  aemonstrators  are  presumed  to  be  men.  as  this  number  of  men  oanvaasers  was 
^ported  for  1915. 
•Exclusive  of  the  FlatbushOas. 

^onin  to  the  Brooklyn  Union  system. 
*  Ail  full-time  employees  are  returned  on  a  monthly  basis.    See  general  note  above. 
Includes  only  light-and-power  department  employees. 
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TABLE  ZXXn.    Empiorees  and  wag««  —  ClaMifled 

i  a.  Clerical 


Full-time  Empix>tees  Eabkiko 

Company 

Less 

than 

$7 

but 

under 

$10 

$10. 

but 

under 

$12 

$12. 

but 
under 
$13.50 

$13.50. 

but 
under 

$15 

$15, 

but 

under 

$1750 

$17.50, 
but 

under 
$20 

Gas  C0MPAKIB8 
Consolidated  system 

Consolidated  Gaa 

• 

a 

.... 

..... 

"  "i 

2 
4 
2 

"    '3 

**3 

4 
2 
2 

1 
1 
1 

"io 

1 

3 

..... 

•  •  •  •   • 

2 

2 

3 

..... 

"is 

""4 
4 
2 
2 
2 

Astoria  L.,  H.  A  P 

6 

New  Amsterdam  Gas 

Central  Union  Gas 

3 

Standard  Gas  Light 

N.  Y.  Mutual  Gas  Light 

Northern  Union  Gas 

..... 

3 
2 

N.  Y.  <fe  Queens  Gas 

Total '. 

.      1 

13 

14 

22 

15 

32 

14 

Brooklyn  Union  system 
Brooklyn  Union  Gas 

6 
j 

11 

5 

3 

10 

1 

2 

Newtown   Gas 

•   ••••* 

Jamaica  Gas  Light  * 

Total* 

7 

12 

6 

3 

11 

2 

Other  gas  companies 
Kings  County  Lighting 

/            1 
I.... 

•     «     •    • 

"i 

1 
'    "5 

""2 

■    ■*2 

1 
..... 

'    "3 

N.  Y.  &  Richmond  Gaa 

Brookl3m  Borough  Gas 

2 

w 

Total 

2 

1 

6 

2 

• 

2 

5 

2 

Ga»-Electkical  Companies 
Flatbush  Gas  * 

1 

""2 

""3 
2 

""2 

2 

4 

Queens  Borough  G.  &  E 

2 

Bronx  Gas  &  Electric » 

Total 

1 

2 

5 

2 

6 

2 

Operating  Electrical  Companikh 
New  York  Edison 

79 
0 

7 

31 
6 

65 
23 

20 

22 
2 

81 
17 

9 

25 

44 

5 

2 

10 
2 

101 
25 

10 

19 
4 

36 

United  Electric  L.  A  P 

7 

N.  Y.  A  Queens  Elect.  LAP 

Edison  Elect.  Dig.  (Bklyn) 

Richmond  Light  A  R.  R.* 

..... 

3 

9 

«■■••• 

Total 

1 

132 

132 

132 

63 

159 

55 

Total,  operating  1.  A  p.  com- 
panies   

5 

156 

169 

162 

'85 

213 

75 

Conduit  Companies 

Consol.  Tel.  A  El.  Subway 

Empire  City  Subway 

j 

Total 

1 

Grand  total 

5 

156 

169 

162 

85 

214 

75 

s  Combined  figures  for  the  company  named,  the  Richmond  Hill  and  the  Woodhaven. 

<  Exclusive  of  the  Flatbush  Gas. 

«  Belongs  to  the  Brooklyn  Union  system. 
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eandac*  for  the  secoad  week  in  December,  19x6  —  Continued 
•  mpiojees  —  Women 


m  Wbbx  — 

FuLL-^mcB  Employkeb 

PABT^^rXMB  EmPLOTKSS 

ttO. 

but 

nnd«r 

S25 

and 
above 

Total 
number 

Total 
earnings 
per  week 

Average 
earnings 
per  week 

Number 

Total 
earnings 
per  week 

Total 
compensa- 
tion 

2 
6 

i 

2 
67 

22 

14 
16 

8 
8 

4 

$79  84 
1.149  50 

$39  92 
17  16 

•   «••••>• 

14  14 
14  14 

13  41 

14  13 
13  88 

8  50 

i 

$79  84 

16 

1.149  50 

4 

311  00 
198  00 
214  50 
113  00 
111  00 
34  00 

$3  00 

314  00 
198  00 

1 

214  50 

*• i 

113  00 

111  00 

3  00 

37  00 

21 

9 

141 

$2,210  84 

$15  68 

2 

$6  00 

$2,216  84 

2 

1 

40 

1 
3 

$547  00 
15  00 
30  00 

$13  68 
15  00 
10  00 

$547  00 

15  00 

30  00 

2 

1 

44 

$592  00 

$13  45 

$592  00 

3 

2 

ie 

$32  31 

$10  77 

"i6'97 

"*i3'72 

$32  31 

21  93 

21  93 

1 

219  50 

219  50 

1 

21 

$273  74 

$13  04 

$273  74 

3 

13 
2 

$37  00 

175  50 

20  54 

$12  33 
13  50 
10  27 

i 

$37  00 

175  50 

$7  00 

27  54 

18 

$233  04 

$12  95 

1 

$7  00 

$240  04 

36 
3 

8 

1 

1 
2 

450 

90 

1 

54 

123 
15 

$6,170  25 

1.200  80 

37  98 

688  00 

1.578  00 

168  38 

$13  71 
13  34 
37  98 
12  74 
12  83 
11  23 

1 
1 

i 

1 

$6  67 
8  33 

$6,176  92 

1.209  13 

37  98 

3 
5 

7  66 
6  67 

695  00 

1,584  67 

168  38 

47 

12 

733 

$9,843  41 

$13  43 

4 

$28  67 

$9,872  08 

71 

22 

957 

$13,153  03 

$13  74 

7 

$41  67 

$13,194  70 

i 

"iis  06 

$15  00 

$15  00 

1 

$15  00 

$15  00 

$15.00 

71 

22 

958 

$13,168  03 

$13  75 

7 

$41  67 

$13,209  70 

*  All  full-time  employees  are  returned  on  a  monthly  basis. 
of  table. 

*  Includes  only  light  and  power  department  employees. 


See  general  note  on  first  double  pag* 
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TABLB  ZXZZL    SnyloFMi  <b4  mci 


M  — Ckaaifi«d 
I  3-  Wm*- 


COUPANT 


Oab  Companies 
Contdidated  sj/ttmn 

Consolidated  Qa»^ 


Astoria  L.,H.  &P 

New  Amsterdam  Gas . . . 

Central  Union  Gas 

Standard  GaB  Lisht 

N.  Y.  Mutual  Gas  Light. 
Northern  Union  Gas .  . . . 
N.  Y.  &  Queens  Gas 


Total 


BrooHyn  Union  9U9iem 

'Brooklyn  Union  Gas 

Newtown  Gas 

Jamaica  Gas  Light  * 


Total* 

Other  got  eompaniea 
Kings  County  Lighting 

N.  Y.  A  Richmond  Gas 

Brooklyn  Borough  Gas 

Total 


Gas-Elbctrical  Companies 
Tiatbush  Ga8». 


Queens  Borough  G.  &  E. 
Bronx  Gas  &  Electric  * . . 


Total. 


Electrical  Coicpanies 

New  York  Edison 

United  Electric  L.  A  P 


N.  Y.  A  Queans  Elect.  L.  ft  P. 

Edison  Elect.  Illg.  (Bklyn) . . . . 
Richmond  Light  A  R.  R.' 


than 
$7 


J      •  •  •  • 

\     37 
1 


41 


J      •   •   «    ■ 

I        7 


1 
6 


3 


Total 

Total,  operating  1.  ft  p.  cos. 

Conduit  Companies 

Consol.  Tel.  ft  El.  Subway 

Empire  City  Subway 


Total. 
Grand  total.. . 


173 
26 

1        7 

38 

6 


Full-time  Emplotkbs  Eabnimo 


tr, 

but 

under 

$10 


250 


303 


27 

5 

12 


6 

4 


50 


27 
2 


20 


5 
3 


8 


3 
1 


34 
14 

•   •   • 

7 

16 

5 


76 


176 


•10, 

but 

under 

S12 


SOS 


176 


141 

17 

30' 

20 

24 

8 

3 

4 


247 


39 

7 

13 


50 


14 


4 
6 


24 


1 
2 
3 


116 
16 

»   •  •   • 

4 

73 

7 


216 


549 


549 


tl2. 

but 
under 
S13.50 


190 
57 
46 
38 
11 
23 
11 
5 


800 


316 

33 

S 


357 


8 


9 
1 


1& 


52 
2 
5 


50 


181 
106 


39 

259 

14 


500 


1.423 


$13.50. 

but 
under 

$15 


109 
68 
44 

48 
25 
27 
18 
8 


437 


323 

28 
41 


302 


30 


5 
6 


41 


56 

5 

15 


76 


510 
53 


42 

233 

15 


853 


1.804 


$15, 

but 

under 

$17.50 


203 
113 
103 
69 
34 
41 
27 
15 


605 


445 
34 
U 


403 


1 
26 

1 
13 
12 


53 


60 

27 

7 


04 


781 
130 

I   ■  •  • 

75 

274 

20 


1,280 


2.624 


$17.50, 
but 

under 
$20 


161 
361 

522 

1,045 

125 
176 

101 
115 

301 

216 

2.105 

2.840 

303 
138 
75 
80 
38 
33 
11 
3 


681 


506 
26 
14 


546 


20 

ii 

14 


45 


52 
25 

a 


80 


453 

89 

p   «  •  • 

45 

237 

27 


851 


2.203 


45 
55 


100 


2,303 


1  See  note  1  to  firat  double-pa;e  of  this  table. 

' Combine!  fi^arei  for  cia  a  nixny  axTXil,  thd  Riohmisl  Hill  and  the  Woodhaven. 

*  Exclusive  of  the  Flatbuah  Gas. 

*  Bslonja  to  the  Brooklyn  Union  system. 
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eamiflgs  for  the  second  week  in  December,  19x6  —  Concluded 
earners 


PER  Week  — 

FULIrTIiai  EllPLOTBBB 

Pabt^ime  Empilotees 

$20. 

but 

under 

$26 

$26 

and 
above 

Total 
number 

Total 
earnings 
per  week 

Average 
earnings 
per  week 

Number 

Total 
earnings 
per  week 

Totol 
compensa- 
tion 

1 

2 

121 

61 

30 

16 

8 

1 
10 

1 

3 
1.662 
673 
409 
346 
178 
172 
103 
46 

$117  20 

20.006  64 

10.607  07 

7.077  02. 

6.030  57 

2.092  71 

2.846.  27 

1.785  01 

606  23 

$39  10 

17  45 

18  51 
17  31 
17  61 
16  81 

16  55 

17  34 
16  14 

283 

65 

63 

36 

8 

25 

1 

$117  29 

342 
113 

ee 

76 
32 
35 
20 
6 

$2,483  52 

657  21 

525  75 

831  79 

32  51 

"'2i9*82 
9  00 

31.400  16 
11.265  18 
7,603  67 
6.371  36 
3,025  22 
2,846  27 
2,005  73 
706  23 

092 

249 

3.401      $61,170  51 

$17  62 

480 

$4,259  60 

$66,430  11 

"356 

7 
6 

8 

73 

3 

1 

3 

2.086 

140 

97 

$117  31 

35,303  05 

2,140  64 

1,487  43 

$39  10 
16  92 
16  29 
16  33 

209 
63 

117 

$1,472  27 
299  46 
628  66 

$117  31 

36,775  32 

2,440  00 

2.116  09 

363 

80 

2,326 

$30,048  33 

$16  79 

379 

$2,400  39 

$41,448  72 

3 

6 

3 

1 
116 

2 
63 
61 

$15  00 

1.846  50 

20  77 

042  76 

846  41 

$15  00 

15  92 
10  39 
14  96 

16  58 

85 

27 

19 

$16  00 

16 

$319  44 

2.166  03 
20  77 

4 
6 

208  89 
210  82 

1.151  15 
1.056  23 

25 

12 

233 

$3,670  63 

$15  75 

81 

$738  65 

$4,400  IS 

32 

26 

4 

6 

15 

6 

264 

101 

42 

$4,652  65 

2,020  85 

739  62 

$17  24 
20  01 
17  61 

61 
23 
88 

$428  60 
166  84 
402  25 

$4,081  34 
2.187  69 
1,231  87 

62 

26 

407 

$7,313  12 

$17  97 

117 

$1,087  78 

$8,400  90 

609 
U2 

2 

413 
106 

36 

165 
14 

3.260 

666 

2 

345 

1.507 
141 

$58,103  27 

11,985  24 

47  04 

6.133  37 

28,050  08 

2,438  06 

$17  82 
18  27 
23  62 
17  78 
17  56 
17  30 

223 
33 

61 

152 

$1,707  17 
278  16 

$69,900  44 

12.263  4a 

47  04 

00 

312 

24 

662  37 
1.102  60 

6,695  74 

29.153  67 

2,438  96 

1.139 

723 

6.001 

$106,768  86 

$19  57 

469 

$3,740  39 

$110,499  25 

2.281 

1.090 

12.458 

$217,961  36 

$17  60 

1.626 

$12,226  81 

$230,188  16 

20 
46 

28 
36 

480 
788 

$7,423  00 
11.847  25 

$15  46 
15  03 

635 
5 

$4,304  20 
30  07 

$11,817  20 
11.877  32. 

66 

64 

1.268 

$19,270  25 

$15  20 

640 

$4,424  36 

$23,694  61 

2.346 

1,164 

13.726 

$237,231  60 

$17  28 

2,066 

$16,651  17 

$253,882  77 

*  All  full-time  employees  are  returned  on  a  monthly  basis.     See  general  note  on  first  double  pag^ 
of  thk  table. 


'  Includes  only  Usht-and-i;>ower  dex>artmeat  employees. 
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TABLBXXZn.    Electcical 


§  I.  Geaecatiiic  cost  per  lo 


Inns 


Kw.  boon  BBiMnted 

Power>plaot  Ubor 

Fuel 

Other  itfttion  fapi^M  and  expense 
Rep«in  at  statione 

Total,  geDerating  ooet. . . 


CoiaofUDAnA 


New  York 

JfiuVOO 


030,008.803 


0.71 
3.03 
0.20 
0.45 


4.48 


Dnited 
Eleetne 
L.AP. 


227.748.000 


0.50 
2.70 
0.06 
0.23 


3.51 


NewToffk 

AQaeena 


L.AP. 


4.074,025 


4.04 
4  70 
O.OO 
3.20 


13.05 


§  3.  Unit  cost  |»r  lo 


Kw.  houis  lold 

Operating  revenue 

RininTs  Dbdugtxomb 
Production  expense: 

Current  generated  per  unit  generated  * 

Current  purehased  per  unit  purchased 

Combined  average  ooet  per  unit  generated  and  purehased 
Current  used  by  oompames  or  unaccounted  for  per  unit 
sold" 

Total  per  unit  sold" 

Transmission  expense 

Storage  expense 

Distribution  expense 

Commercial  utilisation  expense 

Municipal  street-lighting  expense 

Promotion  expense 

Commercial  admimstration  expense 

General  expense 

Total  operating  exps.,  excl.  amortisatioo 

General  amortisation 

Total  operating  expenses 

Taxaoeruals 

Uncollectible  bills 

Total  revenue  deductions 


>  The  ratios,  etc..  in  this  column  are  based  upon  totals  that  include  the  system  figures  shown  in 
column  4  instead  of  the  gross  totals  for  the  ConsoUdsted  Gas  system.  The  basic  data  are  therefore 
not  quite  identical  with  the  figures  in  the  last  column  of  Divisions  A  and  B. 

*  See  note  6. 

I  Includes  $19.32  for  power  purchased  and  used  by  the  New  York  Edison  in  its  own  (q;)eratioiiSL 

*  Includes  173,290  kw.  houra  supplied  to  meet  franchise  requirements. 

*  Not  a  cross-total.  Ck>nsi8ts  of  640.962,361  kw.  houra  sold  to  oonsumen.  8,938,386  sold  by  New 
York  Edison  to  Yonkera  Electric;  1734299  supplied  by  New  York  Edison  to  meet  franchise  require- 
ments; 21,631,310  (net)  sold  by  United  to  Westohester  Lighting,  and  67,000  sold  to  New  York  ± 
Queens  by  New  York  Edison  but  not  reported  by  the  former  as  received  during  the  year. 

'  Induaes  80,675  kw.  houra  supplied  to  meet  franchise  requirements.  In  addition  10,682,950 
kw.  houra  were  sold  at  cost  to  the  railroad  department  and  to  the  Staten  Island  Midland. 

'  Consists  of  sales  of  current  exclusive  of  sales  to  other  electrical  companies,  $28,988,688.17,  plus 
$123,880.68  sales  of  New  York  Edison  to  Yonkera  Electric;  $120,218.63,  net  sales  of  United  to 


«541,834,352 

204.028,026 

20.523.207 

44.01 

24.14 

58.90 

4.48 

14.21 

5.20 

1.48 

3.51 

24.40 

4.71 

0.85 

13.65 
6.87 
7.62 

1.95 

0.77 

5.56 

0.57 

0.87 
0.05 
2.87 
1.78 
0.35 
1.75 
1.30 
3.38 

0.36 

1.31 

O.OS 
0.96 
0.12 
0.73 
0.38 
1.40 

e.64 
0.62 
2.50 
1.40 
1.55 
6.42 

10.12 
2.18 

10.44 
0.77 

30.01 
3.50 

21.30 
3.41 
0.11 

n.21 
1.05 
0.07 

32  51 
2.43 
0.19 

24.82 

13.23 

35.13 
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unit  oostSy  19x6:     (C)  Unit  costs  and  opentinc  ratios 
kw.  hours  generated  (cents) 


OAsSismK 

Edison 

Electric 

lUg. 

(BrooUyB) 

Richmond 

m. 

(Lightiiig 
deport- 
ment) 

Flatbush 
Oss 

(Electrical 
depsrt- 
meot) 

Queens 
Borough 

g.&e: 

(Electrieal 
depart- 
ment) 

Bronx 
Gaaft 
Electric 
(Electrical 
depart- 
ment) 

srarsM  (nbt  on  ooiibou- 
datbd)  total,  bxoluo- 
nro  DUPuainoMB  raoif 

DfTSB-COKPAlIT     SALBB 

All  com- 
panies 

Bsaio 
smoonts 

Unit 
oosta 

887.916.518 

238,910,200 

> 21,361,509 

8.806,297 

6,181.880 

3.134.100 

1,146.310.504 

683.755  70 

2.563.168  81 

204.817  75 

352.314  43 

0.67 
2.95 
0.24 
0.41 

0.07 
4.14 
0.19 
0.44 

2.03 
4.58 
0.29 
0.99 

3.83 
6.76 
0.63 
1.46 

2.70 
7.09 
0.79 
3.38 

4.59 
4.81 
1.45 
1.59 

0.80 
3.28 
0.24 
0.45 

>  $3,704,056  78       4.27 

5.74 

7.89 

11.68 

13.96 

12.44 

4.77 

lew.  boors  sold  (cents) 


» 071.762.356 


'129.639.565  40 


*  $3,704,037  46 


$3,704,037  46 


1581.054  41 

27.181  63 

1.943,468  11 

1.178.090  08 

289,510  30 

1.139.947  16 

829,780  61 

2.306.834  73 


]  187.310,588 


44.12 


4.27 


4.27 
1.24 


6.51 


111.999.514  39 
1,414,492  26 


$13,414,006  65 

'*2,320.000  20 

78.551  82 

$15,812,657  67 


0.87 
0.04 
2.89 
1.75 
0.43 
1.70 
1.24 
3.43 


17.86 
2.11 


19.97 
3.45 
0.12 


23.54 


43.41 


6.74 


5.74 
1.59 


7.33 


0.86 
0.05 
2.42 
1.77 
0.52 
1.02 
0.81 
4.19 


18.97 
4.10 


23.07 
3.54 
0.16 


26.77 


•5.827,691 


85.71 


7.89 


»6.95 
5.78 


12.73 


0.37 


4.81 
0.18 
3.63 
0.82 
1.97 
»1.38 


25.89 
20.01 


45.90 
3.47 
0.02 


50.29 


5,767,889,      4,133.270 


94.35 


100.85 


11.68 


13.96 


11.68' 
6.15 


13.96 
6.92 


17.83, 


20.88 


0.41 


10.54 
3.13 
2.10 
0.57; 
3.31 

10. 37 1 


6.24 
0.83 
1.28 
1.79 
2.73 
14.20 


2,026,271|      876,828,065 


84.01 


12.44 


12.44 
6.81 


19.25 


0.10 


47.85 
23.79 


48.36 
13.10 


71.64 
4.121 
0.20! 


61.46 
6.00 
0.04 


76.96 


66.69 


7. 

0. 

2. 

1 

3 

9 


90 
72 
68 
92 
03 
15 


44.75 
6.16 


60.91 
4.52 
0.33 


66.76 


44.94 


4.74 


4.74 
1.40 


6.14 


0.85 
0.04 
.88 
.75 
.49 
.54 
1.18 
3.69 


2. 
1. 
0. 
1 


18.66 
2.85 


21.41 
3.49 
0.13 


26.03 


Westchester  Lighting;  $670  sales  of  New  York  Edison  to  New  York  A  Queens,  which  was  not 
'^P^ted  by  the  latter  com^ny,  and  $406,306.01,  miscellaneous  revenues. 

*  Brought  down  as  per  unit  sold. 

'Exclusive  of  $1,385,455.81  for  power  purchased  from  ssrstem  companies  of  which  $10.32  repre- 
^nte  Goet  of  644  kw.  hours  received  from  the  United  by  the  New  York  Edison  but  not  included  by 
the  latter  company  in  the  charge  for  power  purchased  as  it  was  used  in  the  company's  own  operations. 

"  This  ratio  is  based  on  the  totiu  current  generated  after  deducting  current  transferred  to  the 
company's  railroad  department;  and  on  the  production  expense,  after  deducting  the  amount 
'^  nf?*  to  the  railroad  department  for  direct  coet  of  power. 

»  S^^^'^Qce  between  preceding  and  following  lines. 

11  T^^sy  purchased  is  included  in  the  case  of  the  ratios  for  the  three  O>nsolidated  companies. 
.Includes  a  credit  of  $41,560.28  for  charges  made  to  the  company's  railroad  department  and  to 

?.  °^^n  Island  Midland  for  amortisation  and  insurance. 

"See  note  10.  page  201. 
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TABLB  ZZZVL    ElMtficsl  mwtaam, 

f  a.  Unit 


Inns 

NewToik 
Edison 

United 
Eketrie 
L.AP. 

NowTotk 

Eketrie 
L.4P. 

iHOOIfX  InMS 

Operatiiig  income  applicable  to  corporate  and  leased  properties. . 
Rent  deductions 

20.09 
3.04 

10.91 
2.81 

28.» 
O.SO 

Operating  income  applicable  to  corporate  properties. . . 
Other  operating  income 

17.05 

'8.60 

SS.3S 

Non-opwatinE  income 

3.15 

0.88 

0.06 

Gross  corporate  income 

20.20 
3.02 

8.98 
4.37 

24  01 

Interest,  ete ' 

9.11 

Net  mrporwte  income       ...           

16.58 

4.61 

14.90 

Revenues. 


Per  ooit  disposition: 

OperatiJug  expenses,  ezol.  of  amortisation  (the  operating 

ratio) 

Amortisation 

Unodlectibk  bills 

Tax  accruals 

Rent  deductions 

Interest  deductions,  ete.,  less  non-operating  income 

Net  corporate  income 


Total. 


Operating  expenses,  excl.  amortization. 


Per  cent  distribution: 

Production  expense , 

Transmission  expense 

Storage  expense 

Distribution  m^nae 

Commercial  utilization  expense 

Muiiicipal  street-lighting  expense. . . 

Promotion  expense 

Commercial  administration  expense. 
General  expense 


§  s.  DistrilmtiTe 
124.336.449  39   14,946.888  27  $1,741,083  04 


42.67 
4.86 
0.24 
7.60 
6.77 
1.04 

36.92 


100.00 


43.25 
3.18 
0.31 
8.06 
9.56 
16.56 
19.08 


100.00 


110,359,405  26   $2,139.510  48 


Total. 


35.41 
4.52 
0.26 

15.02 
9.31 
1.84 
9.16 
6.81 

17  67 


100.00 


63.25 
3.46 


8.93 
9.15 
1.10 
7.00 
3.66 
13.36 


100.00 


50.87 
4.M 
0.33 
4.11 
0.85 
14.34 
25.26 


lOO.OO 


$886,054  46 


31.88 
4.38 


22.14 
3.06 
8.33 

4.65 

6.16 

21.40 


100.00 


^  The  ratioB,  etc.,  in  this  column  are  based  upon  totals  that  include  the  ayntem  figures  shown  ux 
column  4  instead  of  the  groes  total  for  the  Consolidated  Gas  system.  The  basio  data  are  therefore 
not  quite  identical  with  the  figures  in  the  last  column  of  Divisions  A  and  B. 

>  Exclusive  of  appropriations  for  "  contingency,"  $2,382,088.76,  and  to  "  employeea  for  faithful 
and  efficient  service,"  $05,749.65,  which  were  shown  by  the  oompaniee  a&  deciuctiona  from  groes 
income  but  which  are  here  transferred  to  Surplus  in  accordance  with  the  requirements  of  the 
accountii^  order. 

*  Shouldf  include  $10,243.17  tax  on  bondholder's  income  reported  by  the  oompaay  as  a  ehaige  to 
tax  acoruak.    See  note  10  on  last  double-page  of  Division  B. 
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vait  €Osti»  Z916:    (C)  Uait  oMit  tad  opamtiac  tmliot  —  Ooachidad 
kw.  boon  Mid  (oenti)  —  Condsded 


Gab  SvaoBi 

Edim 

Eleetrie 

(BraSijii) 

(Lightinc 
depiri- 
ment) 

FlaUndi 
Gm 

deptrt- 
ment) 

QoeeH 
Bofoush 

(BeelriMl 
depwt- 
ment) 

Braoz 
Gm4 

Elwtrie 

(EleethMl 

deptrt- 

ment) 

mnni  mr  (<»  ooimu- 

DAIBD)  total.  KCCLtrD- 
DfO  DUrUCAIXONB  WWOM 
DSTBa-OOMPAKT     lALIS 

AUeon- 
ptnifli* 

BiHie 
■mooBta 

Unit 

eoMi 

813.820.907  82 
2,138.474  90 

20.58 
8.18 

10.04 
11.94 

35.42 
0.12 

18.89 

84.20 
0.07 

28.26 

19.91 
4.99 

811.000.432  92 

17.40 

4.70 

35.30 

18.82 

2.80 

18.30 
D13  24 

84.19 

17  72 

28.26 

22.08 

0.49 

14.92 
0.14 

1,801.883  18 

2.08 

0.15 

0.40;              0.52 

2.11 

113.493,200  10 
>>3.128,084  0B 

20.06 
4.05 

4.85 
1.31 

51.92 
86.00 

5.01              52.43 
17.20             32.02 

51.42 
32.98 

17.17 
4.85 

810.300.233  01 

15.48 

3.54 

20.80 

D  11.50             10.81 

18.49*                12.82 

catiM  (per  eent) 


4829.039.666  49 

188,180.199  22| 

8499,482  50 

8544.180  25 

8410.889  50 

8170,215  24 

819.400.4S2  20 

■811.999.514  39 

1.414.492  20 

78.551  88 

2.820.099  20 

2.130.474  90 

40.46 
4.77 
0.37 
7.83 
7.21 
4.40 

34.98 

43.70 
0.45 
0.80 
8.15 

27.50 
2.00 
8.15 

30.21 

28.34 

1.07 

4.00 

0.13 

•12.20 

28.93 

50.72 

25.21 

0.21 

4.37 

47.95 

12.99 

0.04 

5.06 

0.00 

M5.92 

17.99 

58.27 
7.34 
0.38 
6.88 

41.29 
0.85 
0.29 
7.70 

11.10 

1.821.300  91 
10.809.232  01 

'5.91 
13.58 

'  19.31 
14.32 

4.40 
28.81 

820.039,565  49 

100.00' 

100.00 

100.00 

100.00 

100.00 

100.00 

100.00 

•811.999.514  39 

83.553.007  12 

•8150,891  11 

8270,023  45 

8199,801  25 

890,070  17 

810,270,003  40 

S3.704.037  40 
581,054  41 

30.87 
4.84 
0.23 

10.20 
9.82 
2.41 
9.50 
0.91 

19.22 

88.02 
4.54 

0.20 
12.70 
9.84 
2.73 
5.89 
4.20 
22.10 

49.10 
.       1« 

37.27 

43.10 
0.85 

48.01 
O.tl 

88.00 
4.59 

27.181  03 

0.22 

1.943,408  11 
1,178.089  96 

280.510  30 
1.139.947  10 

829.780  01 
2.306.884  78 

18.58 
0.71 

14.00 
8.18 
7.02 
5.34 

22.03 
0.54 
4.38 
1.18 
0.92 

21.08 

12.90 
1.72 
2.05 
3.70 
5.05 

29.37 

17.00 
1.01 
0.00 
4.29 
0.77 

20.40 

15.53 
0.43 
2.06 
8.30 
0.33 

19.89 

811.990,514  89 

100.00 

100.00 

100.00 

100.00 

100.00 

100.00 

100.00 

•  See  footnote  5  on  preoedinc  double-page- 

•  See  footnote  0  on  preceding  double-page. 

•  The  proportion  of  "  Income  deductions  "  leas  "  Non-operating  inoome  "  aadgnable  to  the 
lighting  department  ie  estimated  according  to  the  distribution  of  Fixed  capital. 

'  No  divuion  of  "  Inoome  deductions  "  and  "  Other  income  '*  between  gas  and  electrical  depart- 
ments  is  required  in  the  returns.  The  portion  of  both  herein  assigned  to  electrical  operations  is  as 
foUows:    Flatbusb  Gas,  one-third;  Queens  Borough,  one-half;  Bronx,  one-half. 

•  For  the  electrical  diepartment  only.  Railroad-department  contributions  to  expenses  are  elim- 
inated  by  credits  to  Production  expenses  and  to  General  expenses. 
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TABLB  ZXXVn.    INCOMB  (AND 


Ck>llPANT 


Qa8  Companibs 

Consolidated  Mj/atem 

Consolidated  Gma 

A«tori»L.,H.  AP 

New  Amsterdam  Gas 

Central  Union  Gas 

Standard  Gas  Light 

N.  Y.  Mutual  Gas  Light 

Northern  Union  Gas 

N.  y.  k  Queens  Gas 

Total 

Brooklyn  Union  sydem 

Brooklyn  Union  Gas 

Newtown  Gas 

Woodhaven  Gas  Light 

Jamuca  Gas  Light 

Richmond  HillA  Q.  C.  Gas 

Total 

Other  ga»  eompaniee 

Kings  County  Lighting 

N.  Y.  A  Richmond  Gas 

Brooklyn  Borough  Gas 


Total,  gas  companies 

GAa-£LBCTRICAL  COMPAMDMI 

Flatbush  Gas 

Gas 

Eloctrical 

Queens  Borough  G.  A  E 

Gas 

Electrical 

Bronx  Gas  A  Electric 

Gas 

Electrical 


Total 

ppBRATiNa  Electrical  CoMPANm 

New  York  Edison 

United  Electric  L.  A  P 

N.  Y.  A  Queens  Elect.  L.  4  P 

^      Total.  Cons.  Syatem 

Edison  Elect.  lUg.  (Bklyn) 

Richmond  Light  4  R.  R 


Total. 


Total,  operating  light  and  power  com- 
panies  

.  -, .   Conduit  CoMPAMm 

Consol.  Tel.  A  El.  Subway 

Empire  City  Subway 


Total 

«      NON-OPMUTWQ  COMPANIia 

Kings  County  Elect.  L.  4  P 

Amsterdam  Elect.  L.,  H.  A  P. .   .    .   ' 
Brush  Electric  Ulg. . 


Total. 


Grand  total. 


Operating 

rerenue 

(gross) 


114, 
4. 
3, 
2, 
1. 
1. 
1. 

£9, 
11. 


/*. 


115,847 
270.347 
546,113 
384,207 
823,085 
474,434 
427.606 
269.012 

sii.4se 

858,604 
862,115 
287,468 
221,683 
133,384 
858  MS 

050,363 
450,420 
422.400 


05 
58 
55 
25 
04 
06 
77 
15 
15 

38 
73 
68 
03 
25 
97 

13 
67 
21 


Operating 

expenses 

(gross) 


$43,003,886  13 


il,tei,lS7  66 
717.057  41 
544.180  25 
817,Stl  76 
400.482  10 
416.830  56 
S6S,9$7  65 
103.722  11 
170.215  24 


$2,443,306  76 


$24,336  449  30 

4.046,888  27 

1.741.683  64 

61, OSS, Of 1  fO 

8.130,190  22 

409,482  50 


$30,654,708  02 


$86,001,085  01 


$1,833,450  24 
1.605.307  26 


$3,438,856  50 


$80,530,842  41 


$10,066 

2.061 

1,725 

1.565 

1,082 

042 

050 

174 

16,569 


.182  06 
.055  03 
,808  63 
,091  30 
.010  12 
.888  32 
.883  20 
.888  00 
,656  66 


8.545.000  60 
816.392  89 
265.425  35 
901,622  61 
120,234  76 

9,958,576  80 

642.002  56 
248.080  28 
280.707  82 


$20,708,110  08 


61,170,296  74 
757.062  66 
413.214  06 
568,980  09 
304.048  35 
254.031  74 
669,961  41 
136.704  00 
103.166  51 


$1,060,238  24 


$11,542,600  06 

2.206.000  02 

050.862  48 

14,799,466  46 

4,321.137  15 

267.481  50 


$19,388,081  20 


$51,065,420  52 


•$281,583  66 
400.045  01 


$780,620  57 


$51,846,059  09 


DnooUeet- 

Oile 
rerenae 


$41.600  82 


10.146  12 
2.035  18 
3.688  04 
4,570  40 
1,207  13 
400  06 

64,664  67 

41.200  44 

1.288  00 

570  15 

770  87 

855  26 

44,906  66 

7,526  70 

102  84 

1,173  81 


$117,860  34 


66,0M  96 

1.006  60 

1.138  27 

170  56 

295  06 

175  50 

t,696  67 

730  03 

657  64 


$4,014  19 


Tax 


$867.006  60 

996.881  09 

1387.540  54 

180.570  26 

160,649  87 

214.741  61 

65,440  28 

13,857  00 

6,655,698  16 

700.491  88 

43.258  88 

10.561  58 

10.111  44 

5.190  55 

868,476  86 

76.875  56 
94,440  00 
27.513  19 


$3,299,110  73 


858,906  57 
35.192  88 
23.782  49 
4M,S80  16 
21.534  90 
21,045  23 
19,688  66 
10.235  68 
9.159  54 


$57,545  91 
15.276  50 

5.730  11 
78,5.11  86 
20,676  26 

5,340  65 


$113,568  75 


$236,342  26 


$936,342  96 


6120.873  72 


« $1,840,550  85 
306.063  84 
71.575  51 
6,660,099  60 
663,768  62 
20.252  35 


$3,008,120  17 


$6,346,104  62 


6315.407  M 
988.518  85 


$564.025  89 


(") 
(») 


$6,801.030  51 


?^^:~For  details.. see  abstracU 
t  or  I  tome  transferred  to  surplus. 


«r«»H  ♦^        1   '*•  ^^  ***x*  report"  of  the  individual  oompaoiea.     D  =  deficit, 
repriii'ntiii" /ir^  SS?rI?  kI5!1\?'i5^  °*^*~  ^  *°<*  ? .°?  °«**  ^^"^^^^  P»8e.        » Includes  $2,960.75. 
pSeSTy  dSucti^s  fr^^^^  income,  which  should  have  been  charged  to  Other  oom- 

Sipitarsnc^amSSntiS^ti  81  026  inooiSSS.*'}^*"  ^^^^1^*?°  •^^.lOO  par  vJue  of  r«u^uired 
shSuld  have  been  d^uSted  from  Rmi»n^  ^^  ^^^  company  as  non-oper»tin«  income; 

representing  federaTtrx  on  KSJ^^^^^  dividends  charged  to  Surplua.         *  Includes  $10,343.17. 

plSsory  dXcUo'n%^m??come    °  ^f?nclS^^  "''°*H^  ^r^  been  charged  to  Other  com- 

for  lease  of  electric  plant      Indudesi^^^*n  *^^'^^^'  rent  for  lease  of  electric  pUnt.        .•  Rent 

'  Include  p„af  ,^  rl^'"aissi-.r Jayisf,'!""  ^?^^  iss^%'^i;s^^r 
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SURPLUS)  STATSMBRTSt  19x6 


Ojpenting 
and 

Soot 
dodiMbutts 

OponUiiig 

iBoonio 

udioable 

to  corporate 

property 

Other  inoome 

Oroos 

corporate 

inoonie 

DiDUcnoNB  rROM  Qaofls 
iNcom^ 

Intertset 

accrued  oa 

funded 

debt 

Other 

iotereet 

deductions 

18.041.008  68 

l.OU.OOO  58 

1.422.016  26 

086,010  51 

14.107  70 

510,828  43 

52.366  70 

18,036.900  98 

1.401.172  10 

1.370,250  47 

685.610  51 

546.184  85 

295.225  67 

264.297  02 

81.265  08 

7,680,906  68 

1.987,346  32 

1,176  36 

8,452  55 

8.809  U 

D 3.026  32 

9,009,768  09 

221,339  19 
177,698  06 
103.015  89 

87.627,137  55 

337,776  83 

70,165  06 

74,733  47 

*  2,733  88 

64.625  11 

3,454  03 

113  50 

8,080,739  46 

239.199  82 

1,182  56 

549  57 

4,210  63 

830  99 

945,973  67 

6,543  58 

2,005  59 

829  67 

$10,564,038  53 

1,738.948  93 

1.440.415  55 

760.343  98 

548.918  73 

359.850  78 

267.751  05 

81.378  58 

15,761,643  IS 

2.226.546  14 

2.358  92 

9.002  12 

13,019  74 

D  2.195  33 

9,948,731  59 

227.882  77 
179.793  65 
104.745  56 

$1,490,771  85 

275.000  00 

956,750  00 

177.750  00 

50,750  00 

$06.028  68 
94,524  60 

412,134  15 
16.584  67 

667.036  91 
312,225  03 

11.452  06 

16.999  96 

145.779  10 

12,580  16 
12,389  84 

410.070  12 
81.265  08 

62,500  00 

40,800  00 

8,063,381  86 

750,003  00 

11,259  06 
11,411  55 

8,49S,4S9  7$ 

1,990.972  32 
1,170  36 

741,688  04 
9.626  00 

666,918  71 

87.629  88 
36.242  86 

10,902  56 

2,450  00 

360  00 

1.700  00 

14,186  00 

8.619  10 

6,785  37 

9,169  11 

11,503  69 

D 1.320  32 

567  40 

8,016,894  Ot 

224.868  20 
177,098  00 

750,000  00 

158,900  00 
75.000  00 
50.000  00 

149,789  90 

19,048  11 
1.664  60 

108.915  89 

3.501  93 

110,945,805  08 

1750.188  14 

110,186.617  84 

88,336.181  86 

$18,522,799  70 

$4,097,221  85 

$833.856  55 

889,888  69 

8910  00 
210  00 

889,678  69 

D  76,366  82 

106,045  41 

914,676  97 

73.258  88 

141,317  09 

103,191  06 

45,952  50 

57,238  55 

82,652  64 

$32,331  23 

$99,170  05 

D  76, 150  82 
106.046  41 
816,990  97 
73,708  88 
141.587  09 
108,191  06 

716  00 
445  00 
270  00 

2,154  19 

216,730  16 

$101,148  01 

33.418  81 

998  83 

104.189  88 

52,560  15 

1.173  35 

45,952  50 
57,238  56 

1348,370  01 

8925  00 

8347.445  61 

85.805  66 

$353,251  27 

$153,708  16 

$133,761  71 

tlO.886,743  37 

2,235,648  91 

704,515  54 

13,896,907  89 

3,116,617  10 

206,407  91 

sil.648.987  08 

472.666  32 

14,821  50 

9,136,474  90 

•2,235,588  39 

668  52 

19.237.756  29 

1,762.982  59 

689.694  04 

11,690,438  98 
881.028  80 
205,739  39 

$1,704,793  41 

77.879  38 

19.160  39 

1,801,633  18 

27.373  84 

'96.848  87 

$10,942,549  70 

1,840.861  97 

708.854  43 

18,492,866  10 

908.402  64 

302,588  26 

$1,697,207  50 

241.900  00 

117.500  00 

8,066,607  50 

171.000  00 

88,000  00 

$265,464  56 

655.128  03 

151.495  00 

1,078,087  69 

57.819  81 

57,510  62 

117.149,932  92 

14,372.731  81 

112,777,201  11 

11.926.055  89 

$14,703,257  00 

$2,315,607  50 

$1,187,418  02 

128.444.109  51 

15,132.844  95 

823,311,261  56 

$10,268,043  41 

$33,579,307  97 

$6,566,537  51 

12.155.036  28 

11.236,468  54 

11,236.468  54 
861.082  82 

$14,421  82 
13.939  44 

$1,250,890  36 
875.022  26 

$176,100  00 
491.400  00 

$1,004,193  50 

866.832  60 

15,749  68 

12.103.301  04 

15,749  68 

82,097.551  36 

$28,361  26 

$2,125,912  62 

$667,500  00 

$1,004,193  50 

<t . . 

•$2,283,765  99 

UD115  42 

"44.087  36 

$2,283,756  09 

D 115  42 

44.087  36 

10  $512,540  00 
15.000  00 

$4,034  79 

22,862  46 

$2,327,727  93 

$2,327,727  03 

$527,540  00 

$26,807  25 

130.547.410  55 

15.138.594  63 

S25.408.815  92 

$12,624,132  60 

$38,032,948  52 

17.761.677  61 

$3,186,127  03 

the  oompany  aa  a  charge  to  "  Contingenciee  "  with  concurrent  credit  to  a  "  Contingenoy  "  reserve 
instead  of  tj  the  prescribed  reserve.  Accrued  amortisation  of  capital.  The  amount  is  therefore  here 
trMsferred  to  Surplua  as  an  appropriation.  *  Includes  (1)  $436,900  paid  direct  to  bondholders 
•Ad  others  by  the  Edieon  Electric  Illuminatins  Company  01  Brooklyn,  lessee,  in  accordance  with 
the  terms  of  the  lease,  and  not  taken  on  reei>ondent's  books;  (2)  interest  on  firat  mortgage  and 
purchase-money  mortgage  bonds  of  respondent,  $435,580;  and  (3)  director's  fees  and  other  ex- 
Woan  of  respondent,  $1,400.        1*  See  note  9.        ^  Taxes  T>aid  are  included Jn  Deductions  from 


income  deduotion.  u  here  transferred  to  Surplus  as  the  credit  is  made  to  an  optional  reserve  account. 
B«Dewalaadoontingency."  instead  of  to  the  prescribed  account,  Accrued  amortisation  of  capital 
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TABLB  ZXXVtL    faesn  (uu 


UH  Quo  bogn  -  Cwt-M 

Omnht 

■DdOIMH 

fan  burnt 

*ss. 

N<«mpat> 

i4i„0m 

H.WM 

"IS- 
MS 
S:S! 

U.lll  u 
8ST,B»B8 

ws 

P) 

J,M>W 

^^^ 

mf-ki 

Ji 

'"•SJt 

*«,4M  II 

M.tit  T« 

n^g^r-— ^"~ 

ii^ 

tlTOU 
UOOO 

tia.w  M| 

m.Man 

tswit 

Hoo.mis 

OnuTora  ajKinciL  Camiam 

•ci.tt,6eic« 

w 

'SI 

'*,i:SiJ 

"m,« 

til ,174  W 

1530  00 

tt,114,gl0  00 

t».13T  3( 

m.tsiit 

u.Tsi.m  u 

iM.TM.tn  n 

c»»Lm*VftE,Sr"™ 

•■•is:as 

ii.m.ow  so 

K»,.CcSttSr^?°^™ 

»,«»» 

"HMO  00 

lOOMTS 

»,8«4fl 

bi>;iuai 

ia,33a3« 

tl  400  00 

UM.ITOU 

U.TCB.UT  K 

ta.ma 

t40,Ma  IS 

tn,o»,su  u 

m.oij.iio  w 

i^^^ 


nat«  Z  cm  pwndiu  pi 

WhJ^Sr'l!  ^^i^^^^^n/^S^'S*™  "  ?«•  No.  MK:<tot«d  Jul,  Bl.  IftlS.         .  Or^ 
nt  of  tbt  dlflaruHM  betwMn  the  aututoir  nt«  of  ma  of  BO  e«ta 


iSMhinAS^": 
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1916  —  OondDdid 


CoBPOBAn  SuBPLUB  OB  Dbficit  Acooumt 


BbIbbm 

ttbcsBoinc 

off  1916 

Dwidflndi 

CoatiBieDej 

Other 

BppfopriBtioDfl* 

Net  of  other 

defite 
BDderedita 

Balanoe  at  end 
of  1916 

$U,008,7M  80 

2,649»8a0  75 

D  3.817,888  56 

$0,987,155  on 
000,000  00 

$814,756  33 

229.754  73 

168.347  68 

180,588  51 

102.328  71 

107.010  00 

81,648  51 

12,615  51 

1,949,049  88 

$37,441  99 
7.861  17 
7.687  29 
7.166  54 
3,702  12 
3.765  40 
3.085  18 
789  85 
71,499  64 

2.751  16 
300 

Dr.  $83,540  92 

Cr.  243,338  19 

Cr.  16,606  66 

Dr.  40, 184  32 

Dr.  2.358  55 

Cr.  3,681  85 

Dr.  50,667  33 

Dr.270  00 

Cr.  186,416  68 

Cr.  126,347  51 

Cr.  1,225  83 

Dr.  197  75 

Dr.  2,398  68 

Dr.  1,878  45 

Cr.  198,098  66 

Dr.  170  24 
Cr.  6, 124  58 
Cr.  2,730  26 

819,110,696  64 

3,824,967  37 

D 8.400.585  33 

4.387,402  18 

4.725.472  13 

CK.82178 

1.M1.536  oe 

787.403  78 

«  407.813  60 
809.294  00 

590.707  03 

1,172,508  45 

846,064  70 

140.096  77 

155,588  44 

»4JS8,i88  4$ 
•.049.307  02 

8,90$,76t  00 
1,440,000  00 

96,691,490  99 
6.121.719  68 

-  814,154  77 

781,493  66 

175.901  01 

177,920  01 

185.101  89 

16  00 

134,204  36 

106.188  43 

103,548  35 

7,S8S,f64  H 

1/440.00000 

20,000  00 
45,000  00 
21,245  08 

9,769  16 

7.818,886  91 

080.151  67 

651,385  54 

296,413  47 

2,135  02 
21.168  64 

369,976  06 

M43,004  65 

18,703  71 

838.038.412  37 

$9,830,007  02 

$1,642,049  83 

$97,562  36 

Cr.  $268,198  74 

$34,880,870  53 

D  $594,377  71 

$20  00 
1,306  03 

Dr.  $1,016  62 

Cr.231  43 

Cr.  12,496  72 

D$663,153  05 

305.759  82 

$100,000  00 
29,190  00 

346,679  21 

45.004  07 

65,868  11 

D  $188,534  42 

$129,190  00 

$1,326  03 

Cr.  $10,810  63 

D $250,710  78 

$94,181,628  27 
1.086,070  06 

$4,616,738  00 

$1,971,992  82 
262.480  89 
147,616  04 

9,882,089  76 
560.174  65 

$76,166  61 
12.804  63 
6,779  41 
$6,749  66 
00,946  86 
61.447  08 

Cr.  $70, 890  71 

Cr.  29,702  16 

Dr.  2.507  44 

Cr.  98,086  49 

Dr.  2,626  84 

Dr.  123,911  87 

$36,573,155  19 
1,784,226  64 

l|017.489  60 
80,i8ff,087  89 

66.66606 
4,009,798  00 

1.260.896  10 
89,607,777  98 

D 843.902  51 

D 371.703  82 

835,943.135  38 

$4,666,738  00 

$2,961,264  40 

$248,142  69 

Dr. $28,363  28 

$39,236,074  11 

$08,392,023  83 

$14,625,935  02 

$4,593,314  23 

$347,029  98 

Cr.  $250,666  09 

$73,865,733  91 

$880,376  08 

u  $131,735  95 

$569,137  54 

427,794  68 

$071,160  00 

$16,718  67 

Dr.  $266  72 

124,282  65 

81,068,071  31 

$071,160  00 

$131,735  96 

$16,718  67 

Dr.  $265  72 

$693,420  19 

$3,597,440  38 

$1,202,564  00 

Cr.  $2,467  01 

$3,163,815  95 

D 1.101.898  39 

D  1.120,648  50 

D  212.822  91 

u  $22, 169  53 

Cr.944  63 

D 212.822  91 

$1,388,219  08 

$1,202,564  00 

$22,169  53 

Cr.  $3,401  64 

$1,830,444  54 

$70,733,313  72 

$16,499,659  02 

$4,747,219  71 

$362,748  56 

Cr.  $263,802  01 

$76,389,698  64 

per  M  eu.  ft.,  and  the  rate  of  95  oenta  charged  by  the  oompany  for  the  period,  from  July  1  to 
December  31,  1910.  This  difference  should  nave  been  deducted  from  income  and  set  up  as  a 
reserve.  '  Includes  $33,708.01,  r^^resentinK  the  difference  between  the  statutory  rate  of  80 
cents  per  M  eu.  ft.  of  gas  sold  and  the  rate  of  05  cents  charged  by  the  oom^ny  for  the  period 
July  1  to  December  31,  1916.  *8ee  note  4  on  page  296.  *  AmortiEation  of  premium 

on  debt.  **  See  note  6  on  page  296.  u  gee  note  8  on  preceding  pages.  **  See  note 

9  on  preoeding  pages.  i*See  note  13  on  preceding  pages.         i^The  difference  between  this 

amount  aiid  the  oorreq)onding  figure  published  in  the  1915  Report  is  due  to  a  transfer  of  $7,431.10 
from  Aoorued  amortisation  of  capital  to  Surplus,  authorised  too  late  for  entry  in  the  1916  table. 
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TABLB  ZXZVnL  CONDBHSED  BALANCE  SHEETS, 


Food  Capital 

Ihimhiiihib 

Company 

Before  deducting 
depteeiaAMm 

Aeeraed 
aiiiortintioD,Cr> 

In  associated 
eonipattiee' 

OUmt 

iBTeBtnMBtB>« 

Gas  CoMPANiis 
ContoHdaUd  tyttmn 
ConMlkUted  Gm 

$64,060,833  20 

14.970.238  43 

«  46.653.346  28 

10.686,718  11 

13,420,406  39 

3,652,399  27 

4,214.335  67 

1,857,351  68 

149,S18,et7  9S 

41.936.686  91 

2.332.403  63 

638.403  99 

756.873  69 

413,223  97 

45,976,69$  19 

5,889.301  18 

3.305.223  68 

ui.834.642  60 

$11,913,797  22 

3,027,146  19 

•3,348.723  49 

1.913.269  06 

u 2.700.517  93 

1.370.320  20 

877.382  88 

98.742  30 

UJU,899  $7 

12,004,246  68 

414.741  77 

160.300  57 

102.860  60 

80,237  71 

H,76i,S87  4£ 

1'  166,485  35 

44,139  09 

304,794  13 

1 
$90,583,667  78    SI. 115.962  28 

Artoria  L..  H.  A  P 

200.244  49 
138.323  IS 

New  AiiMierdain  Gba 

366.311  74 

Central  Union  Qm 

265.100  00           74.850  63 

SUndwd  Qae  Lkht 

"30.900  00         103.304(6 

N.  Y.  Matual  Gm  Light. 

6.600  00     2.244,524  59 

Northern  Union  Gas 

3.300  00           15.324  57 

N.  Y.  A  Queens  Gas 

3.104  18 

a.89s.ea7  97 

Total 

91, $44,779  St 

BrooHvn  Union  gydem  ^ 
Brooklyn  Union  Gas 

u  1.192.696  00'        437.606  29 

Newtown  Gas 

Woodhaven  Gas  light 

Richmond  Hill  FQ.  C.  Gas 

::::::::::. ..:::i::::::::::.... 

Total 

1,199,696  00^        437,808  29 

OUur  aoi  ampanUt 
KingB  County  Luhting 

t 

N.  Y  A  Richmond  Gas 

Brooklyn  Borough  Gas 

Tntnl,  mfi  <^oinranifMi 

$206,321,387  48 

$38,611,706  26 

$92,437,375  52 

14.333.246  2ft 

Gas-Eucirical  Companibs 
Fhtbush  Gas    

» $3,698,671  90 
» 5.303,080  97 
» 1,636,493  99 

» $1,043,087  37 

»523,036  08 

»70.460  94 

Queens  Borough  G.  A  E 

$16,131  25 

Bronx  Gas  A  Electric 

Total 

$10,438,246  86 

$1,636,623  89 

$16,131  25 

None. —  The  original  assets  of  the  nominaUy  existiDg  ESast  River  Gas  Company  are  r^tesented 
by  outstanding  bonds  treated  as  obUgations  of  the  New  Amsterdam  Gas,  and  by  East  River  Gas 
stock  held  in  the  oonstruction  account  of  the  New  Amsterdam  Gas.  The  original  aeaets  of  the 
Equity  Gas  Company  are  represented  by  securities  in  the  investment  account  of  the  Brooklyn 
Union  Gas.  Detailed  information  concerning  the  figures  in  the  table  will  be  found  under  "  Ab- 
stracts "  in  Part  III  of  this  volume. 

1  The  accrued  amortisation  (depreciation)  has,  in  a  few  instances,  been  determined  or  approved 
by  the  Conunisaion.  The  amounts  here  tabulated  represent  for  the  most^part  whatever  has  been 
reserved  by  the  reporting  company  for  the  upkeep  of  the  property  or  maintenance  of  the  invest* 
ment,  whether  reported  as  accrued  amortisation  of  capital,  or  under  some  other  title,  such  as 
"  Depreciation.'*  Depreciation  and  contingencies."  Contingency.'*  "  Renewala  and  reolace- 
ments  —  plant  withdrawn  from  service,"  etc.,  and  whether  reported  by  the  company  as  a  liability 
or  as  a  deduction  from  assets.  Following  the  decision  of  the  ConmiiaBion  in  May.  1916,  to  sub- 
poena the  books  of  account  of  certain  electrical  corporations  for  the  purpose  of  inquiring  into  their 
conformity  with  the  accounting  rules  prescribed  oy  the  Commission,  various  ^as  and  electrical 
companies  asked  to  be  heard  on  their  applications  for  modification  of  the  rules,  including  that  on 
depreciation  (general  amortisation).  Informal  conferences  have  been  in  progress,  report  of  which 
may  be  found  in  the  Reports  of  Decisions,  Vol.  VIII.  pp.  28-56.  173-187. 

*  Includes  both  bound  and  free  investments. 

*  New  York  City  corporate  stock  deposited  with  the  State  Industrial  Commission,  when  re- 
ported by  the  companies  as  a  special  deposit  instead  of  as  an  investment,  is  included  under  Float- 
ing capital  —  other.     For  details  of  holdings  by  companies,  see  Table  XLIII. 

*  Includes  insurance  participation  certificates  to  the  aggregate  amount  of  $2,440,219.88  for  aO 
companies,  as  follows:  Consolidated  Gas.  $513,462.26 -.Astoria,  $200,244.40;  New  Amsterdam, 
$136,348.18;  Central  Union.  $74,850.68;  Standard,  $78,304.02;  New  York  Mutual,  $112,796.58; 
Northern  Union,  $15,324.67;  New  York  A  Queens  Gas.  $074.18;  New  York  Edison.  $889,729.03; 
United  Electric.  $86,343.23;  New  York  A  Queens  Electric,  $12,185.89;  Brooklyn  Edison,  $314,405.23; 
and  Brush,  $5,651.64. 
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AS  OF  DBCBMBSR  3i»  X916:     (A)  Assets  side 


Bilband 
aooountB 
receivable 
dae  from 
asKeiated 
OQmpaoies* 

Floatihq  Capital 

Miscellaneous 

temporaiy 

debits' 

Total  assets, 
etc. 

G^ 

Materials 
aod8upi>lieB 

Other* 

118,020.720  84 

5.605,405  74 

175.551  10 

1.191.202  55 

12.511.099  96 

195.201  37 

205.813  67 

163,230  95 

312.672  64 

673.407  97 

80.650  84 

17.418  21 

4,180,096  61 

3,712.664  43 
44.817  59 
15.509  72 
13.870  40 
10,545  12 

6,797,407  98 

24,019  62 
81.675  51 
51.108  09 

$985,085  75 

906,479  20 

303,075  33 

189,879  68 

112,794  13 

69,287  73 

87,305  83 

16.216  34 

i, 690, Its  99 

1.404,035  96 
25.585  46 

$6,148,928  01 

1,613.777  51 

229,785  93 

1,891,548  49 

217.998  17 

108,565  75 

446.229  11 

25.396  46 

10,689,999  48 

955.335  13 

122.568  11 

35.344  89 

38.918  84 

19.855  32 

1,179,099  99 

552.291  14 
95,089  89 
44,012  48 

$347,253  33 

15,668  54 

u 3.420  60 

$162,760.2^^  91 
20.569,869  09 
44.725.903  43 
12.439.261  40 

75.284  08 
28.373  47 
19.760  90 

"8,505  58 

oiowoi 

626  12 
881,486  91 

M 772,541  93 

11.581.347  98 
5,312,838  58 
3.945,532  98 
1.826.370  69 

t6,10e,t99  67 
4.720,333  86 

868,161,678  06 

43,135.556  83 
2.110.633  02 

428.958  08 

546  34 

23,751  34 

731,099  92 
374,595  35 

11.208  65 

4,741,098  86 

1,468,678  76 

107,333  95 
50.953  57 
60,754  36 

779,641  98 

31,805  82 

1,653  15 

»  240. 188  10 

48,780,849  16 

6.449.266  36 
3,490,456  61 
1,925,911  50 

630.847.388  52 

18.114.306  09 

$4,202,538  63 

$12,545,645  23 

$1,427,672  21 

$321,807,854  68 

$69,948  19 
40.111  92 
15,480  84 

$96,554  91 
98.315  80 
78.007  51 

$170,885  78 
124.722  86 
116.064  34 

• 

$2,893,023  41 

$61,037  84 

120.372  88 

5.119.365  56 

1.705.968  62 

1125,540  95 

$272.iB78  22 

$411,672  98-         1181.410  72 

$9,808,357  59 

...    ...   . 

*  Including  temporary  advanoee  to  associated  oomfNinies  returned  under  Miscellaneous  tempo- 
rary debits.  Interest  and  dividends  receivable  from  associated  companies  are  not  included  here 
but  are  shown  under  Other  floating  capital.  • 

*  Not  indudiing  bills  and  accounts  receivable  due  from  associated  companies. 
'  See  note  5.  « 

*  See  general  note  above:  "  Fixed  capital  '*  here  indudee  also  various  amounts  of  capital  stock 
of  assodated  companies  carried  on  the  books  as  part  of  fixed  capital  without  separate  valuation. 

*  .\fter  deducting  841.043.84,  debit  balance  ot  what  is  reported  by  the  company  as  "  Accrued 
amortisation  of  capital  '*  reserve  and  induded  on  the  balance  sheet  under  Miscellaneous  temporary 
debits.  This  amount  represents  the  excess  of  actual  over  estimated  repairs  for  the  years  1009-1914 
melusive. 

^«  See  note  9. 

u  After  deducting  $115,530.35,  debit  balance  of  what  is  reported  by  the  company  as  "Accrued 
amortisation  of  capital  "  reserve  and  induded  on  the  balance  sheet  under  Suspense.  This  amount 
represents  the  excess  of  actual  over  estimated  repairs  for  the  years  1909-1914.  indusive. 

"  Indudea  $23,000  of  respondent's  own  stock,  reacquired,  consisting  of  common.  820.000  (par 
value.  830.000).  and  preferred,  82,100  (par  value  82,100).  constituting  an  investment,  in  1914,  of 
spedal  surplus. 

"See  note  11. 

^^  The  Flatbush  Gas  is  induded  below  under  gas-electrical  companies. 

"  Indudes  8250.000  bonds  of  the  Equity  Gas  Company.     See  general  note  above. 

**  Includes  Gas  sales  suspense,  8747.314.03.     For  detaOs,  see  abstract. 

"  Of  the  balance  of  8155.485.35  which  was  accumulated  to  Dec.  31.  1910.  in  the  accoimt.  Ac- 
^'^led  amortisation  of  capital,  the  company  has  improperly  transferred  to  "  Contingency  "  reserve 
$103,653.90,  and  to  a  reserve  for  "  Plant  withdrawn  from  service,"  851 .828.45.  See  note  1  above 
SQd  abstract  in  Part  III  of  this  volume. 

".The  oomoany  has  incorrectly  included  in  fixed  capital  an  item  of  81,007.66  expended  on  a 
project  which  was  unoomolets  I  at  the  dose  of  the  year.  This  item  should  have  been  charged  to 
Construction  work  in  progress  and  has  here  been  transferred  to  Miscellaneous  temporary  debits. 

'*  Includes  8102,119.07,  franchises  and  other  intangibles  in  process  of  amortisation.     See  all 
iK>tel8. 

**  For  division  of  this  figure  between  gas  and  electrical  property,  see  Table  XXXIX. 


also 
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TABLE  ZZZVnL    CoadeaMd  baliiice  sheets,  as  o  < 


F^ZID  Gartaij 

COMPANT 

Before  deducting 
depredation 

Aeomed 
ainortiiatiop,Cr' 

IniModated 
eompaoiea* 

Otiwr 

Opsbatino  Elkcxbical  CoMPAifiisn 
New  York  Edisoii 

$132,855,539  02 

20,866.191  37 

8,034,006  51 

161,765,758  90 

27,264,712  23 

» 2,370.266  72 

$22,569,773  89 

2,687,781  71 

636.480  21 

tS,794,09S  SI 

4,230,661  10 

80,977  72 

« $16,099,897  15 
1.148,120  75 

$1,812,427  76 

United  Electric  L.  A  P 

88.823  23 

N.  T.  A  Queens  Elect.  L.  &  P      

12.185  89 

Total,  CoDBolidated  system 
Edison  Elect.  lUg.  (Bklyn) 

18J4S,017  90 
480,061  44 
802,500  00 

''^:^S 

Richmond  light^'A  K..A 

•2,625,827  45 

Total '. 

1191,390,715  85 

$30,114,677  13 

$18,925,579  84 

$4,865,019  56 

$0,813,907  07 

Total,  operating  light  St  power  companies 

$408,150,350  19 

$70,262,005  78 

$111,362,954  86 

Conduit  CoMPANnn 
Consnl.  Tel.  A  El.  Subway 

$24,180,764  95 
14.728,931  27 

$864,062  24 
1,156,604  65 

$25,515  63 

8.O00O0 

Total 

$38,909,696  22 

$2,020,756  89 

833.515  63 

NON-OFSRATINO  CoMPANIIS 

Kin0i  County  Elect.  L.  ft  P 

$7,268,239  17 

38,417  90 

1,320,083  67 

>  $6,972,830  00 

»  $208,040  00 

Amsterdam  ELect.  L..  H.  ft  P 

Brush  Electric  Illg 

$186,833  95 

5,55154 

Total 

$8,626,740  74 

$186,833  05 

$5,973,830  00 

tlOB.501  54 

Grand  total 

$455,686,787  15*    172.470. 406  ft2 

$117,335,784  86    10.455.504  24 

1 

*^  For  amount  of  capital  stock  of  associated  or  system  companies  included  in  this  ficaie. 
Table  XLIII,  A. 

*>  The  company  has  included  amon^  investments  $146,402.50  which  it  paid  for  stock  of  its  con- 
9  tituent  company,  the  Edison  Electric  Illuminating  Company  of  New  York,  of  a  par  value  of 
!  >  ,  354.    The  amount  paid  is  here  deducted  from  investments,  and  the  par  value  from  capital 
stock  liability,  while  the  balance,  $117,138.50.  is  transferred  to  Misodlaneous  temporary  debits. 

**  The  net  fixed  capital  of  the  street-railway  department,  after  deducting  Accrued  amortisation 
of  capital,  $36,963.69,  is  $2,613,827.45,  which  is  included  under  Other  investmento. 
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]>«ceinber  sx*  19x6:    (A)  Aiaeto  ild«  —  Ooadndad 


Bilk  and 

aoeoonto 

nemvahkb 

•ancimted 
eomiMuues* 

FuuTmo  Capital 

MnoeOaneout 
temporvy 

Total  aawts, 
ete. 

OmH 

Mfttariab 
udsopphM 

Other* 

61.1tt9.368  S7 
123,931  53 

$1,993,563  63 
339,793  17 
374,755  43 

i,697ii0i  il 

114.330  87 

39.760  43 

$3,200,221  68 
556.062  36 
167.813  06 

M,9»A,097  09 
957,829  31 
130,176  79 

$13,396  193  70 

3.726.903  19 

963.809  91 

16,108,906  80 

1,278,798  56 

244,188  89 

«  $610,873  52 

B$148,337,299  43 
28.357,043  89 

37.028  01 
847,901  68 
679.830  48 
313.754  48 

8.873.118  58 

i,07S,»99  90 

3.700  03 

16,708  77 

190,867,461  90 

26,873,754  96 

5,953.145  80 

63.093,704  00 

$3,751,093  60 

$4,013,103  19 

$17,629,838  35 

$1,640,986  49 

$213,194,362  66 

832.941,003  12 

$10,990,939  54 

$8,577,520  04 

$30,587,156  46 

$3,250,060  48 

$544,810,574  92 

100,370  88 

$66,778  35 
396.471  54 

$72.293  09 
64,091  23 

$22,396  72 
770,345  22 

$1,946  49 
1.734  49 

$38,566,511  77 
14.711.869  10 

$60,876  88 

$362,349  79 

$136.384  33 

$792,743  94 

$3.670  96 

$88,278,380  87 

$13,833,308  66 

$3.853  40 

73  54 

13.788  21 

• 

$19,813  19 

$69,999  93 

$27,373,173  35 

38,490  44 

4,761  37 

1.157.350  84 

$13,838,160  03 

$19,713  15 

$19,813  19 

$69.999  93 

$28,560,014  63 

$46,840,180  03 

$11,372,903  48 

$8,713,904  36 

$31,399,713  59 

$3,823,740  33 

$611,657,970  43 

*Incltidfl8  0408,960 '(par  vmlue  $342,000)  of  respondent's  own  6  per  cent  purohaBO  money 
mortgage  bonds  and  $388,000  (par  value,  $400,000)  of  4  per  oent  bonds  of  Brooklyn  Edison  de* 
posited  under  purohase  money  mortgage  with  Oentral  Trust  Company  as  part  of  a  cash  guarantee 
fund  of  $1,000,000.    See  note  28. 

»Gonaist8  of  $202,000  (par  value  $200,000)  of  the  New  York  Oas.  Eleotrio  Light,  Heat  A 
Power  Gompany  5  psr  oent  homdB  and  $1,040  cash,  deposited  under  purchase  money  mortiMCe 
with  (Central  Trust  Company  as  part  of  a  cash  guarantee  fund  of  $1,000,000.    See  note  25. 
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TABLB  ZXZVIIL    CondraBd  balua  ■hMM,  ■ 


^ngB  County  lifting 

H.  tr  &  ftiubmoml  Gu 

Brooklyn  QomiAti  Qu 

Tot«l,  gu  oompuiiH 

Ou-EucisiuL  Coil»in» 

Flilbwh  Ou , 

Qiweu  Borough  a,  4  E 

Broni  Ou  i  Glacuie  , 

Total. 

OmUTINa  BLECIUCtl.  COMriHIM 

New  Vork  Edi«o 

UBiUd  ElDcbio  L.  A  P 

N.  Y.  t  QuteB  EloM.  L.tP 

ToUl.  Cotwdtdiled  lyRa 

EdiM  EInt.  m.  (Bklyn) 

RictanHHid  U|ht  i  ((.H  

Total 

Total,  ajmiieg  liglit  ud  pom  «'■. . 

CmaoLTel.  ft  El.Submy 

Empire  Cily  Satmy 

Total 

NoH^opuAima  Coiiruiag 

Kinn  CoimW  Etel.  L.  4  P 

iBtaduB  Ehrt  L_  H.  4  P 

twh  Electric  I  % 

Total 

.  Nor..-  D.  .iloi  ioforni.tion  ■ 


i.goB.assog 
a.ioi.2M  n 

i,gi>  SI 
S,7T8.t7»  at 

ii,m  « 
i.m.oio  M 

lTa,0»M 

3w.»a  II 


ti. (08.11 1  n 


IX, TH  11 

114, Tn  II 

33,010  » 

t.in.stt  n 

l,OH,m  M 
TD.MT  a 
17.7M4I 


111.710  00 
<*M.IB3  W 
Sl.»t  K 


13.101,000  00 


ILKl.SV  90 

li.ea,: 


tlS.TM.«2S  a 


H.TW.nOM 


117,410,880  at 


Ipolui.,  pr,T,iam  on  Mock.  113,918.878.23. 

BS'o" 

h  Qm  i. 
mtncrcia 

ncluded  below  u 

nder  gM.eleQtrii«l  compuiiea. 
>iHl  prep>id-«u  in  .uspeuH, 

•65.(08.20 

For  d*tul>. 

BS*- 

lamerqi. 

metered  liihtin 

g  uid 

n.u^>eD» 

t7,oa4.40 

For  d«t«ik. 

ISKS'- 

mmerci 

metered  lightiu 

lud 

•6.061,11 

For  dM>>K 

•botr«ctB. 

OBimoto,. 

meterei  liihti 

g>od 

pnptid-tw 

•3,170.00 

Fard*uil>, 
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of  December  31,  19x6:     (B)  liabilities  side 


Unpundmd  Dbdt 

Reserves 
other  than- 

aocnied 

amortintion 

of  capital 

Total. 

liAhlities 

and  credit 

balances 

Sarphis 

Unxnatured 
interest, 
rent  and 
<fividendB 

Other  eurrent 

andaocraed 

liabiUtiee 

De6dt 

S348.462  48 

$2,502,920  77 
287,594  18 
806,883  79 
274,611  04 
246,095  00 
315,385  56 
131,854  92 
208,570  66 
4,773,915  99 

1.863,800  67 

17,770  09 

6,328  82 

3,787  22 

2,347  87 

1,894,194  67 

476,091  52 
48,456  68 
20,784  16 

> $14,741,341  34 

270.769  02 

138,071  47 

81,890  33 

» 106,028  38 

116.140  40 

19,797  73 

674  18 

16,474,719  86 

171.820  09 
'82,107  17 
M5,641  29 
•11,433  34 
»•  7,650  15 
988,659  04 

12,704  30 
u 31,532  05 
U33.708  01 

•$143,649,557  27 

17,244,901  72 

48,126,488  75 

7,713.789  28 

10.984,640  06 

4,140,330  13 

3,099,468  28 

1,670,782  25 

936,699,967  74 

37,013,836  20 

1,329,139  86 

251,038  02 

596,895  56 

271,047  10 

39,461,966  94 

5,797,880  82 
3,130,480  56 
1,907,208  79 

$19,110,696  64 
8,324,967  37 

76.602  46 

59.706  84 

$3,400,585  82 

23,105  73 

4,725,472  12 

596,707  92 

1,172,508  45 

846,064  70 

155,588  44 

99,959,006  64 

6,121,719  63 
781,493  66 
177.920  01 
134,204  36 
103,548  25 

7,318,886  91 

u  651,385  54 

359.976  05 

18.702  71 

9.058  32 

137.464  00 

10.416  66 

20.846  59 

SSe,74f  08 
900.023  97 

3,400,686  39 

7,704  64 

2,645  41 

2.266  03 

576  73 

913, 1 16  78 

9,375  00 

19.557  84 

10.416  67 

$1,539,306  37 

$7,213,372  95 

$15,841,309  25 

$286,927,484  15 

$38,280,955  85 

$3,400,585  82 

$6,806  08 

$51,154  94 

563.079  75 

21,506  3 J 

$83,340  10 
80,032  65 
71,200  65 

$3,556,176  46 
4,772,786  35 
1,730,105  51 

$663,153  05 

88,005  95 

$346,579  21 
65,863  11 

26,975  00 

$71.787  03 

$635,743  02 

$234,573  40 

$10,059,068  32 

$412,442  32 

$663,153  05 

$612,772  93 

"$1,239,702  32 
2,589.314  18 
128,537  23 
3,957,663  73 
2,092,308  19 
1,216.695  42 

$1,219,194  41 

86.343  23 

13.685  89 

1,319,993  63 

1.152.320  47 

13,978  89 

$111,664,144  24 

21,472,817  25 

7,622,722  48 

140,759,683  97 

26,873,754  95 

6,324.849  62 

$36,573,  l'>5  19 

1,784,226  64 

1.250,396  10 

39,607,777  93 

73,691  93 

686,464  88 

115,177  51 

3,120  99 

$371,703  82 

$804,763  36 

$7,266,557  34 

$2,485,522  89 

$173,958,288  54 

$39,607,777  93 

$371,703  82 

$2,415,858  76 

$15,115.673  31 

$18,561,405  54 

$470,944,841  01 

$78,301,176  10 

$4,435,442  19 

$14,675  00 

$747,525  08 
328,686  45 

$5,284  80 
25,000  00 

$22,997,374  23 
14,587,586  45 

$569,137  54 
124,282  65 

353,900  00 

$368,575  00 

$1,076,211  53 

$30.284  80 

$37,584,960  68 

$693,420  19 

$16,976  00 

$5,839  40 

282,075  00 

547  21 

$10,542  00 

$24,209,357  40 
1,159,038  94 
1,370,173  75 

$3,163,815  95 

5,000  00 

$1,120,548  50 

5.551  54 

212,822  91 

$21,976  00 

$288,461  61 

$16,093  54 

$26,738,570  09 

$3,163,815  95 

$1,833,371  41 

$2,806,409  76 

$16,480,346  45 

$18,607,783  88 

$535,268,371  7S 

$82,158,412  24 

1      $5,768,813  60 

^  Overstated  by  $61,577.22,  the  amount  of  the  difference  between  the  statutory  rate  for  gas  of 
80  cents  per  M  cu.  ft.  and  rate  of  95  cents  charged  by  the  company  for  the  period  from  July  1  to 
I>ec.  31,  1916.  This  difference  should  have  been  deducted  from  income  or  surplus  and  set  up  as  a 
reserve. 

"  Includes  $24,042.66,  "  General  reserve  "  to  which  is  charged  the  d«>reoiation  aoorued  prior 
to  Dec.  31,  1908,  whenever  retirements  of  "  Fixed  capital,  Dec.  31,  100  H  ''  are  made. 

^  Represents  the  difference  between  the  80  cents  per  M  cu.  ft.  rate  fixed  by  law,  effective  July 
1, 1916.  and  the  rate  of  95  cents  which  the  company  collects. 

^  See  note  22,  Division  A. 

u  Real-estate  mortgages,  matured  and  unpaid,  $357,011.74,  held  by  the  New  Amsterdam,  are 
here  included  in  Bills  and  accounts  owing  to  associated  companies. 

"  Fint  mortga(gte  bonds,  matured  and  unpaid,  $275,000,  owned  by  Consolidated  Gas  and 
guaranteed  by  tJmted  Electric,  are  included  in  Bills  and  accounts  owing  to  associated  companies. 

"  As  reported  by  the  company  on  the  balance  sheet;  the  oonsxmiers'  deposit  schedule  has  been 
Qcrreoted  to  show  $29,925.20  which  is  the  amount  shown  in  Table  XL. 

^*  See  note  18.    Table  XL  excludes  the  Brush  Electric. 
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TABLB  mnmr,   growth  of  fixed  capttal  during  1916: 


FlZlD  C&RTAL  IWO 


CoiBOLnUTD 


CgnMikktod 
Gas 


L.,H.4P. 


New 


Gw 


Land  DiTonp  10  Gab  Ormumm 

Ogettpied  by  |u  woiia 

OiMnqned  by  oatade  holder  atatioiis 

Watar  rights 

Other  hod 


iNTAiraiBLi  Gab  Cafital 

OcgMiiiation 

ftanehiaei  (im) 

Patent  rights  (gas) 

Other  intangiue  gu  cajiital 


TAiraiBLi  Gas  Capital 

General  Btnieturea 

General  equipment 

Works  and  station  struetures 

Holders 


Gr  13.008  40 


121.851  M 


$5.350  00 


3,405  24 


50.461  8S 


[144  571 

101.673  13 

81.648  34 

[2.716  571 

9.574  03 


Crl03  20 
12.341  72 


[417  43] 
7.590  57 
6.291  18 


Fuxnaoes,  boilers  and  aeeessories. 

Steam  enpnes 

Gas  engines 


Misoellaneoaa  po«eri)lant  equipment. 

BoMhes  and  retorts 

Wateripu  sets  and  aooessories 

Purification  apparatus 

Acoessory  equipment  at  works 


Trunk  lines  and  mains 

Gas  services 

Gas  meters 

Gas-meter  instaUation 

Municipal  street-lighting  fixtures ^. 

Gas  engines  and  wplianoes 

Gas  tools  and  implements 

Gas  Uboratary  equipment 

Other  tangible  gas  capitel 

Engineering  and  Buperintendraoe 

Law  ezpen^tnres  during  construction. 

Injuries  during  oonstruotion 

Tates  during  oonstruetion 

Interest  during  oonstruetion 


lifisodlaaeous  construction  expenditures. 


[Cr  1,755  44 

(>16  38 

822  32 


34,734  99 


1,368  02 


BonmABT  or  CHAiross  nf  Fixsd  Capital  Dusmo  Ysab 
Total  net  changes  in  capital  installed  sinoe  1908  Otems 

shown  above) 

Corrections  and  adiustments 

*'FixBdea|tttal  Dee.  31. 1908"  withdrawn  — Cr 


Net  inerease  of  all  fixed  capital. 


Total  Feeid  Capital,  Dao.  31,  1916 

Installed  prior  to  1909 

Installed  sinoe  1906 


Total,  Dee.  31.  1916,  before  deducting  deprecia^ 
tioB 


[1,755  45] 
2,048  11 

48,697  12 

29,894  49 
108,010  97 


98  14 

1.901  54 

19.667  44 

&  4.162  28 


224.731  77 

2.319  98 

776  63 

81.453  56 

[Cr  2,861  14] 

43.535  66 


22  91 
Cr  2.721  60 


iCr 5.339  68 


1630,095  81 

>Crl68,9i»9  76 

790,412  18 


&  8834,316  18 


•41,965.729  52 
12,095.108  68 


$54,060,883  20 


56.011  50 


<Cr  1.327  75 


4.834  80 


$132.569  56 


24,964  72 


Cr  1,900  75 

[70.088  00] 

5,291.091  01 

12.141  09 

30.573  93 


22,326  78 
75  02 


3.513  01 
978  66 


[Cr  65.905  19 
(Cr 4.133  90 


[Cr417  42] 


$5,429,110  36 


$107,594  84 


$10,928,586  49 
4.066.702  94 


$14,970,288  48 


58.068  34 


$5,376,031  01 


•$40,246,968  37 
e.406.386  91 


>$46.6S3,346  38 


Notb. —  The  data  itemised  in  this  table  under  the  daaaifioation  of  the  Uniform  System  of 
Aoooante  represent  fixed  capital  installed  during  the  year  lees  retirements  of  fixed  capital  installed 
sinoe  1908.  Details  of  inHtaHatJons  and  retirements  are  given  in  Part  III  ol  this  volame.  Coiree- 
tions  are  shown  separately,  and  transfers  between  accounts  are  entered  in  square  brackets. 
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A)  Qtm 


(K  t/u  oiBCwMsu  oonpuiios 


Ovtel 
UnmOtB 

StudKd 
GuUght 

N.  Y.  Mutual 
Qttlight 

Northern 
UnioaGas 

N.  T.  A  Queens 

(hM 

Total 

$13  26 

$26,715  20 
Cr  3.068  40 

$1.888  72 

54.810  81 

• 

}            $1,883  40 

8.918  55 

282  85 

$13.088  84 

8.506  37 

5,054  16 

7.387  83 

247  71 

/        [8,215  89] 
\             182  50 
1.515  10 

[Cr 8.215  89] 

ft 
1 

/        [8.7n  88] 
I      123.868  44 
50.667  23 
/   [Or5.409  33] 
41.574  68 
23.262  31 
/   [Crl.755  45] 
\        33.182  63 
322  32 

$12,392  73 

580  16 

14.321  02 

15.924  48 

8,216  81 

1,368  02 
98  14 

324  44 
13.081  86 

6.848  58 

1.121  95 

5.512  03 
1.340  55 

173  00 
60  00 

19  25 

11,820  44 

5.138  58 
3.705  07 
1.215  06 

2.399  07 
32.840  74 
/        [1.755  45] 

31  44 

1.168  31 

2.507  62 

25.915  80 

5.931  66 

42.706  00 

2.892  36 

3.015  22 
/       [70.038  09] 

6.138  13 
26.036  46 

2,327  26 

15.880  88 

\  5.381.855  94 

67.063  24 

228.255  65 

4,108  33 

86.735  26 
Cr523  16 

17.297  27 
Cr511  26 

9.333  39 
1.281  68 

78.354  03 
&351  57 

6.925  98 
157  50 
415  93 

394.727  38 

Cr273  50 

1.192  56 

38.786  06 

1.334  18 
2.684  78 

2.455  28 

7.400  10 

843  84 

1.408  48 

f   [Cr2;861  14] 
\       112.863  03 



[Cr  65.905  19 
[Cr4.132  90 

iCr51  39 

Or  8.080  05 
/       [Cr417  421 

\          4.834  30 

881.797  72 

$77,216  90 

$43,671  22 

$159,874  83 

$70.114  41 

86,625.400  30 
Cr  163.099  76 

8.588  15 

58.494  80 

34.985  37 

25.962  90 

5.100  50 

991,536  96 

$74.168  57 

$18,722  10 

$18,745  85 

$133,911  43 

$65,013  91 

$5,469,872  58 

88.958.796  30 
1.627.921  81 

$11,605,067  46 
1,725.318  93 

13.301.145  62 
251,253  65 

83,102.500  29 
1.111,835  28 

$1,396,398  61 
460.053  07 

$121,590,151  66 
27,725.476  27 

$10,686,718  11 

$13,420,406  30 

$3,552,399  27 

$4,214,335  57 

$1,857,351  68 

$149,315,627  93 

1  Diaoounte  realised  through  prompt  payment  of  bills  for  materials  and  supplies  used  in  oonstruc- 
tion. 

*  *'  Represents  amounts  billed  affiliated  gas  companies  for  servioes  rendered  for  their  aoeount." 
Rnorted  as  a  oredit  to  Engineering  and  superintendence. 

*  Fbr  seeurities  included  m  fixed  capital  accounts  see  Table  XLIII.  A. 
'  Inohides  disooqnt  on  oonstniotion  bills  $700.16. 
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TABLE  UUl.    Ofowdi  off  flasd  capHd  dfltinc  1916:    <A>  Gt 


Fixed  Capital  Itbmb 


Brooklyn 
Union  Gas 


Bbookltm 


Newtown 
Gm 


Land  DBvonin  to  Oab  OpiRATioNa 

Occupied  by  gns  works 

Occupied  by  outride  holder  stations 

Water  rights 

Other  land 


Intangiblb  Gas  C^-pital 

Organisation 

Franchises  (gas) 

Patent  rights  (gas) 

Other  intangible  gas  capital 


Tanqiblb  Gab  Capital 

General  structures 

General  eauipment 

Works  ana  station  structures 

Holders 

Furnaces,  boilers  and  accessories 

Steam  engines 

Gas  engines 

Miscellaneous  power-plant  equipment 

Benches  and  retorts 

Water-gas  sets  and  accessories 

Purification  apparatus 

Accessory  equipment  at  works 

Trunk  lines  and  mains 

Gas  services 

Gas  meters 

Gas-meter  installation 

Municip>al  street-lighting  fixtures 

Gas  engines  and  appliances 

Gas  tools  and  implements 

Gas  laboratory  equipment 

Other  tangible  gas  capital 

Engineering  and  superintendence 

Law  expenditures  during  construction 

Injuries  during  construction 

Taxes  during;  construction 

Interest  during  construction 

Miscellaneous  construction  expenditures. . . 


SUMMABT  or  ChlANGBS  IN  FiXBD  CaPITAL  DuRINO  YbAR 

Total  net  changes  in  capital  installed  since  1908  (items 

shown  above) 

Corrections  and  adjustments 

*•  Fixed  capital,  Dec.  31,  1908  "  withdrawn  —  Cr 


Net  increase  of  all  fixed  capital. 


Total  Fixbd  Capital,  Dbc.  31,  1916 

Installed  prior  to  1909 

Installed  since  1908 


Total,  Dec.  31, 1916.  before  deducting  depreciation. 


$417  87 


72.993  63 


20.501  56 
47.556  08 
60.785  96 
998  34 
85,110  52 
3,345  70 


1,336  87 


2,910  40 
22.831  71 
40.592  15 
132,130  55 
60.077  80 
99,506  47 


4.082  61 
2,354  16 


15,428  05 


$622,959  33 


78,791  75 


$544,167  58 


$35,089,758  06 
6.845.928  85 


$41,935,686  91 


1116  64 
"16666 


272  97 

879  67 

397  31 

3,816  47 


438  77 
49.759  48 
11,282  74 
19,507  8S 


187  61 


$86,759  44 
""8!492  64 


$78.266  80 


$682,555  07 
1,649,848  50 


$2,332,403  63 


1  One-half  of  a  general-capital  charge  which  has  been  equally  divided  between  the  gas  and  the 
electn<^  departmento  by  the  Bureau  of  SUtistics  of  this  Commisrion. 
>  Includes  $9,134.30  heretofore  treated  by  the  company  as  an  investment. 
« Includes  $2329.80.  one-half  of  a  general-capital  charge;  see  note  1. 
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ooinpuil«s  and  gas  dapartments  of  gas-alactrical  companies  —  Contintted 


Ukxon  Ststkm 

Gas  Dbpabtmbmts  — 

GaS-BUBCTBICAL  COMPAinBS 

Woodhavan 
Gaslight 

Jainaioa 
Qas  T.ight 

Richmond 

Hill  A 

Queens  Co. 

Gas 

Total 

Flatbush 
Gas 

Queens 

Borough  Gss 

ft  Electric 

• 

$534  51 

■     $78 '66 

73.171  63 

I    > $12,185  50 

211  94 
Cr330  99 

20.986  47 
48.103  66 
61.183  27 

4.814  81 
35.110  52 

3,345  70 

> $2,165  40 

11,135  57 

48  31 

13.117  66 

*  5,587  91 

380  00 

.  > 

1,336  87 

375  00 

2,910  40 
22.831  71 
41.0)0  92 

234.173  23 
79.609  01 

182.943  96 

539  52 

'23i966'69 
3.757  94 
5.320  44 

'$8;i39'2i 
1.421  55 
1.624  20 

t20,243  90 
3.068  98 
6.984  97 

27.460  26 

7.780  57 

14,139  34 

28.568  41 

2.119  83 

337  50 

Cr.22  80 

4.270  12 
2,354  16 

250  00 

56  53 

848  98 

15.428  05 

$30,297  85 

$32,937  42 

$11,184  96 

$784,139  00 

$52,969  45 

$54,094  04 

98,021  75 

1.125  40 

3.006  95 

$28,990  30 

$28,619  92 

$6,063  65 

$686,117  25 

$51,844  06 

$51,087  09 

$206,081  87 

$415,551  36 
341.322  33 

$332,623  83 
80.600  14 

$36,725,570  19 
9.251.022  00 

$710,332  78 
» 1.197.228  67 

« $2,017. 133  50 
•862.881  98 

$538,403  99 

$756,873  69 

$413,223  97 

$45,976,592  19 

•$1,907,561  46 

•$2,880,015  57 

•  ConuMmy  does  not  report  separately  gas  and  electrical  fixed  capital  installed  prior  to  Jan.  1 ' 
1900.  This  figure  is  the  amount  of  gas  capital  installed  prior  to  1909,  as  appraised  by  this  Com- 
misaion  in  1910,  lesn  credits  reported  since  then. 

•  Includes  $42,709.25  ~>  one-half  of  general  capital. 

•  Includes  $21,028.06  — one-half  of  general  capital. 
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TABLE  ZZXIZ.    Growth  of  faed  capitia  dnrii*  i»i6:    (A)  0*« 


FixBD  Capital  Itbm b 


Imtakgiblb  Qa«  Capital 

Organuation 

FranehiseB  (eas) 

Patent  rights  (gas) 

Other  intangible  gas  capital 


Tanqiblb  Gab  Capital 

General  straotures 

General  equipment 

Works  and  station  structures 

Holders 


Fumaoes,  boilers  and  accessories 

Steam  engines 

Gras  engines 

B^isoeUaneous  powei^lant  equipment. 

Benches  and  retorts 

Water^as  eets  and  accessories 

Purification  apparatus 

Accessory  equipment  at  works 


Trunk  lines  and  mains 

Gas  services 

Gas  meters 

Gas-meter  installation 

Municipal  street  lighting  fixtures. 

Gas  enmnes  and  appliances 

Gas  tools  and  implements 

Gas  laboratory  equipment 

Other  tangible  gas  capital 


Engineering  and  superintendence 

I-Aw  expenditures  during  construction. 

Injuries  during  construction 

Taxes  during  construction 


Interest  during  construction 

Miscellaneous  construction  expenditures. 


Land  Dbtotbd  to  Gab  Opbbatioiib 

Occupied  by  gas  works 

Occupied  by  outside  holder  stations 

Water  rights 

Other  land 


Gab  DBPABniBNTS  —  O^^^^JST 
TBICAL  CoMPAMiBB  —  C^ndumm 


StruMABT  OF  Chanosb  in  Fmn  Capital  Dubing  Ybab 
Total  net  changes  m  capital  installed  since  1908   (items 
shown  above) 

Fixed  capital.  Dec.  31. 1908  "  withdrawn  — Cr 


Net  increase  of  all  fixed  capital. 


InsUUed  pn&iSS""*  ^^^"""^  ^^°-  ^*'  ^®^® 
Installed  since  1906 . . . '. 


^"dSi^iiS?!*^'  ^^'  ^^'  ^«1«'  ^««  deducting 


Bronx  Gas 
AEleotrie 


1S3.380  66 


U00  96 

14.239  00 

2.045  54 


146  52 


1.687  53 

23.626  39 

7.601  41 

2.578  63 

476  36 


39  68 
310  97 


78  92 


846.116  57 

•  •■•■•■•••• 

«26.287  06 


$19,879  51 


•S503.874  85 
'349.991  06 


$853,865  91 


T^tal 


$15,575  la 


5.884  02 

10.962  4$ 

2.478  85 


146  58 


375  00 
'539*62 


1.687  68 

79.545  06 

17,401  81 

17.060  £ 

476  96 

Cr22  80 

346  21 
1.159  96 


78  92 


$153.180  06 
'86.'369'4i 


$122,810  65 


$3,231,341  22 
2,410.101  71 


$5,641,442  93 


Statistics  of  this  Comm2So^l^''!^^?P'***•  ^"*^.*^  ^"^  ^"^  divided  equally  by  the  Bureau  of 

«  An  item  of  Sl^SoTeT^^n^f'  ^^"^  ^J^^^  electrical  department*, 
dose  of  the  year*  and  tto^i^HW??'!*^^^"^^™*  °°  high-pressure  system  uncompleted  at  the 

•  Consists  of  iC?  t«^ff^^^°±i!«''y  the  company  in  this  account.  U  here  exoKuded. 

*  Includes  $2X)9S0Q  A^^SJw  *u   **P«»t»P«  «P«nae«. 

uuw  •iJAWfi.TO.  one-half  the  credit  for  general  capital  retired. 
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oompuiM  md  gas  deputnMili  of  gas-electrlod  cMBpaaiM 

■      .y   1.^.^  ■  ... 


—  CMMhutod 


X 


Otbib  Qab  Companim 


KinfB  County 
Lif^tliiB 


New  York  ft 
Rldunond  Giw 


Brooklyn 
Borough  Qts 


Total 


Qnmd  total, 
■upply 


Cr$15  50 

436  00 

553  40 

20  10 

1.343  27 


1.689  77 


858  34 

15,041  31 

22.927  90 

10.850  04 

7.086  00 


777  00 

"sis 


$71,034  48 
"2. "417  53 


S68,616  95 


$4,011,344  17 
on, 057  01 


$5,880,301  18 


$2,007  53 
1,530  80 
2.016  01 
1.148  26 


161  37 


Grl63  32 

26.628  77 

8.260  01 
5.581  46 
1.544  30 


Crl2  00 
636  43 
209  02 


244  68 


$50,892  40 
*i,*083'75 


$48,008  65 


$2,006,544  38 
308,670  20 


$3,305,223  58 


$1,001  10 


26  83 

2.108  28 

10.103  82 

03  18 

74  38 


41  04 
144  60 

s 0,200  41 

11.067  24 

11,007  27 

14.217  04 

3.016  36 


Cr275  14 

30  60 

125  63 


$64,088  54 
>Cr86  60 

(•) 


$64,001  85 


$1,834,642  60 


$1,834,642  60 


$1,001  10 


11  33 

5.540  00 

12.287  20 

2.120  20 

2,465  01 


$28,616  30 
Cr2.533  80 

'us.' 567*66 


1.808  18 
144  60 

9. 994  43 

53.367  32 

43,106  08 
30.660  34 
12.407  74 


490  76 
667  08 
430  63 


244  68 


$186,916  42 
Cr86  69 
4.401  28 


$1^2.427  45 


$7,817,888  56 
3,211.278  81 


[8.777  881 

150.250  26 

124.274  27 

[Cr  5.499  321 

117.619  00 

30.206  41 

fCr  1.756  45J 

70.905  58 

3.668  02 

81679*89 

98  14 

7.747  17 

56,817  05 

(1,755  45) 

56.728  10 

(70.038  09) 

5.748.931  55 

207,289  14 

417,900  42 

17,082  42 

"395ii95'34 

5.009  86 

6.137  20 

3S.786  03 

Cr 2,861  14 

113,107  70 


(Cr66.906  19 

(Cr4,132  90 

(Cr  8,080  05 

(Cr  417  42 

20,341  27 


$7,749,643  78 

Cr  164.066  45 

1.124,329  40 


$6,461,227  93 


$169,864,961  62 
42.597.878  79 


$11,029,167  86        $211,962,830  41 


*The  fized-caoital  acoounts  of  thia  company  were  all  re- written  as  of  Jan.  1.  1914.  to  agree  with 
w«  apprakal  of  the  oompany'e  property  by  this  C  ommiseiont  the  accounts  aa  of  Dec-  31.  1908. 
being  absorbed. 


*  Includes  $106,757.04.  one-half  of  general  capital. 
'  Includes  $20,637.15,  one-half  of  general  capital. 
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TABLE  ZZZDL    Growdi  of  fixed  capitd  dtiring  1916:     CB)  Blectikai 


FixsD  Capital  Itbms 


Lakd  Dbvotbd  to  EuecTRZCAL  Opbrationb 

Occupied  by  generating  Btations 

Occupied  by  outaide  Bubetetions 

Water  rights 

Other  land 

Imtangibix  Elbctbical  Capital 

Organisation 

Franchisee  (electrical) 

Patent  rights  (electrical) 

Other  intangible  electrical  capital 


Tanoiblb  Elbctbical  Capital 

General  structures 

General  equipment 

Dams,  canals  and  pipe  lines 

Power-plant  buildings 


Furnaces,  boilers  and  acoeasoiies , 
Steam  engines 


Turbo-generators 

Turbines  and  water-wheels ^ . . . 

Gas-producers  and  accessories 

Qas  engines 

Electric  generators 

Accessory  electric  power  equipment. . : . . 
Miscellaneous  power-plant  equipment. . . 

Substation  buildings 

Substation  equipment 

Poles  and  fixtures , 

Underground  conduits 

Transmission  system 

IMstribution  system: 

Overhead 

Edison  tube 

Other  underground 

Line  transformers  and  devices 

Electric  services 

Electric  meters 

Electric-meter  installation 

Municipal  street-lighting  system 

Commercial  arc  lamps 

Glower  lampe 

Electric  motors  and  heaters 

Electric  tools  and  implements 

Electric  laboratory  equipment 

Other  tangible  electrical  capital 

Engineering  and  superintendence 

Law  expenditures  during  construction . . . 

Injuries  during  construction 

Taxes  during  construction 

Interest  during  construction 

Miscellaneous  construction  expenditures. 


SnuHABT  or  Changes  in  Fixbd  Capital  Dubing  Ybab 
Total  net  changes  in  capital  installed  since  1908  (items 

shown  above) 

Corrections  and  adjustments. . '. 

••  Fixed  capital.  Dec.  31,  1908  "  withdrawn  —  Cr 


Net  increase  of  all  fixed  capital. 


Total  Fixbd  Capital  Dbc.  31,  1916 
Installed  prior  to  1909 

InstaUed  since  1 908 1 U^^;^  •••;;;;;;;;;;; ; 


Total,  Dec.  31,  1916,  before  deducting  depreciation.. . 


CONSOUDATBD 


New  York 
Edison 


$62,659  97 


93,439  40 


79.900  84 
101,174  35 


24,333  17 

r397  68] 
22,415  22 

(0  397  681 

1,269  79 


58.481  94 

698  12 

139,103  97 

122,421  57 

47,414  60 

387  06 

Cr  16,802  64 

80.359  96 

32,492  08 

354,073  00 

264  23 

356.223  36 

125,474  80 


118.970  90 
Cr  25.927  12 


1,250  00 
738  23 


7,678  25 


$1,788,395  74 

aCr  12.232  37 

803,129  41 


$973,033  96 


$101,407,656  78 

31,413,374  42 

34,507  82 


$132,855,539  02 


United 
Elect.  L.  ft  P. 


$292  18 
3.008  54 


23,620  41 

26,072  78 

32,202  67 
20.145  5S 


72,067  44 
11,461  39 
10,615  50 
60,179  78 


148,765  40 


212,435  06 

110,710  81 

69.516  21 

14,182  47 


20.318  61 


287  09 
'36 .'363  09 


$866,185  07 
'ii3i566'i3 


$752,618  94 


$9,755.588  56 
11,110.602  81 


$20,866,101  37 


1  Consists  of  charges  for  interest  during  construction  and  credits  for  undistributed  discounts  00 
bills  for  materials  and  supplies  used  in  construction. 
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eoiiKpaiii««  and  electrical  departmenta  of  gaa-electiieal  compaaiea 


N.  T.  A  Qaeens 
Elect.  Ij.  dk  P> 


$273  06 


26  60 


66,967  84 
8.114  14 


1.241  26 
77  78 

6,490  11 
03.979  76 
83.991  86 
18.784  09 
24,242  64 

09,699  79 


6.060  79 
49,164  20 
87,611  83 
38.043  3) 

2,096  97 

83,811  79 

Cr264  38 

1  06 


36  00 
1.443  37 
7.249  46 


8588.022  22 

Cr31.617  97 

78.134  33 


$428,369  92 


$4,891,621  92 
3,142,384  69 


$8,034,006  61 


Otkbr  OpBBATiNa  Elbctrical  Coupanxbs 


Total 


$62,833  02 


93,466  00 


137.160  86 
112.297  03 

47,963  68 

(397  68] 

48.488  00 

[Cr397  681 

32.202  67 

21.416  37 


•    131.790  64 

12.237  29 

166.209  64 

276.681  10 

81.406  46 

19.171  16 

166,206  30 

149.959  76 

32.492  08 

672.660  46 

160.129  24 

513.361  40 

177.700  69 

2.096  97 

173.101  30 

Cr26.191  50 

1  06 

1.260  00 

1.0<)1  32 

1.443  37 

37.552  55 

7.678  25 


Ediaon  Elect, 
nig.  (Bklyn) 


$3,192,603  03 

43,750  34 

994,829  87 


$2,164,022  82 


$116,054,867  26 

46,666,361  82 

34,507  82 


$161,756,736  90 


$150,192  41 


86,496  87 
5,417  79 


Cr  10.868  99 

1,774  32 

1.332  72 

157,527  11 

61.523  87 

323.549  68 

177.120  35 

121,362  84 

"229  .'870 'so 

46.178  07 

385,037  63 

163.904  76 

138.344  33 

Cr  5.771  25 


22,666  22 
2,700  88 
1.209  67 

1091636  23 


Cr26.971  59 
8.157  66 


$2,161,381  27 

Cr  8.612  66 

229.644  51 


$1,918,224  10 


$14,256,079  36 

12.972.376  91 

36,255  97 


Richmond  light 
cB  R>  R« 


(Cr$700  00] 
6,000  00 


Crl,000  00 


3,029  63 


[700  00] 
1,210  09 

83.648  71 

1,616  77 
14,860  40 


831  83 
86,557  34 


3,676  66 
6,476  10 


13,626  82 


15.645  22 
8.275  61 

12.711  96 
1 .297  86 

13,039  49 


114  26 


$221,415  75 
"i64;279'73 


$67,136  02 


$1,693,780  41 
676,486  31 


$27,264,712  23 


•$2,370,266  72 


Total 


[Ct$700  00] 

6.000  00 
160.192  41 


Cr 1,000  00 


86.496  87 
8.447  42 


(700  00] 
1.210  09 

83.648  71 

1.616  77 
14,860  40 


831  88 

26,688  36 

1.774  32 

1.332  72 

161,102  77 

67.999  97 

323.549  68 

177.120  35 

134.888  66 

229 1870 'so 
61.823  29 
393.313  24 
176.616  71 
139.642  19 
7.268  24 


22.656  22 
2.700  88 
1.323  83 

i69i636'28 


Cr  26.971  50 
8.167  66 


$2,372,797  02 

Cr  3,512  66 

383,924  24 


$1,985,360  12 


$16,949,859  76 

13.648,863  22 

36,255  97 


$29,634,978  96 


*  Conaiata  if  $1,375.07,  inatallationa,  and  $13,766.07,  retirementa.  in  ateam  department,  and  an 
adjnatins  debit  of  $158.63  to  the  account,  Power't>lant  buildinga. 

*  For  data  of  railroad  department,  aee  vol.  II  ofthia  Report. 
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TABLE  IIXJUL    Orowth  of  fixed  ccpltAl  dorinc  1916:    (B)  Bteetrict 


Fxxao  Capital  Itsmb 


LaNX>  DKrOTBD  TO  ^LBCnUCAL  OPBRATIOlfB 

Occupied  by  generating  stations 

Occupied  by  outside  substations 


Water  rigfats 

Other  land 

Intakoibuc  Eudctbxcal  Capital 

Organisation 

Frtmchises  (electrical) 

Patent  rights  (electrical) 

Other  intangible  electrical  capital 

Tangible  Elbctrical  Capital 

General  structures 

General  equipment 

Dams,  canals  and  pipe  liiMS 

Power-plant  buildings 


Furnaces,  boilers  and  aooessories. 
Steam  engines 


Turbo-generators 

Turbines  and  wateindieels 

Gas-producers  and  accessories 

Gas  engines 

Electric  generators 

Accessory  electric  power  equipment 

Miscellaneous  power-plant  equipment 

Substation  buildings 

Substation  equipment 

Poles  and  fixtures 

Underground  conduits 

Transmission  system 

Distribution  sjrstem: 

Overh^ 

Edison  tube 

Other  undergrouxkd 

Lme  transformers  and  devices 

Electric  servicee 

Electric  meters 

Electric-meter  installation 

Municipal  street-lighting  system 

Commercial  arc  lamps 

Glower  lamps !*.!!".*.!!! 

Electric  motors  and  heaten! .....'.....'. 

Electric  tools  and  implements ! 

£iectnc  laboratory  equu>ment 

Other  tangible  electriiaacapital 

Engineering  and  superintendence 

L<aw  expenditures  during  construction .    . 

J^uncs  during  construction 

Taxes  during  construction. . . 
gterest  during  construction. ..'.". 
MiscellaneouB  construction  expendituies! '.'.'.'. 

Chaj?gb8  m  PixuD  Capital  Dusma  Ybab 

Cowectiona  and  adjustments.  **.!!!*.!; 

*^Md  capUal,  Dec.  31, 1908  "  withdrawn — 

Net  increase  of  all  fixed  capital 

Installed  since  1008... 


^1^  d^JUiiin"':  ^r.  '»•"'«*■ 


■i^*' 


EixcTBiCAL  Dbpabtbcxiits  OP  GA»-«I»CrBICAt 


Flatbush 
Gas 


94  00 


>2,166  39 
« 1.136  67 


4,060  63 

2,616  03 
719  39 


3  76 

2,992  28 

37  26 


3,162  91 
18,926  92 


2.828  36 


20,648  03 

7,158  30 

40.966  81 

13,730  14 


7,262  88 


443  48 


$128,340  12 
6.711  13 


$122,628  09 


$628,888  60 
•1,162.271  96 


•$1,691,110  46 


Queens  Borou^ 
Q.  AE. 


1  $12,186  60 


> 3.117  66 
•2.291  28 


(1,064  74) 

i.486  78 

[Or  1,064  74) 

2,446  66 

3,636  06 


366  73 
1,736  22 


113  84 
9.004  24 


7,200  71 


6.690  60 
3.699  12 
6.084  94 


11.676  02 


401  38 


$70,927  70 
1,790  81 


$09,127  89 


•$1,888,010  97 
•634,154  43 


l«$2,428.065  40 


Bronx  Gas 
AEtoctrie 


«$3.389  66 


>10O06 
<4.239  00 


219  73 
407  42 


Crl40  4S 
*4i357'S0 


8,901  78 


808  62 

360  20 

2.096  31 

654  80 

22.303  45 


42  40 


266  28 


$48.096  09 
•6.137  17 


$86.060  52 


•  $344.887  48 
•337.740  60 


d«»to«l  departments  ^tSlSSS  S?to^^  eqiaiy  divided  between 

•  Includes  a  credit  of  M^a  ftnltJi^   vHf**!*  *>*  **"»  Commisrioti 

«tMit  Of  $2323.60.  and  one^ialf  the  charv)  to^SaJjapitiO.  $2320^. 


•$682.638  08 


thecusi^ 
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and  electrical  depertoMntB  of  gae-electricftl  oomiNuiiee  —  Continaed 


Compa: 


Total 


tl6.570  16 


5,3S4  00 
7.665  85 


Cr 


U.064  74] 
5,767  09 

[1.064  74] 
5.869  11 

4.355  47 


3  76 
3.349  01 
1.633  06 


113  84 
16.514  65 
18.925  92 


13.630  85 


20.548  03 
18.647  52 
45.016  13 
21 .910  39 
654  80 
41.142  35 


887  24 


Elbctrio  Conduit  Coupanibs 


Ccmaolidated  Tel. 
A  Elect.  Subway 


266  28 


$242,364  51 


13.648  11 


.716  40 


S2.762.636  95 
2.034.166  96 


84.796.808  93 


81.404,136  94 


Cr  925  21 

iiowis 


Empire  City 
Subway 


81.404.275  88 


$1,404,275  88 


$13,814,697  91 
10.366.067  04 


824.180.764  95 


$906,882  69 


Total 


13.000  00 
'ii964'59 


$921,847  28 


34,296  26 


$887,551  02 


$11,109,398  67 
3.619.532  60 


$2,311,019  63 


Total  operating 
companiee 


12,074  79 
'3i028'74 


$2,326,123  16 


34,206  26 


$2,291,826  90 


$24,024,096  58 
13.985.599  64 


814,728,931  27        $38,900,096  22 


$62,833  02 

Cr700  00 

6.000  00 

259.236  57 


Crl.OOO  00 


229.041  78 
128.410  30 

"fi, "764 '741 

54,930  76 

[Cr667  061 

137,505  82 

[Cr397  68] 

38,173  91 

36,275  77 


835  59 
160,828  00 
15.644  67 
156,542  36 
437.797  71 
165,921  08 
2,672,666  38 
333.325  65 

298.479  26 

32.492  08 

822.978  28 

235.600  05 

951,680  77 

376,227  79 

142.393  96 

221.511  89 

Cr  26.191  50 

1  05 

23.906  22 

15.836  99 

3,654  44 

40,581  29 

117.313  48 


Cr  25,971  69 
8,423  94 


$8,133,887  72 
Cr 47,263  00 

1,426,608  48 


$6,659,926  24 


$159,691,460  55 
/  75,334.991  66 
\  70,763  79 


$235,007,216  00 


*  Includes  one -half  the  credit  for  general  capital  retired. 

*  See  note  4  attached  to  corresponding  gae-department  figure. 

*  Includes  one-half  of  general  capital.    For  detaila  see  notes  to  corresponding  figxiree  in  the  gas 
division  of  this  table. 
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TABLE  ZZZIX.    Growth  off  And  c«pitei  dnfiaK  19x6:    9)  BlectriMl 


FtxKD  Capital  Itbms 


Land  Dbtotbd  to  Elbctbical  OmuTioini 

Occupied  by  generatinc  stations 

Occupied  by  outside  substations . . . . : 

Water  rights 

Other  land 


Imtanoiblb  Elbctbical  Capral 

Organisation 

Franchises  (electrical) 

Patent  rights  (electrical) 

Other  intangible  electrical  capital 


Operating 

oompanieB, 

total  brought 

forward 


Tangible 

General  structures 

General  equipment 

Dams,  canals  and  pipe  lines . . . 

Power-plant  buildings 


Eubctbical  Capral 


Furnaces, boilers  and  accessories. 


Steam  engines 

Turbo-generators 

Turbines  and  water  wheels 

Gas-producers  and  accessories 

Gas  engines 

Electric  generators 

Accessory  electric  power  equipment 

Miscellaneous  power-plant  equipment . . . 

Substation  buildings 

Substation  equipment 

Poles  and  fixtures 

Underground  conduits 

Transmission  system 

Distribution  system : 

Overhead 

Eklison  tube 

Other  underground 

IJne  transformers  and  devices 

Electric  services , 

Electric  meters 

Electric-meter  installation 

Municipal  street-lighting  system 

Commercial  lamps 

Glower  lamps , 

Electric  motors  and  heaters 

Electric  tools  and  implements 

Electric  laboratory  ec^uipment 

Other  tangible  electricalcapital 

Engineering  and  superintendence 

Law  expenditures  during  cons  truction . . 

Injuries  during  construction 

Taxes  during  construction 

InterMt  dunng  construction 

Miscellaneous  construction  expenditures. 


m   «    1        SUM>TARY  OP  ChanqU  IN  FiXBD  CaPRAL  DI7RINO  YbAB 

Totol  net  chaoKes  m  capital  installed  since  1908  (items  shown  above) 

CoRections  and  adjustments 

Fixed  capiul.  Dec.  31,  1908  "  withdrawn  — Cr 


Net  increase  of  all  fixed  capital 

T  -*-ii^      ■     *    TJS^^  ^^^  Capital,  Dec.  31,  1916 
Instalied  prior  to  1909 


Installed  since  1908 

Total,  Dec.  31. 1916.  before  deducting  depreciation. 


S62.833  02 
[Cr  700  00) 
6.000  00 
259.236  57 


Cr  1,000  00 


229.041  73 
128,410  30 


[1.764  74] 
64,930  76 
[Cr  667  06] 
137,506  82 
[Cr397  681 
38,173  91 
36.275  77 


835  59 
160.828  00 
15.644  67 
156.542  36 
437,797  71 
165.921  08 
2.672.666  38 
333.325  65 

298,479  26 

32.492  08 

822.978  28 

235.600  05 

951 ,680  77 

876.227  79 

142,393  90 

221.511  89 

Cr  26.191  50 

1  05 

23.906  22 

15.836  99 

3.654  44 

40,581  29 

117.313  48 


Cr  25.971  59 
8,423  94 


$8,133.887  72 
Or  47,263  00 
1.426.698  48 


$6,659,926  24 


I 


$159,601.460  55 

76.334.991  66 

70.763  79 


$235,007,216  00 
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companiM  ttnd  electrical  depertmentB  of  gu-electrical  companies  —  Concluded 


LiaeoB  CoKPAHm 

Kiac*  County 
Elect.  L.  A  P. 

Amsterdam  Elect. 
L.i  H.  A  P. 

Brush  Electric 

Total 

Grand  total, 
electrical  supply 

$62,833  02 
/          [Cr  700  00] 
\             6,000  00 

260,236  57 

Cri,666  66 
229,041  73 

$314  13 

$314  13 

128,724  43 

66.489  80 

66,489  80 

168.862  90 

77,740  60 

/ '[i;764'74J 

168,862  90 

\         111.420  66 
ICr  667  061 

77.740  60 

\         306,368  72 
(0  397  681 

\          115,914  41 
36,275  77 

25;64i'47 

26'.64i'47 

106,652  58 
6,215  97 

25;877'66 

267,480  58 

21',860  64 

166,642  36 

437.797  71 

106.662  68 

6,215  97 

166.921  08 

2.672.666  38 

333.326  66 

298.479  26 

■ 

32.492  08 
822.978  28 
236.600  06 
961.680  77 
376.227  79 
142.393  96 

2.374  46 

2;374*46 

221.611  89 

Cr  26.191  50 

1  06 

23.906  22 

15,836  99 

6,028  90 

40,681  29 

117,313  48 

i',i6i'86 

iiieise 

'crii'.in'si 

9,585  30 

$444,863  17 

$444,853  17 

Dr  2.361  00 

30,472  21 

$8,578,740  80 
Cr  44.902  00 
1,457,170  69 

Dr  2.361  00 

30.208  00 

$264  21 

$417,006  17 

Cr  $264  21 

$416,741  96 

$7,076,668  20 

$4,282,121  76 
2,986,117  42 

$38,417  90 

$1,311,795  28 
8,288  39 

$6,632,334  93 
2.994,406  81 

$166,323,796  48 
/    78.329.397  47 
\           70.763  79 

$7,268,239  17 

$38,417  90 

$1,320,083  67 

$8,626,740  74 

$243,723,966  74 
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OOMPANT 


Gas  Companiib 

Couolidated  Qm 

Ntw  Amatardam  Qtm 

Centr^  Union  Qm 

Standard  Qm  Light 

N  Y.  Mutual  Gas  Light 

Northern  Union  Gaa 

N.Y.  A  Queens  Gas 

Total 

Brooklyn  Union  t\/$Um 

&ooklyn  Union  Gas 

Newtown  Gaa 

Woodhayen  Gas  U^t 

Jamaica  Qaa  Iddit 

Richmond  HiUTQ.  C.  Gas 

Total 

Otkw  gat  oompoatea 

IQnp  County  Lighting 

N.  7.  A  Richmond  Gas 

Brooklyn  Borough  Qaa 

Total 


Total,  gas  oompaoies. 


.  Gab-Eucxhical  COMPAiniB 

Flatbush  Gas 

Queens  Bonnu^  G.  A  E 

Bronx  Gas  A  Electrio 


Total. 


EUCTRICAL  GOMPANIIB 

New  York  Edison 

United  Electric  L.  A  P 

N.  Y.  A  Queens  Elect.  L.  ft  P 

Edison  Elect.  Illg.  (Bklyn) 

Richmond  Light  A  RJL 


Total. 
Qtand  total.... 


TABLE  XL.    COHSDMBBS'  DBPOSDS, 


ATBMaoaire 
or  YiAa 


DBPuein  Ajmibd 

YlAB 


Nndber 


N.R. 
N.R. 
N.R. 
20.425 
N.R. 
N.R, 
N.R. 


N.R. 
N.R. 
N.R. 
N.R. 
N.R. 


20,886 

4.2M 

10.385 

S6,690 


Amofont 


N.R. 
N.R. 
7.717 


48.256 
12.401 

0.518 
30.597 

2.448 


100.220 


Number 


1085.883  00 
816.402  12 
186.287  68 
140,741  87 
130.885  68 
100.775  02 
20.863  56 
1,890,969  i8 

1,077.794  96 

62.780  88 

22,712  70 

17.426  02 

8.705  60 

i,189,4»l  19 

110.464  00 
24,650  20 
77,901  07 

999,01$  97 


83,302.405  67 


897,842  75 
59.761  19 
42.668  96 


$199,772  92 


$453,913  55 
100,190  00 

70.432  89 
352.061  91 

14.283  92 


$999.882  27 


$4,502,060  86 


75,400 
20,286 
16.150 
11.728 
12,181 
10.067 
1,114 
149,891 

71,361 
5.898 
8,184 
2,301 
1.067 

89,801 

7,940 
1.999 
5,414 

16,999 


246.054 


8,607 
6,848 
2,071 


17,616 


34.890 
13,389 

3.486 
18.171 

1.487 


71,423 


335,093 


,071  50 

in^STooo 

72,Q10  00 
Cl.«65  08 
68.SI2  80 
62,»)60 
6.S78  81 
7Mi,9M9  99 


25,548  00 

18.3S0  00 

1O.S4O0O 

4.787  00 

4i9,9$l  00 

48,640  00 
11,390  00 
44,a9  51 
90,999  SI 


$1,208,434  90 


$53,380  00 
95.805  21 
13.138  66 


$162,422  87 


$800,525  76 

107.080  00 

83.111  87 

200.827  50 

9.410  00 


$650,405  13 


$2,075,262  SO 


1  Caees  where  the  aocount  is  not  fully  satisfied  by  the  credit. 

*  The  Astoria  is  not  included  in  this  table  as  it  has  no  oonsumors*  deposits. 

*  Includes  both  cash  refunds  and  oredita  to  aooounta. 
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AKD  nnCOLLBCTIBLB  BILLS.  191A 


Dvoam  Rbfumdbd 

Dbpobitb  at  Close  op  Year 

VHOU.T  OB  PABTLT  ZN  C4BB 

AFPUKD  ON  ACOOCMTl 

Number 

Number 

Wbcnof 
cash 

Wbereof 
eredhedto 
oaosamen' 

aMOontB 

Number 

Anunmt 

Amount 

62.233 

18.273 

12,886 

10,386 

8,268 

7,884 

788 

180,781 

62,268 

3,746 

1,666 

1,116 

681 

e9,tn 

5,192 

801 

3,585 

9,788 

N.8. 
N.8. 
N.S. 
858,860  03 
N.S. 

N.a 

1,003  10 
«  69,805  08 

N.S. 
N.S. 
N.S. 
•N.S. 
N.S. 

N.S. 

6,606  00 

N.S. 

*5,595  00 

18328,878  06 

< 87,684  26 

>  60,461  91 

2,364  64 

> 48.799  76 

> 41 .491  46 

2.787  78 

*  578,458  85 

S306,656  80 

M4.380  96 

> 6,768  40 

« 6,412  80 

«2,661  00 

•887,787  48 

> 30,206  00 

366  00 

a  27,861  63 

*  58,581  88 

12,047 
3,439 
2,147 
913 
2,284 
1,601 
46 

if.srr 

20.491 

1,260 

448 

207 

166 

88,851 

1,938 

26 

232 

8,198 

846,860  67 

13.710  69 

7,944  04 

4,366  60 

8,682  11 

6.874  75 

270  00 

*  87, 817  86 

64.628  64 

3,386  66 

1.469  84 

1,186  26 

686  14 

71,858  58 

11,099  00 

166  00 

1,069  00 

13,888  00 

N.R. 
N.R. 
N.R. 
20^9 
Ci.  a. 
N.R, 
N.R. 

N.R. 
N.R. 
N.R. 
N.R. 
N.R. 

21.666 

6,281 

11,982 

88,918 

81,008,211  88 
317,473  28 
190,801  68 
136,805  28 
136,766  61 
114,729  71 
23,070  99 
1,917,859  48 

1,066,072  04 
70,647  22 
27.794  46 
21,168  86 
10,246  66 

1,198,788  18 

121,710  00 
29,926  20 
02,299  96 

848,985  15 

190,766 

«866,458  08 

« 8068,761  94 

47,224 

« 8172,007  19 

< 88,368,522  71 

6,478 
N.R. 

N.S. 

N.S. 

86.686  41 

> 832,997  84 

«86,988  40 

2,830  59 

1,129 
271 

M,712  80 

N.R. 
N.R. 

8,368 

8113.021  11 
68.668  00 

1.149 

1,360  11 

44,921  53 

«86,686  41 

« 1122,816  83 

1.400 

86,061  01 

8226,610  64 

23,670 

6,246 

1,683 

8,204 

663 

8177,228  60 

44,920  00 

10,609  76 

80,672  37 

4,180  00 

828,558  10 

5,686  00 

7,093  26 

37,084  66 

7  60 

8,661 
467 
632 

2,000 
36 

814,309  10 

2,140  00 

4.797  76 

29.082  36 

202  00 

50.815 
20,087 

7,839 
38.566 

3,246 

8^,343  51 
163.466  00 

80,954  00 
405,550  12 

19,304  32 

39.406 

8817,700  72 

878,428  61 

11.696 

850.640  22 

120,542 

81,203.617  95 

« 8389,846  16 

« 81, 170,007  28 

60,310 

« 8228.719  32 

M.788.751  30 

.  *  Fuhtre  to  separata  returns  acoording  to  dassification  in  osption  deprives  these  totals  of  spedfio 
wmificanee. 
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TABLE  XL.    Consnmen'  depoiils,  and 


COICPANT 


QhB  CoiCPANXBfl 

ContalidaUd  $i0tem 

Conaolidfttod  Qas 

New  AmBtflrdam  Qas 

Geatnl  Unioa  Ghw 

SUndtrd  Om  Light 

N.Y.  Mutual  Oas  Light 

Nmihern  Union  Ghw 

N.Y.AQueenBGas 

Total 

BrooHyn  Union  »yUem 

Brooklyn  Union  Qaa 

Newtown  Qae 

Woodhaven  Ghw  Light 

Jamaica  Oaa  Light 

Richmond  HiUlb  Q.  C.  Qae 

Total 

Olhtr  gaa  eompanm 

KingB  County  Lighting 

N.T;  A  Richmond  Qaa 

Brooklyn  Borough  Qas 

Total 


Total,  Qas  companies 

Ga8-£lbcibical  Companiis 
FlatboshGasI 


Qas. 

.Eleotrieal 

Queens  Borough  O.  A  E 

Bronx  Gas     Electric  (  gj^^; 


Total. 


Electbical  Companibs 

New  York  Edison 

United  Bleetrie  L.  A  P 

N.  Y.  A  Queens  Elect.  L.  A  P 

Edison  Elect.  Illg.  (Bklyn) 

Richmond  Light  A  R.  R 


Total. 
Grand  total. . . 


IimiuBBT  o.f  DspoBira 


Charged 
toinoome 


Hi.368  48 
12,072  24 
9,735  37 
7,803  62 
5,755  75 
6,078  72 
1,305  00 
87,119  18 

64.831  42 

3,932  42 

1.502  30 

1,143  82 

567  40 

71,977  36 

S7.512  08 
1.661  60 
2.862  15 


$171,135  37 


16,288  57 
5,829  08 
1,173  35 


112,791  00 


817,366  60 

3,606  66 

4,495  00 

15,000  00 

254  65 


140,724  91 


$224,651  28 


during 


$41,689  01 

12,072  24 

9,m69 

7.803  6S 

5,755  75 

6.07S  73 

704  40 

85,297  43 

71.481  33 

3,245  67 

714  <0 

476  25 

514  12 

76,iS9  00 

5,580  96 

603  67 

2,863  15 

9,04e^ 


$168,776  n 


$3,311  29 
8.177  67 
1.17}  35 


$7,662  31 


$17,386  60 

3.603  66 

1.851  19 

11.772  86 

234  6S 


$34.853  96 


$211,292  50 


'  Of  this  $847.64  is  incorrectly  charged  to  surplus  for  bad  debts  written  off. 
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necliblo  bOli,  19x6  — Coicl  ded 


Sbbticb 
somas 

] 

DiBcotrmnrxD  bt  Com- 
Wbou  Dvootb  Wsu 
Not  WiTBDBAWii 

UNOOLLBCnBLB  BlUil 

Aaoont 

of 
depoats 

Applied 

to  unpaid 

Meoiints 

NetloM 

NvnlMr 

Number 

Amount 

DBPOBITB 

Other 

• 

ehftrsedto 
unool- 
leotible 

Number 

Amount 

bilb 

tt.433 
1.S07 

1.574 
597 

1,900 

768 

178 

JS,8S7 

17.144 

2.040 

485 

306 

153 

90,078 

557 
K.R. 
466 

848.232  91 
5,642  00 
7,218  00 
2,022  00 
8,283  00 
3,873  50 
029  50 
77,  iOO  91 

80.365  62 

6.179  08 

1.460  10 

1.839  00 

578  50 

89,9ie  SO 

2,865  00 

N.R, 

4,198  00 

838,612  02 
3,379  94 
6.308  10 
1,686  20 
7,523  80 
2.760  70 
767  85 
61,  OSS  70 

50,466  20 

5.199  83 

892  92 

946  11 

355  94 

66,860  99 

2,054  17 
3,916  03 

22,131 
5.749 
2.860 
1,310 
3,459 
1.661 
101 

S7,S71 

27.576 

1.566 

630 

485 

227 

so,m 

3,008 
268 
271 

SM7 

199,445  31 

26.986  19 

12.239  86 

7,406  04 

16,221  75 

7.799  09 

700  00 

170,798  f| 

126.580  45 
5,856  49 
2,747  94 
2,388  67 
1,144  61 

188,718  16 

23.144  14 

1,222  68 

> 3.768  76 

t8,lS6  S8 

12.047 

3.439 

2,147 

531 

2.284 

1,395 

46 

81,889 

20,491 

1.360 

448 

297 

165 

tS,661 

2,172 

27 

271 

»A70 

M6.860  57 

13.710  59 

7.944  04 

2.882  00 

8.582  11 

5.874  75 

270  00 

86,1SS  06 

64.628  64 

3,886  65 

1,469  84 

1.185  26 

586  14 

71,866  6S 

9,760  00 

160  00 

2,472  00 

18,898  00 

$10,875  92 

3.127  48 

1.360  64 

835  10 

3.060  24 

717  21 

23  92 

80,000  61 

20,652  87 

1.181  34 

698  95 

423  54 

203  21 

MS, 169  81 

5.857  44 

22  80 

123  45 

6,008  69 

$41.699  82 

10.148  12 

2.935  18 

3.688  94 

4.579  40 

1.307  13 

406  08 

64,664  S7 

41,299  44 

1,888  60 

579  15 

779  87 

355  26 

44,sot  St 

7,536  70 
il,039  88 
•1,178  81 

9,789  89 

71,302 

$837,651  98 

47,010 

$169,781  59 

M9,163  51 

$118,706  88 

1.118 

N.R. 

280 

16,415  00 

N.R. 

1,518  11 

$4,649  28 

N.R. 

1,869  11 

/1,588 

\     599 

45 

/     221 

$6.808  43 

3.179  41 

664  59 

1,867  06 

898  72 

875 
254 

15 
221 

50 

$3,336  21 
1.876  59 

185  00 
1.128  03 

241  08 

$1.563  53 
664  55 

908 

$1.908  00 

1,138  37 

470  56 

739  03 

657  64 

2.503 

$13,418  21 

1,415 

$6,266  91 

$2,237  11 

M,914  19 

N.R. 

N.R. 

102 

1.608 

41 

N.R. 

N.R. 

81.003  00 

15,405  70 

226  80 

N.R. 

N.R. 

$362  97 

4,928  15 

209  60 

9.592 

4.187 

487 

3,876 

42 

$76,447  49 
30.234  93 

9,911  99 
43.884  54 

5,735  53 

5 

1.120 

128 

1.081 

41 

$140  02 

10,485  00 

3,683  00 

11,791  01 

209  60 

$18,762  26 

4.473  43 

498  88 

2,417  27 

185  28 

$67,546  31 
15,376  50 

5,730  11 
39,676  36 

5,340  65 

18,184 

$166,214  48 

2,375 

$26,308  63 

$26,337  12 

$113,568  73 

91,960 

$517,284  67 

50,800 

$202,357  13 

$77,737  74 

$237,189  80 

<  Indudei  H26.55  worth  of  merohandiae  aoooimts  written  off. 

Vor.  Ill  — 11 
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TABLE  ZIX    SBCTTRriES  (C/IPTTALI/ATION),  D^-emb-r  31.  zoi6:     (A)  Funded  debt 


OoMP&NT  un  DwauFixoii  or  Ihub 


0\8  OniiPAim 
CoMoUdated  tifdtm 
CoMolidated  Gm: 

Convertible  debentve,  5-yr.  6'i 

Aatorim  L..  H.  A  P.: 

First  mortgace.  50-yr.  5|'i 

New  Amsterdam  Qaa: 

N.  Y.  ft  E.  River  Gts  1st  raise.,  60-yr.  5's.. . . 
N.  Y.  &  E.  River  Gas  1st  con.  mtge.,  50-yr.  5*8. 
Equitable  Gas  Lt.  Isl  con.  mtge.,  40-yr.  5's.. . 

New  Amsterdam  Ist  oon.  mtge.,  50-yr.  5's 

Total 

Gsotral  Union  Gas: 

First  mortgage,  30-yr.  5's 

Purchssp  money  mortgage,  6  pee  cent* 

Purohase  money  mortgsge,  5  per  oent« 

Total 

Staodard  Gas  light: 

First  mortgun.  40-yr.  6*8 

Northern  Union  Gas: 

First  mortgaae.  aHrr.  5*8 

N.  Y.  k QueeuGas: 

First  mortgage  3<>-yr.  5's 

Total.  Consolidated  system 


BrooHifH  Union  tifitem 
Brooklyn  UnioD  Gas: 

Consolidated  martgage.  50-yr.  S's 

Union  Gas  Lkht  eon.  mtge.,  30-yr.  5*s. . . 

Gitiaens  Gas  Light  000.  mtge.,  50-yr.  S's.. 

Total 


OAtr  ga»  eompaniei 
Kings  County  lighting: 

Kings  Co.  G.  ft  lUg.  Ist  mtge.,  SO-yr.  5'b. 
Kings  Co.  Ltg.  1st  refunding,  50-yr.  5's. . 

Total 

N.  Y.  k  Richmond  Gas: 

First  morlw[B,aO-yr.  5*8 

Brooklyn  Borough  Gas: 

Rrst  mortgage,  40-yr.  fs. 


Geoetal  mortage,  40-yr.  5's . 


Total. 
Total,  flss  companies. 


GA»-l&JiCRICAL  CdHPANUB 

Queens  Borouch  G.  A  B.: 

Town  of  Hempstead  G.  A  B.  Lt.  1st  mtge.,  40-yr. 
5*8 


Queens  Borough  Elect.  L.  k  P..  1st  mtge.  30-yr. 

5'8 

Qoeens  Boroui^  G-  k  E.  geiUBral  mtge.,  50-yr. 

58 

R«al-estate  mortgage,  S-yr.  5  per  cent 

BeatasUte  mortgage,  3-yr.5  per  cent 

^     ,        Total 

Bronx  Gas  k  Eleetrio: 

grst  mortmge,  4»-yr.  5*8 

First  refimdiM^yr.  5'b 


Total,  gsw  eleotricsl  eompaniee. 


Class 

of 

oMiga* 

tion* 


6 


A 
A 
A 
A 


A 
C 
C 


A 
A 

A 


A 

A 
A 


A 
A 


A 

A 


A 

A 

A 
C 
C 


A 
A 


Date  of 
mataritgr 


Feb.  l.ino 

Oct  1.1M3 

Jan.  1, 1944 

Jan.  1, 1945 

Mar.  1,1932 

Jan.  1,1948 


Aug.  10. 1927 
Nov.  28, 1919 
Nov.  18, 1919 


May  1,1930 
Nov.  1,1927 
Av«.   1,1984 


May  1,1945 
Jan.  1.1920 
Feb.    1,1940 


Get. 
July 


1.1940 
1.1954 


May    1.1921 

Mar.  1,1938 
June    1.1945 


Feb.    1.1941 

April  1,1928 

July  1,1952 
June  19, 1918 
Aug.  30, 1918 


1950 
1960 


Amount 

available 

batnni 


s $153, 752  50 


•865,000  00 

ses^ooooo 


S40.000  00 

850,000  00 

« 184.000  00 

i,mja  so 


1.822,000  00 
1, Sit, 000  00 


13.314.752  50 


8875,000  00 
875,000  00 


8375,000  00 


ouialanduiK 

Dee.  81. 1916 

(par  value) 


824.846.947  50 

5.000.000  00 

8.500.OOO  00 

1.500.OOO  00 

S.500,000  00 

10.635.000  00 

i9JS5,000  00 

8,609.000  00 
20.000  00 
86.000  00 

S,U5,0OO  00 

1.195.000  00 

1.250.O0O  00 

816.000  00 

tf,7vr.J47  so 


14.686.000 


264. 
15.000. 


00 
00 
00 
00 


750.000  00 
2.428.000  00 
8,178,000  00 

i.600.000  00 

500.000  00 
600.000  00 

1,000,000  00 


876.475.M7  60 


8160,000  00 
260.000  00 

1.000.000  00 
13.000  00 
10.000  00 

8,088,000  00 

7.000  00 
i. 072.000  00 
1,079,000  00 


$8,102.000  00 


xu*  1];«.^^nifl«mM  of  the  letters  b  indicated  in  the  distribution  of  the  grand  total  at  the  oloae  of 
this  division. 

s  Entries  in  this  oolumn  include  istmounts  not  yet  outstanding  but  whioh  have  been  authorised 
by  mortgage.  Unissued  securities  of  oom^aniea  authorised  to  take  up  outstandinc  secaritiea  are 
not  included. 

'Amount  uniasued  Deo.  31,  1915.  when  authorization  for  issue  of  bonda  hy  this    OonmMrion 

lapoeti. 

*  Renewed  for  3  yeaxa. 
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TABLE  ZLL    Seoulties  (capltalinttion),  December  31,  1916:     (A)  Funded  debt  —  Concltided 


CoKPAHT  iii»  DaoBipnoir  ov  Ihui 


OmAimo  Elsctrtcal  CSomp&niss 
New  York  Bdim: 

N.  Y.  Om  A  Elert.  L.,  H.  A  P.  Ist  mUe.,  60-yr.  S's 
N.  Y.  Om  a  Bhet.  L.,  E.  A  P.  purehaae  monev. 

60irr.4't 

Bdinn  Eket.  Hlg.  of  N.  Y.  lat  oca.  mtge.,  lOO-yr 

6V 

Ttf»}  wifite  mortSBffB,  8-yr.  5}  per  oeni 

UmI  MtiCe  mortgage,  8-yr.  5  per  eemt 

TV^tal 

UiiitedBeetrieL.AP.: 

first  mortgUB,  80-jr.  JTt 

N.  Y.  A  QBeeuSeet.  L.  A  P.: 

FInt  eoatoGdeted  mtge.,  30-yr.  £*■ 

IVrtaL  CoMOfidated  qntem 

EdieoB  Bert.  lOg.  (Bklyn): 

Vint  eonaofideted  mtgeu,  4a-yr.  4'b 

idI«1itAR.R.:» 

eoOateial  tmit  mtge.,  60-jr-  4*8. 


Total,  cgMratiiig  eleetrioal  oompaniea. 
Total,  operating  Qght  and  power  oompaniea. . . 


GomniiT  CoMrAMHB 
Coosol  Tal  A  El.  Subway: 

Fnt  mortgage,  52-yr.  6'b 

Seeond  mortgaKe,  A^yr.  6'a 

Total 

Empire  City  Subway: 

ConaoL  Ttf.  A  EL  Sub.  lat  mtge.  (T.  A  T.) 

80^.^9 

Coneol.  Td.  A  El.  Sab.  ad  mtge.  (T.  A  T.) 

£0-yr.6'B 

C0080L  Td.  A  El.  Sub.  1st  mtge.  (Edison> 

54Kyr.6'i 

Conaol.  Td.  A  EL  Sab.  ad  mtge.  (Ediaon) 

fiO-jr.  8^8 

Empire  City  Subway  lat  mtge.  (T.   A  T.) 

5a-yr.6'8 

Empire  City  Subway  3d  mtge.   (T.  A  T.) 

50-yr.6'8 

Knpire   CSty   Subway    let   mtge.    (Edison) 

5fr-yr.0'a 

Total 


Total,  ooodnit  oompaniea. 


ffon-OnatLtam  Companiib 
Kiogs  Ooanty  Eleet  L.  A  P.: 

rirat  mortgage.  40-yr.  6'b 

Aadiaaa  money,  {K>-yr.  O's 

Oonvertible  debenture,  1^^.  6*8. . . 
GomvtiUe  debeoture,  la-yr.  6'a. . . 

Total 

Axnterdam  Eket.  L.,  H.  A  P.: 

~  40-yr.6'a 


Total, 
Gnnd  total.... 


Class 

of 
obliga- 
tion 


A 

C 

A 
C 
C 

A 

A 

A 
A 


A 
A 


A 
A 
A 
A 
A 
A 
A 


A 
C 
B 
B 


Date  of 
matnrity 


Dec,  1048 

Feb..  1949 

July.  1995 
Jan.  12, 1917 
Mar.  15, 1919 

July    1,1934 
Aug.    1.1930 

Jan.,  1939 
July    1.1953 


June    1.1913 
June    1.1912 


June,  1940 
June,  1940 
Juno,  1940 
June,  1910 
July.  1943 
July.  1943 
July.  1943 


Oot.,1937 
Oct.,  1997 
Mar.,  1933 
Mar..  1935 


Sept..  1937 


Amount 

available 

but  not 

outstanding* 


•Ml, 883  80 

"ii.skskd 

5.163,000  00 

150.000  00 
S,8SS,885  80 

5.725,000  00 

M330.000  00] 


Amount 

outstanding 

Dee.  31, 1016 

OmrTalue) 


SI  1.078,883  80 


814.768.636  30 


$14,768,636  30 


$15,000,000  00 

30.888.000  00 

2.188.000  00 

20.000  00 

30.000  00 

S8,He,0O9  00 

4,838.000  00 

3.350,000  00 
4S,St4,000  00 

4,375,000  00 

[3.200,000  00] 


$49,589,000  00 


$139,166,347  50 


$1,549,000  00 
1,386.000  00 
g,9S5,000  00 


1,125,000  00 

1,135,000  00 

135,000  00 

125.000  00 

5,060,000  00 

83.000  00 

519,000  00 
8,190,000  00 


$11,135,000  00 


$2,500,000  00 

5,176.000  00 

385,500  00 

463.300  00 

8,6S4,800  00 

300,000  00 


$8,834,800  00 


$149,116,047  50 


i 


.)  Mortgage  bonds. 


$97,229,000  00 


B)  Pbinbaiids.  debentures  and  notea 25.605.047  60 

0  Mlsoellfineoia  obligations 26.192,003  00 


»  Of  this  $15,000  is  held  by  or  for  respondent  uneaoumbered,  and  $25,000  is  pledged  or  otherwise 
eabjeot  to  lien. 

*  Held  by  or  on  behalf  of  respondent  unenomnbered. 

'  ProTided  by  the  mortgage  and  used  as  ooUateral  for  demand  notes. 

•  TUo  eapitaHsation  figures  for  the  Rtehmond  Li^ht,  wldoh  are  inoladed  in  the  tranaportaUon 
t«blen,  are  braoketed  here  and  not  induded  in  the  totals.  They  are.  however,  i  nolnded  in  tne 
totals  of  TaUe  XXXVm. 
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TABLB  XU.     Securities  (capitaUxatioii),  December  3if  1916:     (B)  Leag-teca  debt  other  the 
uniiAtarei  bondi  (n-yteb'y  non-negotiable  ii'ercomimny  ob!i£ft^;ons end  matured  f unfed  debt) 


OOMP&MT  AND  DlSGBIFnOlf  Of  DeST 


Creditor  oonpeny 


Amount  o( 

debt 
Dee.  31. 1916 


Ini 

or(D) 


Gab  C0MP&N118 
CoMolidaied  tgdem 

Astoria  L.,  H.  k  P.,  6%  notee 

New  Amsterdam  Qas: 

Notes,  6% 

Cknstniction  advances 

Total , 

N.  Y.  k  Queens  Gas,  6%  notes 

Total.  Consolidated  system .... 
BrooV^  Union  tytltm  ^ 

Brooklyn  Union  Gas.  8%  aooount 

Newtown  Gas  3%  aoooont 

Woodhaven  Gas  Ught.  3%  aeeount 

Jamaica  Gas  Light.  3%  aeeount 

Total,  Brooklyn  Union  astern 

Total,  flsa  oompaniei 

GA8-ELscnicAL  CoicpAiau 
Flatbush  Gis.  3%  aoooont 

Operattko  Elictbical  CoMPAKns 
New  York  Ekiison: 

Construction  advances,  6% 

Matured  real-estate  mortgage,  5% 

Total 

United  Elaetrie  L.  k  P..  6%  advances 

N.  Y.  k  Queens  Elect.  L.  k  P..  6%  advances 

Total.  Consolidated  system .... 
Edison  Elect.  Dig.  (Bklyn): 

Demand  notes,  non-interest  bearing 

Accounts  payable,  non-interest  bearing.. 

Total 

Richmond  light  k  R.  R.: 

Note.  6% 

Note,  5% 

Ttotal 

Total,  (q)erating  electrical  companies 

Total,  operating  light  k  power  companies. . . 

Conduit  CoMPAian 
Oonsol.  Tel.  k  El.  Subway:* 

Debentures,  6% 

NoN-opiRAnNa  Companiu 
Amsterdam  Elect.  L..  H.  k  P.,  6%  notes. . . 
Brush  Electric  Ilk.: 

Matured  bonds,  6% 

Account,  6% 

Total 

Total,  non-operating  compeniai 

Grand  total 


Consolidated  Gas. 


Central  Union  Gas. 
AstoriaL..H.AP.. 


Consolidated  Gas. 


Richmond  Hill  ft  Q.  C.  Gas 

Brooklyn  Union  Gas 

Brookl)m  Union  Gas 

Brooklyn  Union  Gas 


Brookljrn  Union  Gas. 


Consolidated  Gas 

New  Amsteidam  Gas. 


Consolidated  Gas. 
Consolidated  Gas. 


Eingi  Co.  Elect.  L.  kV. 
Kings  Co.  Elect  L.  k  P. 


Staten  Island  Midland. 
SUten  Island  Midland 


New  York  Edison 

Edison  Elect.  Dig.  (Bklyn). 

Consolidated  Gas 

United  Electric  L.  &  P. .  . 


$1,500,000  00 

1,100.000  00 
5,224,508  73 
6,Si4J98  n 
175,000  00 
7,999,598  79 

11, 139  43 

1,090.005  04 
178.334  48 
358. 2f0  11 

1,638,909  OS 


19,038.207  78 


83.101,854  23 


13,500,000  00 

< 357,011  74 

S,B67,01t  74 

9,837,479  67 

2,450,000  00 

15,844.491  4t 

12,300.000  00 

1,633,308  66 

19,995,998  99 

[20,000  00] 

"  iiu)\obb"ob\ 


829,477.890  07 


$42,217,952  08 


$15,751,000  00 


$68,263  01 

*  275,000  00 

90.000  00 

966,000  00 


D$50.000  00 
5.224,50S  72 
5,174.998  79 
25.000  00 
5,199,698  78 

DOSS  48 

16.368  45 

D  3,378  93 

20.548  64 

89,649  88 


$5,232,148  40 


$575,633  38 


$109,814  23 
109,814  89 


D7.500  001 
D7,500  00\ 


$109,814  22 


$5,017,506  00 


D  $1,328,000  00 


D  $35,000  00 
D95,000  00 


$433,263  01 


$58,402,215  09 


D  $36,000  00 


$4,654,596  00 


^  Exclusive  of  the  Flatbush  Gas,  which  is  grouped  with  the  gas-eleetrioal  oompanies. 

*  Matured  funded  debt  unpaid  held  by  system  companies  is  considered  unfunded  permanent 
debt  and  is  included  in  thia  division  of  the  table. 

•  Six  per  cent  demand  notes  to  the  amount  of  $1,600,000,  paid  soon  aft«  the  dose  of  the  f&seal 
year,  are  not  included. 
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Securities  (caidtalization),  December  3it  X9i6:    (C)  Stocks  and  total  capitaUzatica 

(gross) 


COUPANT 


Gas  Companixs 
ContolidaUd  tysUm 

Consolidated  Gas 

Astoria  L.,  H.  4  P 

New  Amsterdam  Gas: 

Common  stock 

Pr^erred  stock 

Central  Union  Gas 

Standard  Gas  laght: 

Common  stock 

Preferred  stock 

N.  y.  Mutual  Gas  Light 

Northern  Union  Gas. 

N.  Y.  A  Queens  Gas 

Total ., 

Brooklyn  Union  tyttem^ 

Brocddbni  Union  Gas 

Newtown  Gas 

Woodhaven  Gas  Light ^ 

Jamaica  Gas  Light 

Richmond  Hill  A  Q.  C.  Gas 

Total 

OtKer  cat  companies 

King  County  Lighting 

N.  Y.  A  Richmond  Gas 

Brooklyn  Borough  Gas 

Total,  Gas  companies 

Gas-Eisctrical  Companies 
Flatbush  Gas 

SueensBorou^  G.  ft  E 
ronz  Gaa  A,  Electric 

ToUl 

Opkratino  Electrical  Companies 
New  York  Edison: 

Edison  Elect.  Big.  of  N.  Y | 

United  Electric  L.  ft  P.: 

Common  stock 

Preferred  stock 

N.  Y.  ft  Queens  Elect.  L.  ft  P.: 

Common  stock 

Preferred  stock 

Total,  Consolidated  system 

Edison  Elect.  lUg.  (Bklyn) 

Richmond  Light  ft  R.  R.  • 

Total 

Totalf  operating  light  ft  power  companies 

CoKPtJiT  Companies 

Consol.  Tel.  ft  El.  Subway 

Empire  City  Subway 

Total 

NON-OPBRATINO  COMPANIES 

Kings  County  Elect.  L.  ft  P 

Amsterdam  Elect.  L.,  H.  ft  P 

Bruah  Electric  Big 

Total 

Grand  total 

For  footnotes  see  next  page. 


Amount  of  stock 

outflfandiDg 

(par  value) 


» too. 816. 500  00 
10,000.000  00 

12,165,000  00 
0,000.000  00 
3. $00, 000  00 

M. 085, 700  00 

4,205,700  00 

•3,436.000  00 

1.500.000  00 

COO. 000  00 

149,299,500  00 

18,000,000  00 

60,000  00 

20.000  00 

200,000  00 

250.000  00 

18,680,000  00 

2.000.000  00 

1.500,000  00 

750,000  00 


$172,079,500  00 


$200,000  00 

2,000.000  00 

486.500  00 


$2,686,600  00 


•$65,053,400  00 
»317  00 

•3,676,195  71 
7 1,642,238  03 

1,260.000  00 

1,260.000  00 

7S,7;gj  0  H 

5.000.000  00 

«  [2,871,760  001 


$78,772,150  74 


$253,538,160  74 


$1,875,000  00 
5,690,000  00 


$7,565,000  00 


»$15.651,200  00 
500,000  00 
999.000  00 


$17,160,200  00 


$278,253,360  74 


Total  par  capitali- 
sation (outstanding 
stock,  and 
funded  debt) 


$124,662,747  50 
16.000.000  00 

40.300,000  00 
7.066.000  00 

10,476,400  00 

3,436,600  00 

2,750,000  00 

1,416,000  00 

206, 096  J A7  60 

33,000,000  00 

60,000  00 

20.000  00 

200,000  00 

250.000  00 

98,650,000  00 

6.178.000  00 
3.000.000  00 
1,760,000  00 


$248,664,747  50 


$200,000  00 
4.023.000  00 
1.665,500  00 


$5,788,500  00 


}  $104,070,717  00 
I   10.166,433  74 

\       4,860,000  00 

119,086,160  74 

0.275.000  00 

[5.071,750  001 


$128,361,150  74 


$382,704,398  24 


$4,810,000  00 
13,880,000  00 


$18,690,000  00 


$24,176,000  00 
8  0,000  00 
999,000  00 


$25,976,000  00 


$427,369,398  24 
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UBLB  ZU,    Saetuia«  (cafibilliitioii),  ItacaiBbw  31, 1916:    (D)  Hat  a^UBnUn  Iv  tl 


brvtrtlm 

A^s. 

Co 

■ssssj-ra-si 

816241400  00 

tl3B.2ai.2Bl  24 

"IMyfoSE^*^ 

Br 

SSI 

»T30,000  00 

•%ss%sni&:rr: '. 

Ki 

•5,400,000  00 

n.643,ooa  00 

"^tSi^-^iTf- 

Ki 

(•6,071.760  001 

M 

"tree. 000  oo 

I76B.0OO  00 

«3S,827,a00  00 

•144,273.281  24 

«3S3.0e7.l37  00 

1  of  (tflck  for  (100  tint  nlue 


fl  of  Btock  to  nfund  oatotAudiitf  d«b«&tur«  baiidi' 


Bto^of  a»  BJi«m 

mBv  be  exflhuiMd  OB  the 
:     Only  2M  71/100  abira 


■_o[  the  N.  Y.  Edison) 

be  AD  exohuind  uid  tfai 
le.  whiohitc-  *   '    - 

imbarnJ  itook. 

.cb  the  ettaU  of  H.  H.  Roan. 

id  Liibt,  whioh  an  iDcludsd  in  tha  ixnmtat^^" 

D  the  totaU.    Th«T  an,  hownsr.  lusliMlcd  in  tbe 


<nhw)  of  thg  bowb  ol  Um  N.  Y 
rR>orta,that  the  N.  Y.  Tdgphana  On.  oma  tt.l>a-- 
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TABLBZLL   SeouMw 


(cftpitalBUioii),  December  31,  19x6:    0^  Stock  and  funded  debt  issued 
•ad  retired  during  the  yeer 


CoMPAjrr  Axo  Imuu 


•  FuNDso  Dot 
CoiaolkUted  Gas: 

Coovertible    debenture 
5-yr.O's 


Queens  BorooKb  Q.  k  K: 
fiesl-cBUte  mortsste. . . 

Bronx  Gas  A  ^leoine: 

first  reluBding,  SO  yr.  5*8 

New  Toit  Edhoo: 

Real-estate  mortgaces. . . 
Empire  City  Subway: 

Empire  City  Sub.  1st 
mtfs.  (TAT)  SO-yr. 
•"s 

Kiogs  County  Elect.  L.  A  P.: 
Convertible    dd)entare, 

l^yr.6'sa9I0i8roe). 
Oonvertible     debentwe, 

l^yr.6*s  (1913  issue). 

Total  funded  debt.. 

SlDCK 

rooktyn  Boroofh  Gas 

Eoipin  City  Subway 

Kings  County.Eleet.  L.  A  P  | 

Kinff  CooBty  Eket.  L.  A  P . 

Total,  stock 

Cnnd  total 


Date  of 


tionby 

Public 

Service 

CoaBmiflston 


Dec.    I.IOU 


May  91.1915 


W 


Oct.  31.1914 


(«) 

Tan.  24.1910 
April  7.1911 

Dec    7.1912 


Amount  of  actual 
issue  (par  value) 


1S125  00 


0  7.000  00 
51.000  00 
30.000  00 

194,000  00 

D 178.500  00 
D  2.036.700  00 


4 D 31. 947.575  03 


S1Q3.100  00 

194.000  00 

I    178.000  00 

2.030.700  00 


•12.511,300  00 


1563.723  00 


Cash 
realised 
on' 


$125  OC 


45.900  00 


30,000  00 


194,000  00 


$102,100  00 

194.000  03 
(•) 
(•) 


Occasion  or  purpose  for 
which  issuea  or  retired 


For  retmbursement  of  monies 
aelualiy  expended  from  income  or 
from  other  monies  in  the  treasury 
not  sectired  or  obtained  from  the 
issue  of  stocks,  bonds,  notes,  etc.: 
for  the  acquisition  of  certain 
securities  and  the  diacharce  of 
certain  obligations. 

Matured  during  the  year  but  Bot 
retired. 

For  additions  and  extensions  of  plaiik 
and  distribution  system. 

Assumed  during  the  year. 


To  pay  in  pert  for  subways 
structed  during  1915. 


Converted  into  stoek. 
Ckmverted  into  stodL 


To  reimburse  the  oonqMny  for 
amounts  eq)ended  from  income 
for  sdditions  to  physieal  pn^Mrty. 

To  pay  in  part,  for  subways  con- 
structed during  1915. 

For  eonvenaon  of  debentures  after 
March  1. 1913. 

For  conversion  of  deboitures  after 
March  1. 1016. 


1  Issued  after  Dec  31,  1915.  on  which  date  authorisation  by  Public  Service  Commission  lapsed. 

'  No  authorisation  by  Public  Service  Commission. 

*  Debentures  f<nr  conversion  of  which  this  stock  is  issued  were  sold  for  cash  at  par. 

*The  decrease  in  funded  debt  outstanding  Deo.  31.  1916,  not  acoounted  for  by  the  changes 
shown  hete  are  explained  as  follows:  Long  Acre  Electric,  first  mortgage  4'b,  S5(X),000.  included 
m  1915  table  but  not  in  1916.  and  New  Amsterdam  purchase  money  mortgage  4|'8,  $100,000, 
transferred  to  unfunded  debt.  The  amount  of  this  latter  mortgage  was  reduced  to  $78,000  during 
tLeyear. 

*lhe  increase  in  capital  stock  outstanding  Deo.  81,  1916,  not  acoounted  for  by  the  changes 
shown  here  are  explained  as  follows:  Capital  stock  of  Bowery  Bay,  $3,500,  end  Long  Acre, 
$50,000,  included  in  1915  table  but  not  in  1915. 
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TABLE  XLIL    YOTING  POWERS 


COICPAIIT 


Gai  CoHPANIia 

CoruolidaUd  tyatem 

Consolidated  Gas 

Aatoria  L.,  H.  A  P 

New  Amsterdam  Gas 

Cental  Union  Gas 

Standard  Gas  Light 

N.  Y.  Mutual  Gas  Light 

Northern  Union  Gas 

N.  Y.  A  Queens  Gas 

ToUl 

BnoUyn  Union  tiftUm 

Brooklyn  Union  Gas 

Newtown  Gas 

WoodhaTen  Gas  Light 

Jamaica  Gas  Light 

Richmond  Hill  A  Q.  C.  Gas 

Total 

(Hher  gat  eompmiei 

Kiius  County  Lighting 

N.  Y.  A  Richmond  Gas 

Brooklyn  Borough  Gas 

Total,  gas  companies 

Gas-Elkctiucal  Cohpaniis 

Flatbush  Gas 

Queens  Borough  G.  A  E 

Bronx  Gas  A  Electric 

Total 

OmATiifo  Elbctrical  ConpAmis 

New  York  Ediaon 

United  Electric  L.AP 

N.  Y.  A  Queens  Elect.  L.  A  P 

Edison  Elect.  Illg.  (Bklyn) 

Richmond  light  A  R.  R 

total 

Conduit  Cohpaniis 

ConsoL  Tel.  A  El.  Subway 

Empire  City  Subway 

Total 

Non-Opiratino  Companiis 

Kings  County  Elect.  L.  A  P 

Amsterdam  Elect.  L.,  H.  A  P 

Brush  Electric  lUg 

Total 

Grand  total 


Number 

of 
stock- 
holders 
entitled 
to  vote 

Fsr  value 
of  stock 

comprising 
one  vote 

Number 

of 

votes 

• 

ComfafaMd 

hrgeat 
voting 
powers 
exercised 
at  hat 
election 

Voting 

powers 

hMbs 

any 

tiOD 

holding 

more 

than  10 

percent 

6,303 

9 

21 

8 

137 

310 

'9 

8 

e,i84 

1,842 

6 

"6 

"6 

"6 

1,866 

M4 

20 
74 

$100 
100 
100 
100 
100 
100 
100 
100 

998.165 

100.000 

211,650 

35.000 

92,814 

34.366 

15.000 

6.000 

l,49f,99S 

180,000 

600 

200 

8.000 

10.000 

188,800 

20.000 

16,000 

7,500 

094.853 

100.000 

189,520 

35,000 

90.866 

27,791 

15.000 

5.800 

1,168,890 

123.618 

600 

200 

2.000 

10.000 

ise,H8 

19.900 
8.531 
6.819 

•100.000 
•153.959 
<34.g65 
•87.06S 
•15.799 
•14.993 
•5.300 
!/«.«/ 

600 

200 

2.000 

10.000 

100 
100 
100 
100 
25 

100 
100 
100 

8,778 

1,728.295 

1.330,496 

424.881 

8 

9 

20 

$50 
100 
100 

4,000 

20.000 

4.865 

4.000 

19,900 

8.119 

4,000 

37 

28.865 

27.019 

4.000 

16 

24 

133 

"16 

181] 

$100 
100 
100 
100 
100 

659.634 
53.180 
25.000 
50.000 

I28.717J1 

068.453 
61.693 
18,837 
49,989 

115.8401 

u  602,918 
» 51. 139 

» 11.566 
50.000 

189 

787.714 

778,972 

715,623 

16 

7 

1100 
100 

18,750 
» 56,900 

18,749 
54.960 

«» 15.796 
61.685 

23 

75,650 

78.709 

67.481 

1,206 

«6 

11 

$100 
100 
100 

•1134,360 
5,000 
9.990 

93.879 
6.000 
9.987 

5,000 
•9.990 

1,223 

149.350 

106.866 

14,990 

10,250 

"2,769,874 

2.319.064 

1.226.975 

1  Indudee  74,786  votea  cast  for  corporate  members.  •  All  of  the  stock  is  owned  by  the  Con- 

solidated Gaa.      Stodc  in  name  of  individuals  is  for  qualifying  purposee  only.  •  Ilep<Hted  ts 

owned  by  the  Consolidated  Gas.  which  reports  that  it  owns  121,542  shares  of  common  stock, 
80,913  aharea  of  preferred  and  $567.50  of  stock  scrip.  *  The  New  Amsterdam  reports  that  it 

owns  the  entire  capital  stock.  Thirty-five  shares  are  probably  held  by  directors  as  qualifsring 
shares.  •  Reported  as  owned  by  the  Consolidated  Gas,  which  returns  the  number  of  shares  as 

47,962  of  conmion  and  40,961  of  preferred.  The  Standard  reports  these  as  46,795  and  40.270. 
respectively.  •  Reported  as  owned  by  the  Consolidated  Gas,  which  returns  the  number  aa  18,862. 
'  Respondent  reports  7.  Seven  d^irectors  have  qualifying  stock  and  rea^ndent  reporta  Central 
Union  Gaa  and  New  Amsterdam  Gas  as  entitled  to  vote.  This  would  indicate  9  atockholden. 
•  The  Central  Union  owna  7,600  shares  and  the  New  Amsterdam  7,400,  as  reported  by  Uiose  com- 
paniea.  The  Northern  Union  reports  these  figures  as  7,505,  and  7,398,  respectively.  Seven  shares 
are  probably  held  by  directors  aa  qualifying  shares.  •  Return  as  owned  by  the  Consolidated 

Gaa.  which  reporta  tiiat  it  owns  the  entire  capital  stock  of  this  company.  ^*  Repreeents  votes 
cast  in  behalf  of  other  than  corporate  members.  ^^  Respondent  reports  5.  Since  5  directors 
have  qualifying  stodc  and  respondent  reports  that  Brooklyn  Union  is  entitled  to  vote,  6  stock- 
holders are  evKlently  so  entitled.  *•  Represents  shares  nominally  held  by  directora.  u  Trustees 
under  voting  trust  agreement.  **  Reported  as  owned  by  the  Consolidated  Gas,  which  retuzns 

the  number  as  650,434.  *'  Reported  as  owned  by  the  Consolidated  Gas.  which  letuma  tbs 
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AHD  VOTES  CAST,  1016 


Number 

Voting 
powers 

not 

eareiaed 

at  last 

election 

Or  Vona  Cast  that  ari  Ac- 

OOUMTBD  rOR  IN  AtAILABLS  DaTA  — 

Per  cent 
votes 

cast  of 
total 

voting 

powers 

Or  Total  Votm  CAsr,  Pbr 
Cent  AccouirrBD  ros  Cast  — 

of  votes 
cast  at 

last 
dectioD 

Cast  in 
person 
or  on 
behalf 
ofeelf 

Cast  by 
proxy  or  as 
representa- 
tive of  a 
corpora- 
tion 

Cast  by  or 

on  behalf 

of  a  pubfic 

service 

By  7 

largest 

voting 

powers 

exercised 

By  proxy 

or  as 
representa- 
tive of  a 
corpora- 
tion 

Bv  or  on 

behalf  of 

apublio 

servioe 

tion 

corpora- 
tion 

005.900 

100.000 

189.520 

36.000 

303.205 
22; 130 

5,560 
98 

16.943 
10 

1689.293 
99.002 
172,577 
34.990 
90,866 
27.714 
14.998 
5,800 

t,ise.iJio 

» 114,723 

598 

195 

1.095 

9.990 

IV, 601 

19,900 
»»  7,030 
u 6.315 

*09.966 
*  153,950 
«34.965 
> 87,065 
•15.700 
'14.093 
•5,300 
m.981 

598 

195 

1,993 

9.990 

lt,778 

60.72 

100.00 

80  54 

100.00 

07.00 

80.87 

-  100.00 

06.67 

77.69 

68.72 
100.00 
100.00 
100.00 
100.00 

70.79 

99.50 
56.87 
90.02 

99.84 
100.00 
100.00 
100.00 
100.00 
100.00 
100.00 
100.00 

99.90 

99.94 
100.00 
100.00 
100.00 
100.00 

99.96 

100.00 
100.00 
100.00 

99.04 
90.00 
01.06 
00.97 

100.00 
99.72 
99.99 

100.00 
97.96 

93.75 
99.67 
97.50 
99.75 
99.90 
96. ^ 

100.00 
82.41 
77.94 

99.M 
81.24 
99.90 
95  82 

90.800 

1.048 
6,575 

27.791 
16,000 

n 

2 

56.85 

99.95 
91.38 
86.69 

"  flO  67 

6.800 

200 
S$S,068 

50,312 

i. 169,987 

123,088 
000 

a, 890 
8.895 

M2 

»5 

'«5 

a  10 

8,917 

1,504 

200 

07  50 

3.000 

99.75 
99  90 

10.000 

i88,488 

19,900 
8,631 
0.819 

66,  $19 

100 

6.460 

081 

9.86 

1.331.075 

390,620 

34,612 

1.295.888 

424.759 

77.05 

99.91 

97.31 

31.90 

4.000 

15 

6,450 

180 

3.985 

13.441 

2.939 

3,985 

100  00 
99.50 
64.11 

100.00 
100.00 
100.00 

99.63 
67.54 
94.23 

99  63 

19.900 
3.119 

100 
1,746 

37.019 

1,846 

6.654 

20,365 

3,985 

93.60 

100.00 

75.37 

14.75 

058.463 
61.093 
18.837 

1.081 

1.487 

6.163 

11 

112,8774) 

54,081 
289 

604,422 
51,404 
18,837 
49,980 

[15,823] 

"602,918 
» 51. 139 
» 11.566 
"499  89 

99.84 
97.20 
75.35 
99.98 

[55.161 

100.00 
100.00 
100.00 
100.00 
[100.00] 

91.79 

99.44 

100.00 

100.00 

[99.891 

91.57 
98  9-} 
61 .40 

40.989 

100. UU 

[15.840] 

[171 

778.972 

8.742 

64.320 

724.652 

715.612 

98.89 

100.00 

93.03 

91.87 

18.749 
64.000 

1 

122 

20 

18,627 
54.940 

"  15,796 
»54.930 

99.99 
96.59 

100.00 
100.00 

99.35 
99.96 

84.25 
99.95 

73.709 

1 

142 

73,567 

70,726 

97.43 

100.00 

99.81 

95.95 

93.879 
6.000 

40,481 

3,042 

"» 90,837 
5,000 
9,940 

"oiooo 

"9.940 

69.87 

100.00 

99.97 

100.00 
100.00 
100.00 

96.76 

100.00 

99.53 

'  i66!66 

9,967 

3 

1*47 

99.63 

106.860 

40,484 

3,069 

106.777 

14.940 

72.89 

100.00 

97.16 

18.72 

3.320.241        447.093  1       98.817 

2.220.247 

1,230,022 

83.77 

99.96 

95.69 

53.01 

number  of  aliAres  as  36,540  of  common  and  16,418  of  preferred.  The  United  reports  'these  as 
34,724  and  16.415.  respectively.  >•  Return  as  owned  by  the  Consolidated  Qas.  which  reports 
the  number  of  shares  of  common  stock  owned  as  10.100  and  of  preferred,  7,073.  *'  The  entire 

omital  stoek  of  this  company  is  owned  by  the  Kinos  County  Kleotrio  Light  &  Power,  but  qual- 
ifymg  shares  are  held  by  15  directors.  "  Retumea  as  owned  by  the  New  York  Edison,  which 
reports  the  number  as  16,700.  The  United  Electric  also  reports  that  it  owns  2,000  shares,  but 
I  no  record  of  suc^  ownership  is  reported  by  the  Consolidated  Telegraph  A  Electrical  Subway. 
^^Durioff  the  year  the  Empire  City  Subway  issued  1,940  shares  of  capital  stock,  which  were  sold 
to  tha  New  Yoi^  Telephone  Company.  It  is  presumed  that  these  were  issued  after  the  last  gen- 
eral stockholders'  meetmg.  ">  The  New  York  Telephone  Company  owned  49,745  shares  and 
purchased  1.940  shares  additional  during  the  year,  while  <6,185  are  reported  as  belonging  to  the  Edi- 
son light  6t  Power  Installation  Company,  not  legally  a  public-service  corporation,  but  oontroUed 
by  the  New  York  Edison.  *>  This  represents  the  total  voting  powers  of  all  members  at  date  of 
latest  dosing  of  stock  book  within  the  year,  namely,  Feb.  10,  1916.  Between  that  date  and  the 
dose  of  the  year,  $2,216,200  of  6  per  cent  debenture  bonds  were  converted  into  stock.  "  Stock 
all  owned  by  the  Edison  Electric  Illuminating  Company  of  Brooklyn.  Five  of  the  6  stockhold- 
ers here  given  represent  directors  who  nominnlly  hold  shares  for  qualifying  purposes.  •*  The 
United  0eetrio  reports  that  it  owns  9,990  shared  of  this  •.•ompany's  stock. 
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table  tlhl  ottercobporatb  houmros  of 

(A)  Ownenldp  by  gu  and  eloctfical  oommaios  in  the  FInt  Dtitfkt 


COMPAHT 


CONSOLIOATID  QaS  CoifTBOL 

Connolidated  Goi  <nm»  — 

Of  Astoria  L..  H.  &  P 

or  New  Amsterdam  Gas 

Of  East  River  Gas  (New  Amsterdam) 

Of  Central  Unioo  Gas 

or  Standard  Gas  Light 

Of  N.y.  Mutual  Gas  Light 

Of  Northern  Union  Gas 

Of  N.  Y.  ft  Queens  Gas 

Of  New  York  Edison 

Of  United  Electric  L.  A  P 

Of  N.  Y.  A  Queens  Elect.  L.  ft  P 

Of  Consol.  Tel.  k  El.  Subway 

Of  Brush  Electric  Illg 

Of  MunicipiJ  Lighting,  Ine.^ 

OfNaUonalGokeftCoalM 

Of  Northern  Westchester  Ltg 

OfPeekskillLightftlLR 

Of  Westcheater  LiehtingM 

Atloria L..  H.A  P,'ewtu'-^ 

Of  CoDBoUdatad  Gas 

Of  New  Amsterdam  Gas 

Of  East  River  Gas  (New  Amsterdam). 

Of  Central  Union  Gas 

Of  Standard  Gas  U^i 

Of  N.  Y.  A  Queens  Gas 

Of  New  York  Edison 

Of  National  Coke  A  Coal 

Of  Westchester  Uffhtiiv 

Bnuk  Eledrie  Itto'.  mini^ 

Of  New  York  Edison 

Of  United  Electric  L.  A  P 

Total 

CmlnW  Union  Gat  &wn»  — 

Of  Consofidated  Gas 

OfAstoriaL..  H.  AP 

Of  New  Amsterdam  Gas 

Of  Standard  Gas  Light 

Of  Northern  Union  Gas 

Of  Municipal  Ushting.  Too.** 

Of  Westchester  Lishtuig 

Coiuol.  TH.  A  Bi. StAwoyowni'-^ 

Of  Consolidated  Gas 

Of  New  York  Edison 

Of  United  Electric  L.  A  P 

Total 


Fam,  Valcb  op  Sacu'RiTusa  or  Acriva  Fibbt  Uia- 
TRicr  CoMPAiaBB  Hbld 


Stoeks 


110.000.000  00 
< 21. 146,067  50 


•8.802.300  00 
1.886.200  00 


dOO.OOOOO 

65.943,400  00 

•5,296,033  74 

u 1,807,300  00 


ttS,S7t,S0i  J4 


760,000  00 


760,000  00 


Funded  debt 


15.000,000  00 
860  00 


4,818,000  00 


9,818,960  00 


Total 


$15,000,000  00 
21.146.927  50 


8.892,300  00 
1.836,200  00 


600.000  00 

66.043,400  00 

10.114.033  74 

1.807.300  00 


lU,S99,16t  U 


760,000  00 


760,000  00 


»  icnn 

COM 


Stocks  and 
funded  debt 


$15,000,000  00 
4.814.608  03 


14.687.495  23 
5.703.290  65 


390.106  00 

39.105.369  63 

8.438.065  16 

1.156.385  74 


80,19S,Sm  44 


250.000  00 

'u6,ooo(» 


NoTB. —  Whan  a  respondent  company  holds  its  own  securities  as  an  investment,  tbev  are  shown 
as  reported  by  company  because  the  deduction  of  such  "  investments  "  from  liabilities  can  not 
be jproptorly  effected  except  in  the  ease  of  the  New  York  Edison. 

The  New  York  Edison  owns  $700,000  par  and  book  value  of  the  Empire  City  Subwav  bonds. 
The  Empire  City  Subway  reports  that  the  Edison  Light  A  Power  Installation  owns  $518,500  of 
its  stock.  The  Kings  CounU;^  Electric  Light  A  Power  owns  $200,000  par  value  and  $202,000  bop 
value  of  bonds  of  the  N.  Y.  Gas,  Electric  Light.  Heat  A  Power.  In  arriving  at  a  toul  for  theaty 
as  a  whole,  these'  holdings,  outside  of  system  companies,  of  and  in  First  District  active  oompan  es. 
should  be  taken  into  consideration.    These  holdings  are  shown  in  Division  B  of  this  table. 

^  Exclusive  of  securities  held  in  Gxed  capital. 

t  The  amounts  shown  in  this  column  as  receivable  from  associated  companies  frequently  di^er 
from  the  corTespondin(s  amounts  payable  as  reported.  These  discrepancies  are  due  princioallv  to 
the  fact  that  changes  in  intercompany  SQcounts  upon  the  books  of  one  company  are  not  re  enei 
at  the  same  date  upon  the  books  of  the  other.  They  are  also  due  to  di  Terences  between  the  variou 
companies  in  respect  to  the  classification  oif  accounts  or  to  disputed  items,  etc.  The  amounts 
include  interest  and  dividends  receivable,  where  known  or  ascertainable,  and  temporaiy  adtanoef 
to  associated  companies. 

*  Of  this.  $1,500,000  bears  interest  at  6  per  cent. 

<  Represents  prsferred  stock  and  scrip,  $8,001,475,  and  oommoa  atodk  and  scnp. 
$12,164,602.60. 
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(A)  OwHnUp  br  ■« 

ud  sleetrial  oonnniiJii  Id  thi 

.hoMliiKmol 

Knt  DisMcl 

l\t  V*ti-.  Qf  an  -t.nrT.u  OF  Aci.vE  FiMi  D:s- 

Caoun 

Stofa 

FuDdBddeW 

Totd 

EH  ACTITM 

CoKHUDins  Ou  CaRnoL  — Cm, 

I'iilooaiodo'oo! 

[11, 000, 000  00 

8.S00.000  DO 

w 

710.000  «0 

740,000  00 

m 

4.no.<mt)o 

i.tio.ooo  00 

- 

[».JMO0 

129.3H00 

i.070.000  00 

■«B.m,o66  6i 

4,«oe,aaD0O 

(.•70.01W  00 

I.Kl.OOO  OO 

j.sw.ooooo 

«- 

•- 

■12.100  00 

SI.IOOOO 

31.100  00 

ti.ioooo 

ta.ooooo 

fr»elion«l  bond 


St& 


.he  smount  a  bncLclsd  and  not  included  in  Ui* 

t  covered  by  lbs  fiied-capital  acoounta  of  tbe  New  Anuterd&ia.  >  In- 
ook  value  ol  each  invvtment  not  Beparatftly  reftorted  *  Aa  tb«  book 
4d.  the  par  value  ifl  shown  here.  '  Matured  real-eetate  mortflmre. 
1  thi>  company  in  Htiown  in  column  7.  '  Slock,  par  and  book  Value. 
■ ■  at  6per  c-ent.  "  ■^' ^ ■■ -*  "--   '-— 
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of  stocks  and  obligations  of  eontroUed  or  associated  companies  —  Continued 


Book  Valct  or  Intestmsnt  Holdinos  ^ 

Bills  and 

accou  nta 

receivaUe 

due 

from 

anociated 

oompaniea* 

Seeuritiea 

included 

infixed 

capital 

aooounta 

Total 

Talnationof 
holdinffflin 
aaaociated 
eompanies 

(aumof  thres 
preceding 
edumna) 

ram  uunicr 

In  eompanies 

otiierthan 

aottve 

First 

Diatriot 

Total 

Other 
inveitments 

833,106  68 
60,892  13 

IS3.106  68 

50.892  13 

[1,000,000  00] 

3.562,804  50 

8.617  69 

4.588  66 

741,660  82 

331  04 

• 

•111.000,000  00] 
•3.500.000  00 

62.804  50 

3.617  69 

4.588  66 

1,669  82 

331  94 

1,577  53 

663  87 

1.233  32 

» 16,636  45 

•740.000  00 

'1357,011  74 

I357.0U  74 

358.580  27 

663  87 

1.233  83 

•18.300  00 

8,300  00 

24.036  46 

7,000.000  00 

11,789,484  98 

2.879  28 
122  63 

•7.000,000  00 
11,940,000  00 

SS7,011  74 

8,900  00 

866,811  7| 

177,199  69 

2.379  23 
122  52 

[146.492  501 

[146,402  50] 
71.213  06 

71,213  06 

28,982  17 

u 2,268,447  21 

3,227  46 

11.170  01 

» 198. 168  45 

9,688,710  11 

14.019  03 

1,211  64 

142  98 

"13,000  00 

98,878  66 

92  67 

955  70 

1.623  29 

> 6.549  20 

2  28 

10,670  80 

19,798  94 

24,842  83 

1,820  40 

9,041  95 

990 

14,436  23 

28  082  17 

M14,4«l,000  00 

14.538.734  90 
1.560.442  25 

»5.746.50Q00 

22.552.682  11 

"1.560,442  25 

1.663.669  71 

11.170  01 

»900,720  00 
9,481,169  96 

900.720  00 
16,999,897  15 

••390.100  00 
6,186,600  00 

1,488,988  46 
96,719,907  98 

14,019  03 

H,m,ooo  00 

1.211  64 

142  96 

•6,666  6q 

6,600  00 

m 

6,600  00 
6,600  00 

19.600  00 

84.978  86 

93  67 

955  70 

1.623  39 

•8,300  00 

3,300  00 

9.849  20 

2  28 

10,570  80 

5,900  00 

8,900  00 

98,098  94 

24,342  83 

1.320  40 

9.041  95 

9  90 

14,436  23 

23,000  00 

23.000  00 

2,145  96 

4,438  22 

351  01 

1,180  79 

••15.590  70 

2,505  76 

76,868  76 

2.145  96 

• 

4,438  22 

351  01 

1,180  70 

•7,900  00 

7.900  00 

23,490  70 

2,505  76 

7,900  00 

90,900  00 

106,968  75 

aeopunt  and  eeparate  yahiation  is  not  reported.  *•  Debenture  bonds  due  on  demand.  Does  not 
uchide  debenture  bonds  wliich  are  overdue  and  included  in  the  fixed-capital  account.  *•  Of  this, 
n,600,000  bears  interest  at  6  per  cent.  "  As  the  book  value  of  these  inveatznenta  is  not  reported. 
uDo  par  value  is  entered  here.  Conaista  of  Consolidated  Telegraph  A,  Electrical  Subway  atoclL 
81.520,500;  mortgage  bonds,  $2,935,000;  overdue  debenture  bonda,  $1,200,000.  "  Consists  of 

"toclc  oar  value  $1^16,400,  and  advances.  $344,042.25.  »  Consists  of  stock,  par  value  $9,900 
(coat  $4,646.83,  book  value  $20),  and  bUls  receivable,  $900,700.  >•  Of  this,  $100,000  bean  in- 
^*nat  at  6  per  cent.  ••Book  value  not  reported.       Cooaists  of  bonds,  par  value,  $200,000; 

•tocka,  par  value.  $190,100.  «  Bears  interest  at  0  percent.  •>  Of  thia,  $6,500  bears  interest  at 
I)  per  cent.  *  Far  and  book  value  of  the  preferred  stock  of  the  respondent  ia  $2,100;  par  value 
of  common  stoek»  $80,000,  book  value  $20,900.         ••  Of  this,  $16,500  beara  mtereat  act  6  per  oent. 
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■ecnrities,  aad  other  iiiYestnieiiti,  19x6  —  Continued 

of  stocks  and  obligations  of  controlled  or  associated  companies  —  Continiied 


• 

Book  Valub  or  Imtcbimbmt  Holdimobi 

Bills  and 
accounts 
receivable 

due 

from 

associated 

companies* 

Securities 

included 

infixed 

capital 

aooounts 

Total 
valuation  of 

nsflT  omwcr 

FAKICS 

Ineompaniei 

otber  than 

active 

Tint 

Diitiiot 

Total 

hoIdinflsiB 
associated 
companies 

Otber 

invesUncDts 

(sum  of  three 
preceding 
columns) 

$21  80 

90.793  15 

83  33 

23.529  82 

2,500  84 

$21  80 

90.793  15 

$4,856  25 

4.939  58 

23.529  83 

50,000  00 

1,088.262  50 

200 

52.500  84 

fQO.OOO  00 

1,088.262  50 

<$2  00 

200 

17,002  60 
15S.9S1  5.i 

17,0^2  50 

90,000  00 

ioc 

lJ4S,li0  76 

1, 977, C6i  98 

$16,197.010  06 

1,646,010  06 

14.551.000  00 

$2,591,613  27 

130,449  02 

2,461.164  25 

2,724  51 

903,446  51 

1.685,442  25 

$109,387,797  42 
91.244.779  52 
18,143,017  90 
40.771,224  42 
66,931,130  75 
1.685.442  25 

$30,475,316  12 

27, 692. ('38  23 

2,783,279  89 

10,470,838  7C 

19.808,186  17 

196.291  23 

$17,375,600  0' 
11. 210. GOO  00 
8.135,601  00 
4,240,0)0  00 
6,135,603  00 
7,000,000  00 

$157.2J8.713  54 

130.176.81)  75 
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55.482,063  13 

16.197,010  06 
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8.881.733  50 

$60,000  00 
872.771  64 
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» $1,090,905  04 

•  3.ini,a54  23 

» 178,334  4S 
•  358,240  11 

• 

$1,150,905  04 
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198.334  48 

503,240  11 
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226  80 
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226  80 

646  84 

11.129  43 

79  23 

tt,908  es 

$568,065  50 

$1,192,596  00 
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$5,933,68t  85 

$5,563,870  00 

408,960  00 
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125  00 
W.oei  44 

$13,833,398  66 

$19,897,368  66 

408.960  00 

tS,8S5,S98  66 
8.700  93 

19,906,998  66 

•$88,788  01 

488.687  87 

u $125  00 
US  00 

0^ 

125  00 
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8,700  91 

488,769  87 

$68,788  01 

$125  00 

$6,452,891  44 

$13,837,099  59 

$20,389,991  08 

•The  book  value  reported  by  tbe  company.  8411,073.43,  includes  stock,  bonds  and  coupons 
without  segregation.  For'the  puipoees  of  this  table  coupons  are  shown  at  their  par  value.  See 
note9 

•  Consists  of  bills  receivable.  $68,263.01,  and  coupons,  of  which  the  par  value  and  assigned  book 
vslue  is  $525.    See  note  8. 

>*  Stock,  par  value  and  money  cost,  $10,000;  book  value  nominal. 

u  SUMjk.  par  value.  $11,000;  bPod«>  p»r  y»lue,  $205,000,  Tbe  oompMy  rsporto  the  book  valiio 
ol  tbt  boods  M  Qomioal. 
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TABLE  ZLin.    Interoorponte  hotdincs  of 
(A)  Ownersbip  by  gas  and  electrical  companies  in  the  First  District 


Par  Value  or  SxcrRiim  or  AcnvK  Fiasr  Di»- 

TUCT  COMPAIfUa  HSLD 

OoMPAirr 

Stooka 

Funded  debt 

Total 

at  ACXXTB 

• 
1 

Sto^aod 
landed  debt 

BlCBMOMD  LtOBT  A  R.R.  OONTROL 

Ridmmid  Light  A  RJi.  oimt  -^ 
Of  Southfidd  Beach  R.R 

Of  Staten  Island  Midland  Ry 

Of  New  Jenay  A  Staton  IilaDd  Ferry.  . 

flljrstem  total 

Grand  total 

tl29,702,401  24 

$13,800,860  00 

$143,503,201  24 

$07,607,683  OS 

^  See  note  1,  page  330. 

*  See  note  2,  page  330. 

« In  obtaining  the  total  holdings  of  all  companiea  which  are  under  the  juriadiction  of  this  Com- 
mission, the  figures  for  the  Richmond  light  db  Railroad  should  be  counted  but  once.  Henoe  the 
figures  of  this  company,  which  are  included  in  the  transportation  total,  axe  braoketed  here  and  are 
not  included  in  the  grand  totals. 
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•ecoxlties,  and  other  investments,  1916  —  Continued 

of  stocks  mnd  obligat'on*s  of  controlled  or  associated  companies  —  Concluded 


Book  Vai.vk  or  iNTsmRirF  Holdimob  ^ 

Bills  and 
accounts 
receivable 

due 

from 

associated 

companies* 

Securities 

included 

infixed 

capital  • 

aocotmts 

Total 
valuation  of 

rnisT  manacr 

PAMISS 

In  companies 

other  than 

active 

First 

Dblrict 

Total 

holdings  in 
associated 
oompanies 

Other 

investments 

(sum  of  three 
preceding 
columns) 

■ 

•[$127.500  001 
"'•li75,666'66'] 

[1127.500  00] 

■"  [i75;666  66] 

[182  431 
[15.644  97 
[976  37] 

[8127.682  48 

[15,644  97 

[175,976  87 

[S302.500  00] 

[8302,500  00] 

[816.703  77] 

[8319.203  771 

$16,265,798  07 

13.159.803  77 

'8117,033.284  86 

849.053.504  56 

817.375.600  00 

8183,462.389  42 

»  stock,  par  value.  8127,500. 
•  Stock,  par  value,  $100,000;  bonds.  $75,003 

'  Sxcludes  the  $302,500  investments  by  Richmond  Light  A  Railroad  in  railroad  and  feny  oom- 
ineludsd  in  Table  XXXVIII  under  Investments  in  aaeooiated  companies. 
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TABLB  XUn.    ItttBroorpocmte  holdteti  of 


• 

iNVBSniBNTB  IM 

CoMrAirr 

• 

8tookii(par) 

Bonds  (par) 

CONSOUDATBD  QaM  CoMTROL 

Conaolidstad  Gas 

•t2.600  00 

*  8700.000  00 

Asto  ia  L..  H.  ft  P . ' 

Y  ©w  Amste  dam  Gaa 

•3.000  00 

Central  UDion  Gaa 

Standard  Gas  TJ  ht 

'25.000  GO 

K  Y   M„t«»al  Of««  T4cht. 

•8.199,500  00 

Northarn  Union  Gaa     -•... 

N.  Y.  A  Queens  Gas 

'    •2.400  00 

New  York  Edison 

M 64.228  12 
» 2.250  00 

>>  886.815  40 

United  Electric  L  A  P 

N.  Y.  A  Queens  Ele'*t  L.  A  P 

Consol.  Tel.  A  El.  Subway 

M  25.000  00 

Brush  Flwftri^  IH« 

Total 

$68,978  12 

83.840.716  40 

Brookltm  Union  Gas  Control 
Brooklyi)  Union  Gas 

»  8465.000  00 

Newtown  Gas , 

>' 5.000  00 

Flatbush  Gas 

"  15.010  00 

Woodbaven  Gas  LJKht 

"5.000  00 

Jamaica  Gas  Lisht 

"  5.000  00 

Riohmond  Hill  A  Q.  C.  Gas 

"  5.000  00 

Total 

8500.000  00 

Edison  Elect.  111k.  (Bklyn) 

u 80,270  00 

u  848. 100  00 

Kinss  County  Rlect.  I«.  A  P 

•>  201.040  00 

Total 

80.270  00 

8249.140  00 

Richmond  Light  A  R.  R.  Control 

Riohmond  light  A  R.  R.» 

Othsr  Companibs 
Queens  Boroush  G.  AE 

«  [810.000  00] 

>•  (82.000  001 
•15.000  00 

Kmoi.  e  City  Subway 

•8.000  00 

Total 

823.000  00 

Grand  total 

875.248  12 

84.612,855  49 

Add  investments  and  railroad  fixed  capital,  Richmond  Light  A  R.  R 

Deduct  corporate  stock  of  the  City  c^  New  York  not  claraified  as  investmonts  (as  indieated  in  foot 


Grand  total,  investments  as  oer  balance-sheet.  Table  XXXVTTT. 


Nora. —  l:^  general  note  on  tirst  page  of  this  table. 

*  Amount  previously  contributed  to  a  trustee  to  oovor  risk  of  fire  and  eq>lotioB. 

*  Entries  taken  from  Division  A  of  Ithis  table. 
'  Chemists  Building  stock. 

*  Includes  real-estate  bonds  and  mortgages,  8600.000.  The  remainder,  8100,000,  aeoording  to 
the  company's  returns  for  1914,  consists  of  New  York  Qty  oorporate  stock.  4|*s,  depoaited  with 
State  Industrial  Commission,  abd  are  returned  as  a  special  deposit. 

»  Includes  8100.000,  New  York  City  oorporate  stock,  ti's,  deposited  with  Stote  Industrial  Omu- 
mission  and  reported  by  the  respondent  as  a  special  deposit,  not  as  an  Investment.    See  note  4. 

•  New  York  City  oorporate  stock,  41*8  (book  value  81.975),  deposited  with  OomptroUer  of  the 
aty  of  New  York. 

'  Real-estate  mortgages. 

•  United  States  Steel  sinking  fund  bonds,  par  value.  899.000  (book  value.  899.141.25):  Lebi^ 
Valley  first  mortgage  bonds,  par  value,  8100,000  (book  value,  8100.948);  Atehvion,  Topeka  4 
Santa  Fe  general  mortgage  bonds,  par  value.  8100.000  (book  value.  891.690):  Baltimore  A  Ohio 
gold  bonds,  par  value.  8100,000  (book  value,  889.040) ;  Chicago.  Milwaukee  4  St.  Paul  bonds,  par 
value.  8200.000  (book  value.  8200.'170.88) ;  New  York  City  oorporate  stock,  3's,  3rs,  4's  and  AW 
par  value.  8850.600  (book  value,  8822,421.88):  Union  Paafio  4\  par  value.  8100.000  (book  value, 
898,000):  N.  Y.  Central  4*s,  par  value.  8150.000  (book  value,  8138.750);  West  Shore  4*a,  par  value, 
8150,000  (book  value,  8138,497.50);  Pennsylvania  R.  R.  4|'s,  par  value,  8203,000  (book  value, 
8205,000);  Chicago,  Burlington  A  Quincy  joint  4's,  par  value.  8153.033  (book  value.  8147.5 12.50). 

•  New  York  City  corporate  stock,  4i's,  par  value,  82,000  (book  value,  82,030);  and  a  mortgace 
of  8400. 

»Stookt:  Harper  A  Brothers,  par  value.  81.440.90;  CSahU  Musio  Patents,  par  vahia,  86.100: 
Repetti,  par  value,  81.380;  Central  Foundry  Company,  par  value,  872.46;  Herald  Souare  Hotel 
Co.  (incl.  scrip),  par  value,  8524.22;  Simpson-Crawford  Co.,  par  value.  86,688.81;  A.  T.  Boding- 
ton,  par  value,  K1.95.  The  book  value  of  the  foregoing  Items  is  81  eaoh.  Broadway  Knitting 
Kiills,  Inc.,  par  and  book  value.  810.63;  Elestrio  Testing  Laboratories,  par  value.  838,370  (booE 
value.  838,403);  American  Real  Estate  Co.,  oertifioate  of  depodit,  par  and  book  value,  89,517.04; 
United  Statea  Produce  Co..  par  and  book  value.  $22.08.  In  aiiiti^n  the  Emaire  City  Subwrny 
laports  that  the  Ediaoa  Light  A  Power  Installation  0>.  owns  8518.533  of  its  ttook. 

u  Bonds:  Travers  SecuriUee  Co.,  par  value,  811.000  (book  value,  8600);  Bttiiaii  Oiatnd,  pM 
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ABSTRACTS  OF  ANNUAL  RETURNS  OF  CORPORATIONS 


AMSTERDAM  SLECXRIC  LIGHT,  HEAT  AND  POWER  COMPAHT 

LB880B 

History. —  Incorporated  April  12,  1897,  under  article  6  of  the  Transportation  Cor- 
porations Law.  It  acquired  its  franchise,  dated  1895,  from  the  State  Electric  Light 
and  Power  Company.  [Its  subways  were  acquire<1  from  the  Municipal  Electric 
Lisbt  Company  (merged  October  30,  1899,  into  the  Edison  Electric  Illuminating 
Company  of  Brooklyn).  As  purchase  price  of  the  subways  it  gave  a  0  per  cent 
note  of  $20,000.  June  29.  1S99,  it  leased  the  subways  to  the  Municipal  Electric 
Lfi^bt  Company  for  a  nominal  rental  of  $1,200  a  year,  the  amount  of  annual  interest 
on  the  note,  which  is  held  by  the  present  lessee,  the  Edison  Electric  Illuminating 
Company  of  Brooklyn.]  ^ 

Stock  control  of  this  company  was  acquired  by  the  Edison  Electric  Illuminating 
Company  of  Brooklyn  in  October,  1890 ;  all  of  the  stock  is  owned  by  that  company. 

Iwipi>rtant  Changes  During  the  Year. —  None. 

BALANCE  SHEET 

Deoember  31 ,  December  31,  Increase  or 

101 5  >  ASSETB  BIDS  1916  (D)  dccrcaes* 

$38,417  90     Cost  of  plant  and  equipment. .......         $38,417  90     . '. 

72  54     Cash 72  54      

1,101,398  29     Deficit 1,120,548  50         $19,150  21 

$1,139,888  73  Total $1,159,038  94         $19,150  21 

UADILmFS  SIDK 

$300,000  00     Funded  debt $300,000  00  

67,813  78     Bills   and   accounts   payable   to   asso- 
ciated compnnles 71,963  94            $4,150  21 

272  076  00     Interest  accrued  on  funded  debt 287,075  00           15,000  00 

500,000  00     Capital  stock 500,000  00  

$1,1.19,888  73  Total $1,159,038  94         $19,150  2] 

Securities 

ComTPon  First  inor*^icaiKe 

PA^triruLARS  or  stock  and  funded  drbt  atock  bonds 

Nominal  dste  of  issue Sept.,  1897 

Date  of  maturity Sept.,  1937 

lotPHPst.  rate  and  dates 5%,  Mar.  &  Sept. 

Denominations     1  share  =  $100  $ri.O00] 

Aothnrlxed    b?    company $500  000  1,000.000 

Artually  IssQpd  prior  to  year 500  000  300.000 

Prnpprty   conBlderatlon    « 500,000  *  300,000 

Artiially  oiitKt.inding   500,000  300,000 

Interest  accrued  and  dlrldends  declared 15.000 

1?'  o-,.^t    rhariTPd    to  Income 15  000 

Interest  and  dividends  not  due 5,000 

I"rr>ri*Kt  and  dividends*  matured  and  unpaid 282,075 

Trustees  onder  mortgages [Central   Trust 

Co.l» 

INCOME  STATEMENT 

Net  amount  Increase  or 

for  ^•«»"r  (D)  decrptij'e  • 

Pent   rarcrued  from  lease  of  plant] $1,200  00     

Drduc tioUH     1,315  42  $17  43 

Gro-B    loss    $116  42  $17  43 

1  i^rom  docnniPTits  on  file  with  the  Commission.     See  also  Report  P.  S.  C,  1910, 
Vol    I    p   271    ff. 

•  Report  of  the  company  for  1915. 

■romniit«»d  b.v  the  Pnrean  of  Ftntlstlcs  and  Accounts. 

*  Issued  In  part  payment  for  property,  franchises,  etc. 

1343; 


344       Public  Service  Commission  —  Fiest  District 

Anuterdam  Electric  Light,  Heat  and  Power  Company 

Incomb  Statsmbmt — Concluded 

Net  amount  Increase  or 

for  year  (D)  decrease 

Deductions:     Interest  on  bonds,  $16,000;  other  Interest, 

$4,034.79 $19,034  79  $234  32 

Deficit  for  year $10,150  21  $251 75 

Deficit   January  1.   1916 I.IOI^OS  29 

Deficit  December  31,  1916 $1,120,548  50 


Underground  Conduits,  Etc. — At  close  of  year,  subways,  2  to  24  ducts ;  trench  feet, 
17,485 ;  duct  feet,  104,942 ;  thereof  unoccupied,  63,657  duct  feet.  Paving,  square 
yards,  asphalt,  1,509 ;  granite,  4,677 ;  miscellaneous  394  ;  total,  6,580.  Manholes 
and  bases,  brick  and  concrete,  135. 

Franchise  Requirements. — (1)  Payment  of  city  inspectors  engaged  in  the  super- 
yision  of  work  projected  by  the  company.  (2)  Payment  of  annual  sum  of  $500. 
(3)  Payment  of  1  per  cent,  of  gross  receipts.     (4)  A  bond  in  the  sum  of  $25,000. 

Officers, —  President,  N.  F.  Brady;  Vice-President,  W.  F.  Wells ;  Secretary,  H.  P. 
Erwin ;  Treasurer,  P.  R.  Atkinson. 

Directors. —  N.  F.  Brady,  H.  P.  Erwln,  Thomas  B.  Murray,  W.  F.  Wells,  P.  B. 
Atkinson. 

Main  Business  Office. —  No.  360  Pearl  street,  Brooklyn,  New  York  City. 

Report  verified  by  P.  R.  Atkinson,  Treasurer,  April  16,  1917. 


THE  ASTORIA  LIGHT,  HEAT  AND  POWER  COMPANY 

History. —  Incorporated  on  January  19,  1899,  under  article  6  of  chapter  566  of  the 
Laws  of  1890  (as  amended).  The  company's  franchise  covering  the  first  ward  of  the 
Borough  of  Queens  was  acquired  [through  the  Citizens*  Mutual  Gas  Light  Compaoy 
of  Long  Island  City,  which  was  merged  into  the  Astoria  Light,  Heat  and  Power 
Company]  on  May  10,  1905. 

The  company  manufactures  coal  and  water  gas  for  the  Consolidated  Gas  Company 
which  acquired  its  capital  stock  on  January  21,  1899  [owns  its  bonds  and  makes  the 
necessary  advances  for  construction]. 

Stockholders  and  Members. —  Total  voting  power  of  all  members,  100,000  votes, 
each  holder  of  $100  par  value  of  stock  having  one  vote.  Total  number  of  stock- 
holders December  27,  1916,  9,  of  whom  8  are  residents  of  New  York  "State.  Votes 
cast  at  last  general  meeting,  January  10,  1916,  100,000 ;  of  which  09,903  were  cast 
by  Lewis  B.  Gawtry,  90  by  H.  W.  Fuller,  4  by  George  B.  Cortolyou,  and  one  each  by 
George  W.  Doane,  C.  M.  Carbonell,  and  W.  H.  Bradley.  [The  report  states  that 
99,900  votes  were  cast  in  behalf  of  "  corporate  members."  but  all  of  the  stock  is 
owned  by  the  Consolidated  Gas  Company,  the  stock  in  other  names  being  held  for 
qualifying  purposes  only.] 

Important  Changes  during  the  Year. — Arrangements  were  made  by  which  this 
company  agreed  to  pay  for  the  partial  use  of  a  48-inch  main  belonging  to  the 
Standard  Gas  Light  Company,  extending  from  129th  street  and  Second  avenue. 
Borough  of  Manhattan,  to  134th  street  and  Lincoln  avenue,  Borough  of  The  Bronx. 
Arrangements  were  also  made  by  which  this  company  agreed  to  pay  for  the  partial 
use  of  a  tunnel  under  the  East  river,  belonging  to  the  East  River  Gas  Company  of 
Long  Island  City,  running  from  the  Astoria  plant  to  East  132d  street.  Borough  of 
The  Bronx. 

C.  G.  M.  Thomas  was  appointed  treasurer  on  April  27,  1016. 

The  company  received  a  commission  of  $213,256.99  on  $4,265,139.72  for  the  con- 
struction of  the  Astoria  tunnel,  the  period  of  construction  of  which  was  from  June, 
1910,  to  September,  1915. 

No  new  powers  or  franchises  were  acquired. 


Abstbacts  of  Company  Reti  uns  845 

Th»  Astoria  Light.  Heat  and  Power  Company 

BALANCE  SHEET 

31,  December  31.  Increase  or 

1915                                                       ASSETS  BiDe  1010  (D)  decrease 

^44.864  40     Cash    |195,201  37  D  $149,663  03 

15  60     Consumers'  accounts  receivable 17  60  2  00 

421,813  76     Accounts    receivable    from    associated 

companies    470,S07  02  48.903  26 

67.951  79     Other  accounts  receivable   ion.405  74  3n,4r>:j  05 

24.113  54     Interest  nnd  dividends  receivable 10.:i54  17  D    13,750  IM 

»  1,000,000  00     Special  deposit  with  National  City  Co.  l.noo.OOO  00         500.000  00 

669,159  13     Materials   and    supplies 906.479  20  237,320  07 

183,700  29     Fire    Insurance    participation    certifi- 
cates       200.244  49  16,544  20 

10.948.500  21     "  Fixed  Capital.  Dec.  31,   1908 " 10,923.535  49  D    24,904  72 

3,014,143  38     Fixed  capital  installed   sinre   inos...  4,046,702  94  132,550  56 
14^62,SiS  69             Total   fixed    rnpltal    (without   de- 
duction of  depreciation) lJi,970,2S8  iS  101,59k  Bk 

4.815,603  63     Temporary     advances     to     associated 

compnnles  *   5,224,508  72  408,995  09 

18.551  59     Other   suspense  •    15.6G8  54  D      2.883  05 


$22,408,417  32  Total    $23,597,015  28    $1,188,597  96 


LIABILmSS  SIDE 

$43,407  48     Taxes  accrued    $59,362  26  $15,954  78 

*  28.057  23     Accounts   payable   to  associated   com- 
panies      109,936  06  81,878  83 

150,425  49     Miscellaneous  accounts  payable 215.958  30  56.532  81 

68.750  00     Interest  accrued  on  funded  debt 68.750  00      

7.643  85     Interest    accrued    on    unfunded    debt 

(due  Con.solldated  Gas  Co.) 7,852  46  208  61 

11.885  05     Other  unfunded  debt  —  wages  accrued  12,273  62  387  97 

5,000.000  00     Mortgage  bonds 6.000,000  00     

320.970  94     Reserve  'for  accrued  amortization ». . .  320,970  94      

2.445.513  87     Reserve  for  "  contingency  "  • 2,67.5,268  60  229.754  73 

18,717  24     Reserve  for  renewals  and  replacements 

—  plant  withdrawn  from  service*..  30,906  66  12,189  41 
*  1,500.000  00     Construction  advances  owing  to  Con- 
solidated Gns  Conipauy 1  500,000  00      

254.224  82     Casualties  and   insurance  reserve 270,769  02  16,544  20 

10  000.000  00     Common  stock   10.000.000  00     

2  549,820  75     Corporate  surplus   3.324,967  37  775.146  62 


$22.»0S.417.32  Total    $23,597,015  28    $1,188.597  96 


Contingent  lAabiUties. —  None. 


*  Reported  under  Other  accounts  receivable  in  1916. 

*  Represents  balance  due  for  expenditures  for  account  of  East  River  Gas  Company 
of  Long  Island  City  In  connection  with  tunnel  built  under  East  River  from  Astoria 
to  East  132d  street.     See  also  abstract  of  New  Aiu'^tcrdam  Gas  Company. 

'•'Miscellaneous  item.s  awaiting  ll'ial  classification." 

^  Constraction  advances  to  the  amount  of  $1,000,000  were  reported  In  1915  fts 
Accounts  payable  to  associated  companies. 

*  See  Depreciation,  page  362. 


34:6       Public  Sbbvioe  Commission  —  First  Distbiot 


The  Astoria  Licht,  Heat  and  Power  Company 
Valuation  of  Propertp  for  Purposes  of  Tasatian 

Cnjit  to 

reproduce  new        present  value 
Valuation  as  of  June  30,  1916,  filed  by  respondent: 

Real  property  outside  streets  and  public  places. . .  $14,850,597  20  $14,850..'>07  20 

Real  property  in  streets  —  tangible 3.080  50  S.ObO  r  o 

Intangible  property.  Including  franchises N.  R.  N.  H. 

Tangible   personal   property 953.168  24         953.108  24 

Borough  of  Queens 
Assessed  yaluatlon  for  1916  taxes: 

Real  property  outside  streets  and  public  places: 

Land $2,377,910 

Improyements    9,191.000 

Real  property  (tangible  and  intangible)  In  streets 13.:{50 

Tangible  personal   property 300.000 


Details  of  Assets 
**  Fiwed  Capital,  December  SI,  1908 


Plant   , 

Real  estate 

Piers  and  bulkheads , 

Railroad  equipment 

Tools  and  implements   

Office  furniture  and  fixtures 

Horses,  wagons  and  harnosH , 

Boats  and  scows 

Street  mains    

Gas  appliances  on   rental 

Meters  and  connections 

Services    , 

Interest  on  construction  expenditures, 


Book  cost 
Dec.  31.  1915 

17,668.498  97 

1,901.802  32 

281.161  32 

78,453  38 

8,350  82 

1,791  28 

1.438  43 

11.526  12 

2,680  40 

34  56 

60  72 

400  10 

097,301  79 


Withdrawn 
during  year 

120.610  00 

850  00 

1,800  00 
1,670  16 


34  56 


Book  cost 
Dec.  31. 1916 

$7,647,888  97 

1,900.952  32 

281.161  32 

71,653  38 

6,680  66 

1,791  28 

1,438  43 

11,526  12 

2,680  40 

60  72 

40010 

997,301  79 


Total    $10,948,500  21       $24,964  72    $10,923.535  49 


Fixed  Capital  Installed  since  December  SI,  1908 

INSTALLED  DURING  TBAR      Retired  OT 

withdrawn 


$;]50  00 


Additions  and  Renewals  and  during  year 
TiTLB  OF  ACCOUNT  bcttcr.T.cTits  replacen:cnts  (deducted) 

Land  occupied  by  gas  works $21,351  04     

Organization 

General  equipment 156  80 

Works  and  station  structures 12.341  72     

Holders , 

Furnaces,  boilers  and  accessories..     24,734  99 

Benches  and  retorts 483  14     

Water  gas  sets  and  accessories 1,901  54     , 

Purification  apparatus   19,667  44     

Accessory  equipment  at  works 12,128  37 

Gas  meters 

Gas  engines  and  appliances 22  91     

Gas  tools  and  Implements 9.106  76     11,828  45 

Engineering  and  superintendence..     56,01150     

Interest  during  construction Cr.  790  16     537  59 

Miscellaneous  construction  expendi- 
tures         4.834  30     


385  00 


16,200  65 


Total 

cash  ooeito 

Dec.  31.  1919 

$666,361  25 

4,750  00 

77,109  08 

798.314  OS 

1,595  76 

85,260  87 

151,371  72 

661,525  03 

403.566  06 

611,524  52 

18  93 

22  91 

47,813  80 

181.427  41 

160,874  14 

195.66648 


ToUl $161,95125 


$29.39169    $4,046,702  94 


AB8TKA.0TS  OF  COUFANT  ReTUBNS 
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Tbe  Astoria  Light,  Heat  and  Power  Company 

DetaiU  of  Bapendituret  for  Property 

Land  dCToted  to  gaa  operations: 

Improvements  on  real  esUte $14,724  87 

Piers  and  bulkheads 6,627  57 

General  equipment   156  80 

Works  and  station  structures : 

A  purifier  house   942  72 

B  purifier  house   1,013  76 

C  generator  house   708  05 

C  and  D  boiler  house  chimney 4,299  24 

Laboratory ^ 2.147  89 

Steel  storage  shed 1,431  86 

Ballroad 1,297  06 

Minor  projects  (under  $500) 601 14 

rurnacea,  boilers  and  accessories: 

A  and  B  boiler  house  —  contents 641  54 

C  and  D  boiler  house  —  contents 24,193  45 

Benches  and  retorts  —  B  retort  hou&e  —  contt  :iti$ 483  14 

Gas  tools  and  Implements 0.106  76 

Engineering  and  superintendence 56,011  60 

Purification  apiiaratus: 

A  condenser  house  —  contents 1,187  48 

A  washer  house  —  contents 1,230  65 

A  purifier  house  —  contents 7.753  62 

B  purifier  house  —  contents 7,820  41 

B  condenser  house  —  contents 1,267  70 

Minor  projects   407  68 

Water  gas  seta  and  accessories  :    C  generator  house  —  contents 1,001  54 

Accessory  equipment  at  works : 

Cyanogen  plant   8.448  56 

A  and  B  general  connections 6,598  98 

Electric  powerhouse  —  contents    818  15 

Minor  projects  (under  |500) 1,272  68 

Gas  engines  and  appliances  —  appliances  on  rental 22  91 

Miscellaneous  construction  expenditures : 

Temporary  structures 982  71 

Repairs  temporary  railroad  and  equipment 1,090  68 

Sundry  expense  1,753  38 

Ofllce  expense 687  18 

Minor  projects 320  45 

Interest  during  construction  :    Credit  for  cash  dineount Cr.      790  16 

Total ^ 1161,95125 


Bquipment  Retired  During  the  Tear 


Number 
of  units 
CLASS  OF  BQutPUENT  retired 

Moton  2 

Horses   2 

48*  connecting  main 

Tools  and  implements 

Steel   gas  main 

83"  I  beams 

Locomotive 1 

Gas  appliances 2 

2f  steam  pipe  and  covering,  ft. .  900 

Tar  circulating  tanks 5 

Land 

Interest     on     construction     ex< 


Cost  of  Cost 

equipment  of  dis- 

r<>tired  mantling 

$385  00     

850  00     

16,290  65      

13,498  61      

12,93.">  00  $1,.'>31  86 

5.77.5  00  2,828  49 

1.800  00      

34  .-lO      

400  00      

1,500  00      

850  00      

537  69      


Amount 
ohansed  to 
renewals 
Amount     and  replace- 
reoovered         ments 

$308  00  $77  00 

65  00  285  00 

16,200  65     

13,498  61 

1,164  00  13.302  86 

5.740  00  2,863  49 

1,800  00 

34  56 

400  00 

1,500  00 

850  00     

587  50     


penditores  

T6tal    $54,.'i56  41     $4,360  35  $24,955  24  $38,761  52 
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Bills  and  Accounts  Receivable  from  Associated  Oompomiss 


NAME   OF    COMPANY 

Central  Union  Gag  Co 

Consolidated  Gas  Co.  of  N.  Y. 
East  River  Gas  Co.,  L.  I.  City. 
National  Coke  and  Coal  Co. . . 

New  Amsterdam  Gas  Co 

N.  Y.  &  Queens  Gas  Co 

Standard  Gas  Light  Co 

Westchester  Lighting  Co 

N.  Y.  Edison  Co 


Charges  and 

advances 
durinv  year 

$2,792  09 

4.775,231  65 

S71.701  41 

239,277  61 

31,979  01 

90185 

4^'?87  76 

1,818  70 

0.774  57 


Reimbursed 
during  jrear 

$2,063  92 

4,752  960  26 

433,636  61 

244,657  01 

33,792  53 

2,627  98 

5.449  87 

1,745  18 

3  49 


Amount  at   Interest  aeenird 
close  of  year      durinc  year 

$769  77      

398,598  87      

5,253.734  35  •  $300,999  52 

89,802  09      


50  70 

57  43 

547  88 

73  57 

6.771  08 


Total    $5,034,925  15  $5,476,936  80  $5,695,406  74     $300,999  52 


Miscellaneous  Accounts  Receivable. —  The  Barrett  Co.,  residuals,   $57,893.37 ;  H. 

Bower  Chemical  Mfg.  Co..  $41,31.'}.98 ;  miscellaneous,  $14,552.56;  total.*  $113,759.91. 

Materials  and  Supplies 

Units  on  Coat  of  quantity 

hand  at        Av«raco  eost  on  hand  at 

ITSM                                           dose  of  year  per  unit  dose  of  year 

Steam   coal  —  long   tons 826.90  $8.2847  $2,674  75 

Anthracite  coal  —  long  tons 14,199.97  6.1872  73,658  45 

Gas  oil  —  gallons 2,248.322  0.0305  68,42132 

Coal  for  carbonizing  —  long  tons 178,215.40  3.4097  607,650  92 

Iron  borings  —  pounds   240,550  0.00625  1,503  84 

Copperas  —  pounds    1.167,718  0.00702  8.196  16 

Sulphuric  acid  —  pounds   316,756  0.01099  8,483  77 

Shavings  —  bushels    45.129  0.02695  1,216  60 

Iron  oxide  —  bushels 77,788  0.15892  12,362  80 

Cbke  —  short  tons 4,754.42         14.897 19 

Coal  gas  tar  —  gallons 470,392              18,170  98 

Water  gas  tar  —  gallons 146,724              2,934  48 

Ammoniacal   liquor  —  gallons 497,229              8,480  60 

Drip  oil  —  gallons 18.000              450  00 

Atnmonia  sulphate  —  pounds 262,046              7,699  97 

Cyanogen  —  pounds  4,354              376  72 

Cyanogen  cake  ammonia  —  pounds 1,008              75  51 

Carbon  —  pounds 73.920              739  20 

Cast  iron  pipes  and  fittings 0.842  99 

Wrought,  malleable  iron  pipes  and  fittings. . . .         8,2.34  24 

Oil,  waste  and  packing 2.777  98 

Brass  and  copper  pipe  and  fittings 3,616  33 

Bolts,  nuts,  screws,  rivets,  etc 10,641  06 

Structural  steel    21,580  32 

Valves,  cocks.  gr<iasc  cups,  etc 11,61200 

Lumber 1,495  47 

Electrical  repair  parts 11,726  64 

Miscellaneous    2,761 01 

Total    $906,479  20 


*  Interest  rate  6  per  cent ;  amount  received  during  year,  $370,286.10. 
V  Includes  interest  and  dividends  receivable,  $10,354.17. 
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DBTAILS  of  LlABILITIlS 

8eouriUe§ 

Common 

PA1RICULAH8  OF  STOCX   AIT^   rUKDBD   DKBT  StOOk 

Nominal  date  of  Issue 

Date  of  maturity 

Interest,  rate  and  dates 

DenomlDatlons 1  share  =  $100 

Antlioriaed  by  company $10,000,000 

By  public  authority 10,000,000 

Actnally  Issued,  prior  to  year 10,000,000 

Cash  realised   10,000,000 

Actually  outstanding 10,000,000 

Interest  accrued  and  dividends  declared 600,000 

Interest  charged  to  Income 

Interest  and  dividends  paid 600,000 

Interest  and  dividends  not  due 

Trustee  under  mortgage ■ 


FInt  morteage 
gold  coupon  ^nds 

Oct.  1, 1013 

Oct.  1, 1063 

6H%.A.A0. 

Interim 

$0,000,000 

6,000,000 

5,000,000 

5,000,000 

5,000,000 

275,000 

275,000 

275,000 

68,750 

Fanners    Loan 

and  Trust  Co. 


BiSia  and  Accountt  Oidng  to  AsBOciated  Companiet. —  Construction  advances 
owing  to  Consolidated  Gas  Co.,  amount  at  beginning  and  close  of  year,  $1,500,000 ; 
Interest  accrued  during  the  year,  $00,000 ;  paid,  $00,020.90 ;  accrued  and  unpaid, 
$7,622.05. 

Other  advances :  Consolidated  Gas  Co.,  advanced  and  repaid  during  year,  $200,000 ; 
Interest  accrued,  $4,524.60 ;  paid,  $4,205.09 ;  accrued  and  unpaid,  $229.51 ;  non- 
interest  bearing  accounts :  Consolidated  Gas  Co.,  $6,489.70 ;  Central  Union  Gas, 
$3,337.81;  Bast  River  Gas  Co.,  L.  I.  City,  $88,813.94;  National  CDke  ft  Coal  Co., 
$791.86;  N.  Y.  Edison  Co.,  $37.60;  New  Amsterdam  Gas  Co.,  $9,306.06;  Standard 
Gas  Light,  $1,209.09 ;  total  current  accounts,  $109,936.06. 

Mi9eettaneou9  Aeeounta  Payable. —  Coal,  $87,170.87;  oil,  $113,985.70;  miscel- 
laneous, $14,801.73;  total,  $215,958.30. 

Tamet  Accrued. —  Bee  schedule  supporting  Income  Statement. 


Reeervea 

Credit  balance 
Dec.  31.  1015 

Contingency* $2,446,513  87 

Renewals      and      replacements  — 

plant  withdrawn  from  service..  18,717  24 

Accrued  amortisation  820,970  94 

Employees  Insurance  70,524  58 

Fire  insurance  participation 188, 700  29 


CrcdiU  dur-     Debits  dur-  Credit  balance 
ing  year  ing  year      Dec.  31,  1016 

$229,754  78    $2,675,268  00 


46.960  98       •188,76152 


16,544  20 


80,906  65 

»  320, 970  94 

70,624  58 

200.244  40 


INCOME  STATEMENT 


Operating  revenue  —  sales  of  gas : 
Commercial  metered  lighting. 
To  Consolidated  Gas  Co 


M  cu.  ft. 
d^vered 

231.8 
9,189,957.5 


Rate  or 

average 

price 


Net  amount 
for  year 


$0.80  $185  04 

.8377  »  3,104,990  65 


Increase  or 
(D)  decrease  » 

111  12 
291,053  87 


Total  sales  9,190,188.8 


$3,105,175  69       $291,064  49 


*8ee  Depredation  page  352. 

*  Represents  plant  withdrawn  from  service. 

^  Represents  excess  of  the  estimated  repairs  over  the  cost  of  actual  repairs  during; 
the  years  1909-1914  Inclusive. 

"  Some  of  the  1915  figures  with  which  comparison  is  here  made  do  not  af?ree  with 
those  published  in  the  1915  report  on  account  of  reclassifications  made  by  the 
couipany. 

u  [The  amount  credited  to  sales  of  gas  represents  actual  cost  of  labor,  material  and 
other  expenses  while  the  amount  credited  to  Joint  gas  rent  revenue  represents  return 
upon  Investment  — 1913  report.] 
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Incoiod  BrATEMum — ConHnved 

Net  amount  Inereeae  or" 

Opeistinc  revenue — ConduM:                                                                 for  year  (D)  decrease 

Bent  of  gas  appliances |7  00  $1  00 

Joint  gas  rent  revenue" "1,147,737  85  28.997  48 

Other  mlscellaneons  gas  revenue **  17, 427  64  12,4S9  29 

Total  mlscellaneoua  revenue $1,166,17189  $41,437  70 

Total  operating  revenue $4,870,847  68  $3S8,60S  19 

Cents  per 
Operating  expenses:  M  cu.  it.>' 

Gas  making  labor 8.55       $326,604  09  $4,816  14 

Boiler  fuel  .94          86,117  56  Sl,17«  87 

Generator  fuel  4.18        884,888  60  92,088  70 

Gas  oil  9.44        868,622  64  80,766  U 

Gas  coal  10.96     1,007,246  73  0  606,530  69 

Coal  gas  enriched .61          46,986  98  D    48,308  43 

Electric  power  house  operations .61         46,698  81  11,040  61 

Other  supplies  and  expenses 1.26        115,722  79  82,110  41 

Kepalra  at  works 2.47        227,41187  D    10.864  73 

ToUl  works  expense 33.81    $3,100,649  36  I>$S75,744  81 

I/eta  residuals  produced 12.59    •1,167,674  86  D  869.533  88 

Net  cost  of  gas  in  holder ^-^  \  t%  vn  via  st  n^mi^  nnK 

ToUl  production  expenses 2i.24}^*^'^*  *^^^*^*'**"  " 

General  expenses  (excluding  depreciaUon)...               .70         64,029  69  8,666  51 

Total  of  foregoing 21.94   $2,016.004  10  Dfli3,654  42 

Renewals    and    replacements  —  plant    with- 
drawn from  service" .50          45,950  93  D      4.635  71 

Totol  operating  expenses" 22.44   $2,061,955  08  D$118,290  13 

Tax  accruals  3.23.     29G.392  02  68.124  68 

Joint  faciUty  rents 6.64     >*509,388  43  856.342  83 

Miscellaneous  rents  .01        '•1,44000  *  440  00 

Total  expenses,  taxes,  etc 81.22   $2,869,175  48  $306,616  88 


•    •Credit. 

"  Some  of  the  191C  figures  with  which  comparison  Is  here  made  do  not  agree  with 
those  published  in  the  1915  report  on  account  of  reclassifications  made  by  the 
compsuy. 

'*  tTJe  amount  credited  to  sales  of  gas  represents  actual  cost  of  labor,  material 
ana  other  expenses  while  the  amount  credited  to  Joint  gas  rent  revenue  represents 
return  upon  Investment  — 1913  report,] 

»flee  J"'*ni  Faefliv'ei,,  na^e  352. 

««il^»«  Si?l  Pi  J"****?.*  ^P  insurance  participation  certificates.  $11,518.34:  of  which 

JrlSP'^^^-3^  Is  applicable  to  this  year  and  minor  renl  estate  rent,  $5,909.20. 
o  ift^SSK^Jr  ^  ft*^  V^  ^^^*^  P'  «*«  '«  holder  and  preceding  items  are  baaed  on 
ft   of  MS  sold"'  '**  made;  those  for  the  following  items  on  9.190,188.8  M.  cu. 

and  A^cou^nts"?*"*"*  "*"'  shown  above  were  computed  by  the  Bureau  of  Statlatics 

AiTortlLt^S^^Vn-SilS^^f"?!  charge  to  the  operating  expense  account.  GeDerri 
aSo^t  "S^n«Jj^!*?li  l*  ?*"■  Included  in  operatlnj?  expenses  an  unnnthoHicM 
J^«!l?,SL«*     "^T'.*!"  "o*!, '•©placements  —  plant  withdrawn  from  service*'  for  which 

5f?^«ii2rll*Jl"*^*.i*»J^  similarly  named  reserve.     S^Sc^l^ciSion:  iiSSsi 
"A  general  expense;  wUl  be  so  reported  In  the  future.  t'^x^vw^ww,  imge^^ 
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iNoom  &rjamtamT — Condudsd 

Net  amount  Increase  ot 

for  year  (D)  decreaae  *• 

Operating  Income  applicable  to  cori>orate  property |1»401,172  10        126,886  31 

NoD-operatlng  Income:    Interest  on  National  City  Co.,  loan, 

145.438^;  from  East  RiTer  Gas  Co.,  on  account  Astoria 

tunnel,  1300.999.52;  less  Uxes,  |8,660.96 337.776  83        313,663  29 

Gross    corporate  income 11,738,948  93       $340,548  60 

Deductions  from  gross  Income :    Interest  accrued  on  funded 

debt,    $275,000;   on   obligations   to   associated   companies, 

134,524.60    369,524  60         802,988  50 

Net  corporate  income  (corrected)  >• 11.369,424  33        137,660  10 


[Appropriations  of  net  corporate  income:     "Contingency,"  |229,754.7S;   "to  em- 
ployees for  faithful  and  efficient  service,'*  $7,861.17.    See  Oorparate  ssrpItM.]  *^ 

CORPORATa  SURPLDS 

Amount 

Surplus.  December  31,  1916 $2,649,820  76 

Balance  for  year  transferred  from  income  (corrected) 1,869,424  33 

Adjustment  of  cyanogen  sludge  sales  applicable  to  1916. «. 16,914  00 

For  use  of  Astoria  and  Rayenswood  tunnels,  48  x  60-inch  mains,  applicable 

to  three  months  ended  December  31,  1915 126,861  U 

FVyr  rent  of  land  need  in  connection  with  the  construction  of  the  Astoria 

tunnel  applicable  to  the  years  1910  to  1915,  inclusive 80,047  28 

For  this  company's  commission  on  the  cost  of  constructing  the  Astoria 

tunnel  213,256  99 

Refund  on  Penn.  state  tax  on  coal,  paid  during  1913-16,  ruled  to  be  un- 
constitutional   17  80 

Total  $4,806,33178 

Dividends  6  per  cent  on  $10,000,000  of  stock $600,000  00 

Appropriation  to  "Contingency"  reserve *> 229,754  73 

Appropriations    to    employees    for    faithful    and    efficient 

aervica"   7,86117 

Allowance  made  to  Consolidated  Gas  Co.  for  their  portion  of 

the  adjustment  of  cyanogen  sludge  applicable  to  1915 16,896  48 

Credit  to  the  Consolidated  Gas  Co.  for  their  portion  of  the 

East  River  Gas  Co.'s  charge  for  use  of  Ravenswood  tunnel 

48  X  co-inch    mains    applicable    to    three    months    ended 

Dec.  81,  mi 88.6U4B 

For  use  of  Astoria  and  Ravenswood  tunnels,  60  x  48-inch 

mains  and  48-inch  Harlem  river  mains,  applicable  to  three 

months  ended  Dec.  31,  1916 / 88,341  60 

Total  deductions  981.364  41 

Surplus,  December  31,  1916 $3,324,967  37 


Interrompanif  Bale$,  etc, —  Sold  to  Consolidated  Gas  Co.,  9.189,9.^»7..'S00  en.  ft., 
$4,252,728;  measured  at  respondent's  station  meters;  delivered  at  the  New  York 
end  of  the  tunnels  running  from  Astoria  and  Ravenswood  in  the  borough  of  Queens 
to  the  boroughs  of  Manhattan  and  The  Bronx. 

»S^e  note  11,  page  800. 

**The  comfpany  reports  a  net  corporate  income  for  the  year  of  $1,131,808.43. 
See  onfe  21. 

*■  FThese  appropriations  reported  by  the  company  as  deductions  from  gross  Income 
are  here  transferred  to  corpomte  surplus  in  conformity  with  the  accounting  classi- 
llcation  prescribed  by  the  ODmmission  and  net  corporate  income  corrected  accordingly. 
See  also  pamfraphs  on  DepreoioMoik] 
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Gas  enriched  for  respondent  by  New  AmBterdam  Gas  Co.,  943,050,100  ca.  ft.; 
gas  oil  used,  1.579,445  {gallons;  cost  of  oil  used,  $47,949.33;  oil  tar  prodiice«l. 
267,756  gallons;  value  thereof,  $5,066.06;  drip  oil  produced,  1,446  gallons;  ▼alue 
thereof,  $213.29 ;  credit  to  New  Amsterdam  Gas  Co.,  based  on  invoice  cost  of  oil 
used  by  them  for  respondent's  account  less  allowance  for  the  value  of  residuals 
produced  plus  10  per  cent.  $46,936.98,  charged  to  coal  gas  enricher. 

Joint  Faeilitiea  and  Arrangement9,^  —  Credited  to  the  East  River  Gas  Co.  for 
use  of  part  of  capacity  of  Ravenswood  tunnel,  $61,172.80;  for  partial  use  of 
48  X  60-inch  mains,  $60,127.26 ;  for  partial  use  of  Astoria  tunnel.  $383,620.25 ; 
credited  to  Standard  Gas  Light  Co.,  for  partial  use  of  48-inch  Harlem  river  main, 
$14,468.12.  Total  charge  to  Joint  facility  rents.  $509,388.43.  Charged  to  Con- 
solidated Gas  Co.  and  credited  to  Joint  gas  rent  revenue,**  $1,147,737.35. 

Bale  0/  Re9iduaU  and  By-products,  —  See  Table  IX. 

Operating  Expenses. —  For  details,  .see  Table  XXXV,  B. 

Depreciation. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission 
for  gas  companies  provides  that  operating  expenses  shall  include  the  estimated 
amount  of  capital  consumed,  which  Is  defined  as  "  the  amount  estimated  to  be 
necessary  to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have 
accrued  "  during  the  fiscal  period  in  the  tangible  fixed  capital,  and  **  such  portion  of 
the  Ufe  of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated 
to  be  necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extra- 
ordinary casualties.  From  the  ■  total  estimated  deterioration  during  the  period 
there  is  deducted  the  actual  amount  expended  In  repairs  and  the  remainder  is 
charged  to  the  account  "  General  amortisation "  which  has  been  proyided  in 
operating  expenses.  Amounts  charged  to  this  account  should  be  concurrently 
credited  to  "Accrued  Amortisation  of  Capital,*'  the  ofllclal  title  of  the  reserve  for 
depreciation,  etc.,  against  which  is  chargeable  such  portion  of  the  matured  or 
realised  depreciation  as  has  accrued  since  the  establishment  of  the  reserve.  Under 
date  of  March  1,  1909,  this  company  filed  with  the  Commission  a  rule  of  deprecia- 
tion which  provides  for  a  charge  to  "  General  Aknortization  —  Gas  '*  and  concarrent 
credit  to  "Accrued  Amortisation  of  Capital  "  of  9.5  cents  per  M  cu.  ft.  of  gas 
manufactured.  The  company's  procedure  however  is  in  accordance  neither  with 
this  rule  nor  with  the  requirements  of  the  accounting  order.  It  charges  an  account 
"  Renewals,  and  replacements  —  plant  withdrawn  from  service "  with  one-half 
(.005c)  cent  per  M  cu.  ft.  of  gas  sold  and  also  charges  an  account  "Contingency" 
with  2H  cents  per  M  cu.  ft.  of  gas  sold.  Capital  retirements  are  charged  to  tbe 
reserve  "  Renewals  and  replacements  —  plant  withdrawn  from  service "  instead  of 
to  the  prescribed  reserve  "Accrued  Amortization  of  Capital."  The  balance  In  the 
company's  reserve  "Accrued  Amortization  of  Capital  "  represents  merely  the  excess 
of  the  estimated  repairs  over  the  cost  of  actual  repairs  for  the  years  1909  to  1914 
inclusive.  The  company  has  discontinued  malting  any  charges  or  credits  to  this 
reserve. 

Following  the  decision  of  the  Commission  in  May,  1916,  to  subpoena  the  books 
of  account  of  certain  electric  corporations  for  the  purpose  of  Inqnlring  into  their 
conformance  with  the  accounting  rules  prescribed  by  the  Commission,  varions  gas 
and  electric  companies  asked  to  be  heard-  on  their  applications  for  modification  of 
the  rules,  including  that  on  depreciation  (General  Amortization).  Informal  con- 
ferences have  been  in  progress,  report  of  which  may  be  found  in  the  Reports  of 
Decisions,  advance  sheets  for  March  and  June,  1017. 


*•  [The  accounting  rules  prescribed  by  the  Commission  define  a  joint  facility  as 
any  plant  or  equipment,  nmlntalnod  and  (or)  operated  by  one  corporation  for  the 
common  benefit  of  itself  and  another  or  others  under  an  arrangement 'for  sharing  th<* 
exponKC,  taxes,  etc.,  on  tlie  ba^ls  of  the  relative  amounts  of  benefit  to  the  several 
participants.  This  company  does  not  report  any  segregation  of  rents  paid  Into  the 
constitutent  elements  of  expense,  taxes  and  profit,  but  charges  the  gross  rents  paid 
to  Joint  facility  rents.] 

**  See  Income  Statement  note  12. 


Abstbacts  of  CoMPAinr  Rstubits  868 

Thb  Astoria  lafht.  Heat  and  Power  Comfaay 

Tame9 

Levied  and 

charged  to  Amount  Due  and 

CLAm  ow  TAX                                         inoome  paid  unpaid 

!-*»<> V...      $48,984  94  $48,984  94     

ImproTements 189,334  60  189,834  60     .... 

Bpedal  franchise 275  01  275  01     

Personal  property   6,120  00  6,120  00     

Gross  earnings,  sUte  (operating) 25,630  07  )  «-  .^-   .« 

Gross  earnings,  state  (non-operating) 1,732  10  J  '                 

DtTidenda,  state 6,000  00  6.000  00     

Federal  income  (operating) 20,047  40  |  lo  uta  ia 

Federal  income  (non-operating) 6.028  76  j  ^^*^*^  ^^     


Total $305,052  97    $289,098  10 


mSCBLLANBOUS  INFORMATION 

Works  and  Holder; — Location.  Astoria.  Long  Island  City.  Water-gas  sets,  12; 
total  24-lionr  capacity,  25,000  M  co.  ft  (Bee  Table  II.)  Ooal-gas:  124  benclies  (60, 
with  8  retorts  per  bench ;  64.  with  0  retorts  per  bench) ;  total  retorts.  1,056.  (See 
Table  I.)  Holders,  1 ;  capacity,  15.000  M  en.  ft.  Relief  Holder,  1 ;  capacity.  1,000  M 
cu.  ft.    See  Table  lY.)      For  auxiliary  works  apparatus,  see  Table  III. 

Main; — Distribution  pipe  Une.  length  in  feet,  8.687;  no  change  daring  year. 
(See  Table  Y.) 

Hitrvicet. —  Service  pipe  lines  in  use  at  end  of  year,  3.    (See  Table  YI.) 

Meter; — Number  of  consumers'  meters  in  service  at  close  of  year,  3.  (See  Tables 
YII  and  YIIL). 

Gas  Jfade  and  Bold  (o».  ft.) —  Gas  on  hand  at  beginning  of  year,  5,785,000;  made 
during  year  —  coal  gas.  3,033,565,000 ;  water  gas,  6,163,400,000 ;  sold  to  Consolidated 
Gas  Co.,  9,189,957,600;  sold  to  public  281,800;  used  by  respondent,  6,318.200;  on 
hand  at  close  of  year  6.198,000.    See  Tables  XI-XIII.) 

MateridU  and  BeHdwOo* — Gas  oil  is  deUvered  under  terms  of  contract  made  by 
the  Consolidated  Gas  Co.  under  its  provisions  there  was  delivered  during  the  year 
29,240,014  gallons  at  3.05  cents.    For  details  of  materials  consumed,  see  Table  IX. 

Aeeidento. —  See  Tables  XXY-XXIX. 

Emplojfees  and  Wage; —  Number  of  general  oiBcers,  4 ;  total  compensation  during 
year,  $4,699.92.  Number  of  all  other  employees,  second  week  In  December,  full  time, 
619 ;  part  time,  65 ;  total  salaries  and  wages  paid  to  oillcers  and  employees  during 
the  year,  $665,334.67.     (See  Tables  XXX-XXXIY.) 

Officer; —  President,  Wm.  H.  Bradley ;  Vice-President,  Horace  W.  Fuller ;  Secretary. 
L.  B.  Qawtry;  Assistant  Secretary,  C.  M.  Carbonell;  Treasurer,  C.  G.  M.  Thomas; 
Assistant  Treasurer,  BenJ.  Whiteley ;  Auditor,  F.  L.  Lambrecht ;  Controller,  R.  A. 
Carter;  Assistant  Controller,  H.  M.  Brundage. 

Director; —  N.  F.  Brady.  Geo.  B.  Cortelyou,  George  F.  Baker,  William  Rockefeller, 
John  W.  Sterling,  Donald  G.  Geddes. 

Main  Bu9in€»a  Office. —  130  East  15th  street,  New  York  City. 

Report  verifled  by  W.  H.  Bradley,  President,  April  16,  1917. 


BOWERT  BAT  ELBCTRIC  LIGHT  AND    POWER  COKPAKT 

Hittory. — [Incorporated  November  29,  189T,  under  article  6  of  the  Transpor- 
tation Corporations  Law.  The  property,  which  is  operated  at  North  Beach,  Is  owned 
by  the  Bowery  Bay  Building  is  Improvement  Company  and  Is  leased  from  year  to 
year.  The  company  has  no  franchise  and  operates  its  plant  only  during  the  summer 
months,  supplying  electric  current  to  the  tenants  at  North  Beach,  Borough  of 
Qneens.     Commercial  service  and  street  lighting  was  begun  about  June,  1898.}* 

Btockholdere  and  Memhera. —  [Total  voting  powers  of  all  members,  35 ;  each 
holder  of  $100   par  value  having  one  vote.]      Number  of   stockholders   December 

^From  report  of  the  company  for  1915. 

12 


354       Public  Sbbvicb  Commissioit  —  Fibst  Distsiot 

Bower7  Bay  Blectric  Ufht  and  Power  Company 

81.   1916,   5.     Shares  of  stock  owned  at  dose  of  year  by  George  IBhret   35;  by 
Geor«:e  Ehret.  Jr..  »;  by  Edward  M.  Barghard,  5;  by  John  B.  Haaslocher,  5;  and 
by  Russell  R.  Schaller,  5. 
Important  Chanoet  Durinff  the  Tear, —  None. 

^  Balanci  Shbvt 

December  31,  December  31,  iDcreMecr 

I^I*^'  ASSETS  8IDX  1910  (D)  decrease* 

$1,966  83  Cost  of  plant  and  equipment 11.966  83     

8,062  43  Materials  and  supplies 1.561  97  D  $1,500  46 

280  90  Cash 381  20  100  30 

15.766  41  Accounts  receivable 17,295  46  14529  05 

107  57  Prepayments 35  85  D          71  72 

41,058  75  Deficit 46,121  87  5.063  12 


$62,242  89  Total $67,363  18  $5,120  29 


i^l^^^^^B 


LXABIirms  BXDB 

$479  92     Consumers'  deposits $436  54  D        $43  38 

68,136  72     Other  accounts  payable 63  274  76  5.138  04 

126  25     Interest  due  on  consumers'  deposits..  151  88  25  63 

8,500  00     Capital  stock 3,500  00     


$62,242  89  Total $67,363  18  $5,120  29 


Capital  Stock. — Authorised  by  company,   100  shares,  par  value  $100;   actually 

issued  and  outstanding,  35  shares;  cash  realised,  $3,500;  no  dividends  declared  or 

paid  during  year. 

INCOMD  Statement 

Amount  Increaee  over 

April  25  to  April  4  to 

Sept.  17.  1916^     Sept.  19. 1915V 

Operating  revenue  (commercial  flat  rate) $26,771  61  $699  67 

Operating  expenses : 
Production  expenses : 

Power  house  wages  and  superintendence $4,054  26     D        ^06  46 

Fuel  for  steam   : 7,707  63  1,351  87 

Power  house  expense   1,436  78  82  98 

Total  production  expenses $18,198  56  $1,027  89 

Distribution  expenses : 

Superintendence $297  50     D  $17  60 

Pole  and  overhead  • 75  76     D  121  OS 

Total  distribution  expenses $873  26     D        $138  58 

Utilisation  expenses : 

Lamp  renewals  and  supplies $2,547  80  $354  74 

Inspection,  consumers'  premises 372  00  08  36 

Repairs,  consumers'  installations 397  66  333  49 

Total  utilization  expenses $3,317  46  $786  59 

Commercial  expenses $4  80 

*  [Not  reported  In  1916.     Taken  from  the  1915  report  and  reclassified  to  conform 
to  the  schPdnle  used  in  191G.1 

'Computed  by  the  Bureau  of  Statistics  and  Accounts. 

*  Only  125  days  of  notual  oporntlon  between  these  dates. 

*"D"  placed  before  figures  signifies  decrease  instead  of  increase;  the  compaiison 
is  with  129  days  of  operation  in  1915. 

*  Incorrectly  reported  by  the  company  as  transmission  expense  and  here  timnsferred. 


Abstracts  op  Company  Eetubns  356 

Bowery  Bay  Electric  Light  and  Power  Compaaj 

IvcouB  Statbmxnt — Condudtd 

Amount  Increase  over 

April  25  to  Apnl  4  to 

^                                                                                                   Sept.  17,  191««  Sept.  19,  1916«,  » 
General  and  mlscellaneooB  expenses : 

Salaries $1,850  76  D           $5  00 

Insnrance 706  06  D          116  54 

General  office  supplies  and  expense 128  33  11  05 

Total  general   and   miscellaneous   expenses..        $2,775  15     D        $110  49 

Total   operating   expenses^ $19,669  23  $1,565  41 

Tax  accruals   (gross  earnings  —  State)* 127  89  1  98 

Total  revenue  deductions  (corrected) $19,797  12  $1,567  39 

Operating  income  applicable  to  corporate  and  leased 

properties  (corrected) $6,974  89     D        $867  72 

Deduct:    Rent   for   lease   of   plant,    $12,000;    interest, 

$37.51 12,037  51  1  68 

Net  corporate  loss , $5,063  12  $869  40 

Deficit  at  beginning  of  year 41,058  76  4,193  72 

Deficit  at  close  of  year $46,121  87  $5.0«)3  12 

Miscellaneous  Information 

Bffttipment. —  EV>ur  water  tube  and  1  horizontal  tube  boilers  with  total  nominal 
horsepower  of  1,100 ;  3  steam  engines,  direct  connected,  with  a  total  rated  capacity 
of  1.700  h.  p.;  3  direct  connected  A.  C.  generators,  total  rated  capacity,  1,160  kw. 

TransmisHon  and  Distribution  Syatem. —  Overhead  circuit,  14,838  feet  of  weather- 
proof wire,  134  poles,  35  to  40  feet  each.    Underground  wire,  385  feet. 

Tiumher  of  Consumers,  78 ;  increase,  18. 

Electric   Current. —  Generated,  5«2,112  kw.   hrs. ;   sold,   629,112   kw.   hrs. 

Accidents. —  None. 

Employees  and  Wages, —  Number  of  employees  (including  general  officers)  second 
week  in  June,  23 ;  total  compensation  during  year,  $7,157.51. 

Ojj^ccr«.— President  and  Treasurer,  John  B.  Hasslocher;  Vice-President,  George 
Ehrot.  Jr. ;  Secretary  and  General  Manager,  Russell  R.  Schaller ;  Stiperintendent, 
Jacob  Pfans. 

Directors, —  George  Bhret,  B.  M.  Burghard,  George  Ehret,  Jr..  John  B.  Hasslocher, 
RuBwll  R.  Schaller. 

Main  Business  Office. —  North  Beach,  Borough  of  Queens,  New  Tork  City. 

Report  yerifled  by  Russell  R.  Schaller,  General  Manager,  April  16,  1917. 


THE  BRONX  GAS  AND  ELECTRIC  COMPANY 

History. —  Incorporated  August  16,  1893,  under  chapter  143.  Laws  of  1886.  Elec- 
tric current  was  first  supplied  for  all  purposes,  except  railroad  power,  in  about  1893 ; 
sas  was  first  supplied  for  all  purposes  In  June,  1896.  The  company  supplies  water- 
Sas  and  electricity  in  that  section  of  the  Borougb  of  the  Bronx  lying  east  of  the 
Bronx  river,  formerly  the  old  town  of  Westchester,  exclusive  of  the  incorporated 
Ullage  of  Williamsbridge.  The  company  charter  also  covers  the  towns  of  East- 
chester  and  Pelbam  for  supplying  gas,  and  the  whole  state  for  supplying  electricity. 

'  Computed  by  the  Bureau  of  ^atlstics  and  Accounts. 
*  Only  125  days  of  actual  operation  between  these  duties. 
'D'*  olaced  before  figures  siguines  decrease  instead  of  increase;  the  comparison 
»  yrtth  129  days  of  operation  In  1915. 
^No  charge  for  General  amortixation  Is  reported. 
Reported  by  respondent  as  Income  deduction. 


866       Public  Sebvicb  Commission  —  First  Distsiox 


The  Bionx  Oat  and  Bledric  OomiMUiy 

Bioehholdert  and  Memhen. —  Total  Totins  power  of  all  members,  4.865;  each 
holder  of  $100  par  yalae  of  stock  having  one  vote.  Total  number  of  stockholders. 
January  8.  1016,  20.  all  residents  of  New  Tork  8tat&  Votes  cast  at  last  general 
meeting,  January  18.  1010,  8,110 ;  of  which  3,002  were  cast  by  B.  H.  Rosenqnest  (153 
in  behalf  of  himself  and  2.030  in  behalf  of  other  members)  and  27  by  J.  M.  Butler 
in  behalf  of  himself.  On  December  31.  1008,  the  ten  principal  stockholders  were 
reported  to  be :  Bstate  of  Chas.  B.  Coddington,  8.854  votes :  U  A'.  G.  Coddlngton, 
814 ;  A.  H.  Morris,  180 ;  H.  C.  Henderson,  151.2 ;  A.  M.  Jenks,  127.8 ;  Elisabeth  M. 
Hayes,  126;  John  F.  Carroll,  00;  C.  W.  Morse,  00;  W.  H.  Bolton,  72;  Julia  A. 
Romalne,  02. 

Important  Change$  during  the  Year, —  First  mortgage  bonds  Issued  under  authority 
granted  by  the  Commission.  May  21,  1015 ;  $14,000.  par  value,  January  3 ;  $10,000. 
September  11 ;  $25,000,  October  2  and  $2,000  December  15,  all  sold  at  90  and 
interest;  amount  received,  $45,000;  also  $10,000  was  taken  for  the  sinking  fund 
at  par  (nominally  but  not  actually  Issued).  For  the  extension  of  street  lighting 
on  Pelham  Parkway  and  elsewhere,  see  Details  of  Bxpenditnres  for  Property.  Mo 
new  powers  or  franchises  were  acquired. 

BALANCB    SHEET 
December  31,  December  31.        Increase  or 

1915  Asans  szoa  1016  (D)  decreaae 

$7,500  85     Cash $15,480  84  $7,979  09 

25,238  32    Accounts  receivable  from  City  of  New 

York  (for  gas  and  electricity) 17,044  32  D     7,294  00 

47,455  86     Consumers'  accounts  receivable 46,852  53  D         603  33 

10,830  24     Other  accounts   receivable  —  jobbing.  10,203  38  D         645  91 
27,600  00     Special  deposits  for  coupons  and  other 

charges 28,575  00  975  00 

0,601  65     Other  special  deposits   (sinking  funds 

uninvested)     10,708  88  1.017  23 

1,112  00     Prepayments  —  insurance 1.600  28  578  28 

54,020  34     Materials  and  supplies 78,007  51  23,087  17 

"  Fixed  Capital,  Dec.  31,  1008 : " 

243,17164         Electric  department    230,130  45  D     4,04119 

422,258  88         Gas  department   398,117  81  D    24,141  07 

215,706  04        General  capital 211,514  07  D     4.191 97 

fixed  capital  installed  since  1008 : 

272,736  30         Electric  department   308.103  40  85.367  07 

281,066  96         Gas  department 820,353  91  38,386  95 

43,815  05         General  capital 50,274  20  15,459  24 

i,4y9,654  9S                 Total  fixed  capitol  —  gross. . . .  1,536,^93  99  S6JB39  93 

69,171  76     Less  accrued   amortization  ^ 70,^60  94  1,179  18 

1,410,483  to                Total  fixed  capital  —  net 1,466,043  OS  SS,SS9  BS 

106,233  32     Unamortised    debt    discount    and    ex- 
pense*    107,607  49  1,374 17 

4,354*03     Construction  work  in  progress 5,131  47  777  44 

7,648  50     Other  suspense 7,633  02  D           14  58 

$1,713.07781    '  Total    $1,705.06862         $82,89131 

XJABILimS  sn>B 

$5,420  60  Taxes  accrued    $2,289  70  D    $3,130  00 

42,668  08  Consumers*  deposits    44,92153  2,252  55 

21,264  78  Miscellaneous  accounts  payable 13,924  87  D      7,339  01 

664  00  Dividends  declared    174  00  D         490  00 

25,250  00  Interest  accrued  on  funded  debt 27,150  00  1.900  00 

2,570  63  Other  unfunded  debt 4.044  76  2,374  13 


^  [Represents  accrual  since  December  81,  1908,  depreciation  to  which  date  (amount- 
ing to  $137,722.47)  was  written  off  when  the  account  "  Fixed  Capital,  Dee.  81.  1908," 
was  readjusted  in  1915.] 

*  See  note  8. 
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The  Bnmz  Gas  and  Blectric  Company 

BALijfCB  Sheet  —  Conelvded 

31,                                                                                    December  31,  Increase  or 

lvl5                                     LZABiums  siDB — Condvded               1916  (D)  decrease 

$1,028,000  00     Mortgage  bonds  $1,079,000  00  $61,000  00 

45,691  65     Sinking  fund  reserves  »   66,708  88  11,017  23 

8,777  60     Casualties  and  insurance  reserve 13,066  77  4,289  17 

1,175  00     Suspense  credit  balances  * 1,425  00  260  00 

486,500  00     Common  stock   486,600  00 

46,094  07     Corporate  surplus   66,863  11  20,769  04 


$1,713,077  81  •          Total    $1,706,968  62  $82,891  31 

OonHngemt  lAdbiUHea,^  None. 

FoiualiOfi  of  Property  for  Purposes  of  Tarnation 

Cost  to  Same  — 

_  ,                                                                                                        reproduce  new  present  value 
valiiation  as  of  Jane  30,  1916,  filed  by  respondent : 

Real  property  outside  streets  and  public  places Not  reported  $760,816  00 

B«al  property  in  streets  —  tangible Not  reported  670,814  00 

Intangible  property,  including  franchises Not  reported  107,020  00 

Tangible  personal  property Not  reported  143,687  00 


valoaUon  for  1916  taxes :  Borough  of  the 

Real  property  ontside  streets  and  public  places :  Bronx 

liand $84,100  00 

Improvements 278,660  00 

Real  property  (tangible  and  Intangible)  in  streets 427,800  00 

Corporate  real  property 1,000  00 

Total $791,460  00 


DVTAILS  OS*  ABBITS   AND  DXABILITIBS 

^Fiasd  Capital,  December  SI,  1908  "  —  Electric 

Book  cost*  Withdrawn  Book  ooat* 

iTBM                                        Dec.  31,  1916  during  year          Dec.  31,  1916 

Power  plant  buildings $58,768  41     $68,768  41 

B'nmaceB,  boUers  and  accessories 33,215  11     83,216  11 

Steam  engines 30,440  45     .      30,440  45 

Electric  generators 12,831  61     12,831  61 

Accessory  electric  power  equipment...            14,948  04     14,948  04 

Hiscellaneons  power  plant  equipment. . .                 856  80     866  80 

Poles  and  fixtures 36,165  13  $1,984  89  34,180  24 

I>lstribation  system  overhead 13,779  28  534  68        '   13.244  60 

Une  transformers  and  devices 7,484  16  189  42  7,204  78 

Electric  meters   1,942  01  12  40  1,029  61 

Electric  meter  installation 1,629  79     1,629  79 

Municipal  street  lighting  system 26,424  02  1,307  88  24,116  14 

Municipal  arc  lamps 6,686  94  11  92  6,676  02 


Total $248,171  64        $4,041  19        $239,130  46 


[Represents  the  total  balance  in  sinking  fund  reserves  for  the  amortisation  of 
aiscount  on  bonds,  and  is  In  effect  a  credit  to  Unamortized  debt  discount  and  expense.] 

*  Interest  due  January  1.  1917,  on  bonds  held  in  the  reserves. 

'[Amounts  represent  retirement  value  of  capital  fixed  by  Public  Service  Commis- 
Won  in  order  of  September  29,  1915  (Case  No.  1607),  less  subsequent  retirements 
*;cept  Organisation,  Taxes  during  Construction,  and  Interest  during  Construction 
^IcQ  represent  the  company's  allocation  of  $107/020.69  allowed  by  the  Com- 
mission.] 
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The  BiOAx  Gas  and  Electric  Company 

"  Fixed  Capital,  December  SI,  1908  "  —  OiB§ 

r«.')k  c.n.t»          Withdrawn  Book  a»t« 

ITEM                                 Ppc.  31,  l-'l.'        during  year  Dec.  31, 1P16 

Water  gas  sets  and  accessories $13,568  64     $13,668  W 

Furnaces,  boilers  and  accessories 536  31     536  31 

Miscellaneous  power  plant  equipment. .                 122  40     122  40 

Gas  works  and  station  structures 94,467  84     94.467  84 

Gas  holders 80,115  62     80,115  62 

Purification  apparatus    9,832  51     ».832  51 

Accessory  equipment  at  works 9,484  76           $144  42  9,340  34 

Trunk  lines  and  mains 138,487  46        19,208  79  119.278  67 

Gas  services    25.774   15          4.772  75  21.001  40 

Gas  meters 32,000  62               15  11  32,075  51 

Gas  meter  Installation 13,563  00     13,563  00 

Gas  tools  and  Implements 3,672  00     3,672  00 

Gas  laboratory  equipment 543  57     543  o< 

Total $422,258  88      $24,141  07  $308,117  81 


"Fixed  Capital,  December  SI,  1908  "— General 

Orgnnlzntlon $55,8S6  75      $55,886  75 

Taxes  during  construction  2,109  60     2.109  60 

Interest  during  construction 40.024  34     49,024  34 

Land  devoted  to  gas  nnd  electric  opera- 
tions    65,714  65     65.714  65 

General  structures 35,546  06     35,546  06 

General  office  equipment 1,797  29     1.797  29 

General  shop  equipment 587  52     587  5- 

Gencral   stable  equipment 5,039  83  $4,191  97  ^47  86 

Total $215,706  04  $4,191  97  $211,514  07 


Fixed  Capital  InstaUed  since  December  SI,  1908 -—Bleetnc 

INSTALLED  DUJiINQ  YEAR         RcUrcd  OT 

, • .      withdrawn  Total 

Additions  nnd  Renewals  and  during  yw  «Mh  cost  to 
TITLE  OK  ACCOUNT                    bcttermcnta    replacements  (deducted)       Ute.  di,  w*" 

Power  plant  buildings $219  73     $25,626  69 

Furnaces,  boilers  and  accessories. . ,          407  42     47,459  63 

Turbo-generators    61.235  51 

Acfossory  electric  power  equipment 14,86185 

Miscellaneous  power  plant  equipment           29  58     $170  00  635  79 

Substation  equipment    6.842  31 

Poles  and  fixtures 4,357  50     40,913  27 

Underground  conduits 1,811  92 

Transmission  system 4,885  24 

Distribution   system,  overhead 3.00178     22,57177 

Distribution  system,  underground 1,183  0- 

Line  transformers  and  devices 924  94     26  32  8,141  26 

Electric  services 360  20     2,045  29 

Electric  meters 2,113  87     18  56  17,664  84 

Electric  meter  Installation 654  80     3,415  66 

Municipal  street  lighting  system 22,410  98     107  63  46,625  25 

Electric  tools  and  implements 253  10 

Electric  laboratory  equipment 42  40     2,129  67 

Miscellaneous   construction    expendi- 
tures             266  28     801  STi 


Total    $35,689  48      $322  41      $308,103  46 


•  tAmounts  reprosont  retirrmont  vahu*  of  capital  fixed  by  Public  Service  Commh- 
flon  ?n  order  of  S?M»toniher  2*.).  101;")  (Cast*  No.  1007),  less  subsequent  retirements 
except  OrganlBation,  Taxes  during  Construction,  and  Interest  during  Construction 
which  repre«'cnt  the  company's  allocation  of  $107,020.69  allowed  by  the  Com- 
mission.] 
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The  Bronx  Gas  and  Electric  ComiMuiy 
FUted  Capital  ItutaUed  9ino0  Deoemher  SI,  1908  —  Chu 

ursTALLSD  Duamo  TEAR      Retired  or 

withdrawn  Total 


Additiona  and  Renewals  and  during  year  caeh  coet  to 

TTTLK  or  Accouirr                   betterments   replaoementa  (deducted)  Dec.  31.  1910 

Works  and  station  atructurefl $2,046  -64     $3,817  88 

Holders     106  94 

Furnaces,  boilera  and  accessories. ..         146  52     864  22 

Miscellaneons  power  plant  equipment     22  54 

Water  gas  sets  and  accessories 16,454  67 

Purification  apparatus 812  88 

Accessory  equipment  at  works l,ftS7  53     8,727  87 

Trunk   lines  and  mains 23.822  35     $295  96  240  290  84 

Gas  services 7,501  41     30,914  44 

Gas  meters   2,573  63     19,123  48 

Gas  meter  installation 476  36     2,991  26 

Gas  tools  and  implements 39  68     618  14 

Gas  laboratory  equipment 810  97     1,048  81 

Miscellaneous  construction  expendi- 
tures               78  92     160  60 


Total    $38,682  91     $305  96      $320,353  91 


Fimed  Capital  Installed  Hnce  December  SI,  1908  —  Oeneral 

General  structures $201  92  $19,815  02 

Oeneral   equipment    12,242  66  $3,764  56  22,186  30 

Land    devoted   to   gas   and   electric 

operations    6,779  82  17,272  97 


Total    : $19,223  79     $3,764  55        $59,27i  29 


Detail  of  Ewpendituree  for  Property 

Electric 

InsUlUng  poles  on  White  Plains  road $580  34 

Changing  arc  lamps  to  Novalux,  376  lamps 3,641  75 

InstalUng  03   100>c.   p.   lamps   on   Willlamsbrldge   rd.    (84),   Blondell 

ave.  (2),  Poplar  st  (5),  and  Morris  Park  ave.  (2) 1.074  21 

Installing  113  100  c.  p.  lamps  on  Bastchester  rd.,  Willlamsbrldge  rd., 

and  Saratoga  ave 1,143  83 

Inatallini?  70  100-c.  p.  lamps  on  Morris  Park  ave 1,117  63 

Pelham  Parkway,  207  city  posts 1,013  99 

Pelham  Parkway,  57,500  feet  of  underground  wire 6,975  29 

Pelham  Parkway,  6,200  feet  of  wire  on  8  company  and  207  city  posts.  1,041  64 

Baychester  rd.,  16,550  feet  of  wire 1,012  82 

Minor    projects    16,287  98 


Total    $35,689  48 

Gas 

Two  tar  storage  tanks $1,153  88 

Erection  of  Ur  still 1.083  63 

Trunk  lines  and  mains 23,822  36 

Minor  projects   12,623  65 

Xotal $38,682  91 
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Tlie  Bfmz  Gas  and  Blectric  Compusf 
DetoU  of  BwpendUurw  for  Property  —  Cbndndtd 

Qeneral 

New  Tork  City,  Department  of  Finance $6,430  «7 

AutomobUeg:    Cadillac,    type    53    Victoria,    $2,460;    Ford    ranabont, 

$405.30;   Hudson   roadster,   $1,425;  White  2-ton   truck.   $3,153.50; 

White,  %-ton  truck,  $1,977.70;  Dodge  commercial.  $855 10,266  50 

Minor  projects 2,526  62 

Total $19,223  79 

Gimnd  total $93,596  18 

OonBtrueUon   Worh  in  Progres:— Incomplete   line  jobs,    $1,527.58;    incomplete 
plant  projects,  $8.603.89 ;  total.  $5,131.47. 


B^ipment  Retired  During  the  Year 


Number 
of  units 

CLASS  OF  BQumnBNT  RBTiiiSD  *  retired 

Poles 94 

Wire  No.  2  w.  p.  (feet) 4,130 

Wire  No.  6  w.  p.  (feet) 4,250 

Tungsten  lamps,  100  c  p 41 

Arc  setting 1 

"mre  No.  6  w.  p.  (feet) 8,139 

Tungsten  lamps,  400  c.  p 11 

Meters,  5  amp.  110  t 1 

Meters.  5  amp.  110  ▼ 2 

Transformers,  6  kw 2 

Transformers,  1  kw 1 

Transformers,  10  kw 1 

Transformers,  1%  kw 1 

Lathe  1 

Mains,   4-lnch    (feet) 16,113 

Mai:i8,  6-lnch  (feet) 7,625 

Mains,  8-inch  (feet) 884 

Mains,  4-inch  (feet) 691 

Services,  1-lnch    346 

Services.  1%-inch   51 

Services,  1  %-inch   9 

Services,  2-inch    2 

Motor,  5  h.  p 1 

Meters,  5  It 2 

Horses g 

Harness    19 

Wagons    7 

Horses    , ,  3 

Decarbonizers , , .  1 

Alitos   3 

Comptometers,  12-bank 1 

Total ~IZ~r 


Cost  of 

equipment 

retired* 

$1,984  89 

360  05 

174  63 

973  75 

1192 

334  13 

107  53 

12  40 

18  56 

53  42 

3160 

104  40 

26  32 

170  00 

10.400  07 

7,382  29 

1,426  43 

295  96 

3,769  16 

833  47 

127  88 

42  24 

144  42 

1511 

1,920  20 

552  80 

1,718  97 

835  00 

22  50 

2,557  05 

350  00 


} 


Amount  of 
salvage 

charged  to 
material 

$56  77 

214  70 

80  75 

742  72 


\ 


45  21 


75  00 
3,334  87 


25  00 


205  00 

35  00 

140  00 


983  50 
175  00 


Amount 
ehaigedto 


of  a«ntal 
$1,928  12 

239  17 

577  08 

62  32 
12  40 
18  56 

18942 

26  32 
.  95  00 

16,873  92 
295  96 

4,772  75 


119  42 

15  11 

1.715  20 

517  80 

1,578  97 

835  00 

22  50 

1.573  56 

175  00 

$36,757  15  $6,113  58        $30,643  57 


thlo^lr^Jf^fh^^KMiPS^^™.**®^^^^'  ^?^?'  **«™8  ar«  retired  at  figures  given  under 
as  of  Diemtir%i  %n«®M''''*'=*'  Commission  in  Case  No.  1,667  at  Seprec&ited  ▼aluei 


as  of  December  31,  1908." 
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The  Bronx  Gas  and  Electric  Compuj 
MaimiaU  ana  Bufipliea 

On  hand 

Generator  fuel  (long  tons) 7^, 

GjiB   oU  (gals.)...                            ' 

Cast  iron  pipes  and  flttfn^*.* .'.'.' .*.■.'.'; 110^54 

Wroogbt  Irpn  pipes  and  fittings.    

Ga«   nngcs ~ 

<ia»  lobbing  merchandise. .' .' .' ,* !.'!*.".*.'.'* _; 

Total  gas 

BUBCTRIC   DBPARTMKNr 

Bttnmlnoiis  coal  (long  tons) 040 

Anthmcite  coal  (long  tons) tV: 

Incandescent  lamps,  carbon .  t^l 

Incandescent  lamps,  tungsten. .....;; l^lt 

Motors  (aggregate  hp.  210) ...                '     o 

Heaters,  fans,  etc Jl 

Poles    2° 

Crossarms ^'^ 

Pins 793 

Brackets *'^^ 

Insulators !!'.'/. ^f 

Copper  wire  and  cables ..[ 07  «?; 

Iron  gny  and  suspension  wire 1  'akq 

Blectrf c  Jobbing  merchandise ' 

Miscellaneous  material 

l!total  electric  IZIZI 

Total  gas  and  electric .. 


Cost  of 

Average  quantity  on 

cost  per  hand  at 

unit  dose  .of  year 

$5  26  18,601  56 

05  6,527  98 

21,023  40 

10,416  49 

12  86  783  40 

1.468  82 

$47,671  64 


13  49  $847  62 

2  42  2,181  76 

134  210  98 

781  2,942  68 

191  98  1,727  15 

10  99  307  76 

10  78  8,094  84 

644  610  70 

019  112  84 

198  17  60 

134  344  07 

2  034  7,698  21 

0631  92  06 

466  37 

4,942  88 

$30,335  87 

$78,007  61 


cournf2V;til"^^^^^^^^^  '^^^^'"^   ^«'^^-«^^   --"3r   -uspense  ac 

mrr^lqtq^^^Ii,'^*'*'!*^  ^*  i^*P«we.»_Unamorti«ed  balance  December  81, 
hai  wls^ar^L^  *»^«'  "^^^^  <^«>^»«  the  year.  $6,100,  of  which  one: 

'im  expenses  $1,175.83 ;  unamortised  balance,  December  81,  1916,  $107,607.49. 


Seouritiea 

PAanCUZ.AB8    OF  STOCK   AWD   FUNDBD    DBBT  ^stock" 

Nominal  date  of  issue 

Date  of  maturity 

Interest,  rate  and  dates .......*  

Denominations   [[[[[i  ghare=$100 

Anthortsed  by  company $500 ,  000  00 

By  public  authority 

Only  nominally  issued 

Held  free ]'/,]',     [[[['/,',','/, 

In  sinking  or  other  fund 

Actually  issued    486,600  00 


first  and 

First  mortgage  refunding 

bonds  mortgage  bonds 

1901  1910 

1960  I960 

6%,  J.  ft  J.  6%,  J.  ft  J. 

$1,000  00  $1,000  00 

500.000  00  1,500.000  00 

600,000  00  1,277,000  00 

205,000  00 

148,000  00 

•57,000  00 

600,000  00  1,072,000  00 


[See  table  ^fcvritieator  particulars  of  funded  debt,  including  discounts  suffered 
ivrL.  8^e  a»^  Binding  fund  reseryes  and  the  income  account  for  further  credit  made 
«  respect  of  Amortisation  of  Debt  Discount.] 
of  SioooA  ^^  ^^^  *^*  company  placed  in  the  sinking  fund  bonds  to  the  par  value 
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The  Bronx  Gas  and  Electric  Company 


8eeurUie$  —  Concluded 
Common 

PARnCTTLARS   OF  STOCK   AXD   PONDKO   DBBT  BtOClc 

I88ue4  prior  to  year $486,500  00 

Oish  realized  • 

Property  consideration  • 

DlBCOUDt 

Actually  issued  during  year 

Cash  realised   

Discount    

Reacquired  and  retired,  etc 

Actually  ont&tanding    486 ,500  00 

Interest  accrued  and  dividends  declared       20 ,  190  00 

Interest  charged  to  Income 

Interest  and  dividends  paid 29,016  00 

Interest    and    dividends    matured    and 

unpaid    174  00 

Market  price :  highest,  lowest,  last  sale             N.  R. 
Trustees  under  mortgages 


Fint.uii 
PIrBt  mortgage  refunding 

bonds  mortgage  boDOS 

$500,000  00  $1,021,000  00 
600,000  00         872.900  00 

646.920  00 

101,530  00 

\\ '. 61,000  00 

*.].'.] 45,900  00 

6.100  00 


493,000  00 

7,000  00 

.     350  00 

350  00 

426  00 


1,072,000  00 
52.210  15 
62,210  15 
61,160  16 


175  00  26,975  00 

N.  R.  100,  90.   90 

[N.Y.  Trust    Columbia  Trust 
Co.]  »•  Co. 


Consumere'  Deposit;  Oaa  and  Electric. —  Balance  at  beginning  of  year,  $42,668.98 ; 
added  during  year,  $13,138.66;  refunded  during  year,  $9,517;  applied  to  uncol- 
lectible blls,  $1,369.11 ;  balance  at  close  of  year.  $44,921.53.  For  number  of  deposits, 
see  Table  XL. 

Ttiwea  Accrued. —  See  schedule  supporting  Income  Statement. 

Other  Unfunded  Debt. —  Water  accrued.  $80.16;  M.  Kahlsdoif,  adminUtratriz. 
$1,210;  specUl  deposits,  $3,654.60;  toUl,  $4,944.76. 


Reaervea 

Credit  balance  Credits  dur- 

Dec.  31,  1015  ing  year 

Accrued  amortisation  of  capital  — 

KHB     $29.705  92  ^$20.869  63 

Accrued  amortization  of  capital  — 

electric    39.406  84  "17,166  » 

Sinking  fund  No.  1,  case  1160  ". . . .          37.992  24  8, 142  91 

Sinking  fund  No.  2.  case  1287  >*....            8,774  00  871  68 

Sinking  fund  No.  8,  case  1390 »....            1,464  46  .          463  38 

Sinking  fund  No.  4,  case  imi^,...           2.460  96  1.069  36 

Sinking  fund  No.  6,  case  1940>* 480  00 

Casualty  insurance   8.777  60  6.13194 


Debits  dor-  Credit  balance 
ing  year      Dec.  31,  19 16 

$24,437  03         $16.138  42 

12.320  12  44.312  52 

46,135  15 

4,645  58 

1,927  S 

8.52032 

48000 

1.842  77  13.068  77 


Suspense  credit  balances:    Coupons,  sinking  fund.  |1,160;  coupons,  casualty  fund. 
$275 ;  total.  $1,425. 


•     Issued  for  cash,  property  and  services.'* 
»  [As  reported  by  the  company  in  1913.] 
"Includes  salvage,  $4,676.46. 
"  Includes  salvage,  $3359.87. 
the  Commies/^'  amortization  of  discount  on  bonds  In  accordance  with  the  order  of 


Abstbaots  of  Company  Returns 


868 


Net  amount     Increase  or 
for  year       (D)  decrease 


The  Bronx  Gas  and  Electric  Companj 
INCOMB    STATEMENT 

(A)   Eleetrio  Department 

Rate  or 
average 
Kw.  hours  jprioe 

delivered  (oente) 

OperatlD^r      reTenaes  —  sales      of 

electric  current: 

Municipal  street  lighting  — arc    D  147,660  07 

Municipal   street   lighting — in- 

1,211.878  7.458 

19.060  10.000 

666.786  10.000 

139.067  7.737 


candescent 
Lighting  municipal  buildings.... 
Commercial  metered  lighting... 
Commercial  metered  power 


Total  sales 


2,026.271 


190.354  10 

1.905  00 

65.384  26 

10.769  44 

48,746  76 

D         111  60 

3,631  37 

2.292  98 

1168,402  80 

16,898  88 

Miscellaneous  electric  revenue:  Rent  of  electric  meters, 
1180.30;  merchandise  and  jobbing.  1962.39;  sales  of  by- 
products, 1260.98;  mlBcellaneous,  1418.77 


1,812  44 


212  79 


Total  electric  operating  revenue 1170,215  24 


$7.11118 


Operating  expenses: 

Power  plant  labor 

Fuel  for  power 

Other  supplies  and  expenses. 
Repairs    


Total  production  expenses 

Transmission  

IMstribntlon   

Commercial  utilisation  

Municipal  street  Ughtlng 

Commercial  administration  

Promotion  of  business 

General  (exclusive  of  depreciation) 


Total  of  foregoing  

General  amortization   (reserved) 


Total   (including  amortization) 

tJncollectible  electric  revwiue 

Tax  accruals  (electric) 


Total  expenses,  taxes,  etc. 


Cento  per 

Net  amount 

Increase  or 

kw.  hour" 

for  year 

(D)  decrease 

.616 

114,884  78 

1626  48 

.643 

16,061  62 

D 

2,172  98 

.196 

4,66171 

D 

986  75 

.213 

4,990  31 

D 

1,275  35 

1.926 

138.998  37 

D« 

13.809  66 

.010 

193  66 

17  42 

.790 

16,004  99 

D 

3,077  60 

.072 

1,46139 

D 

SI  47 

.268 

6,437  80 

629  68 

.308 

6,142  14 

667  64 

.192 

3.890  21 

1,038  56 

.916 

18.647  71 

1.913  10 

IBlectrie  operating  Income  applicable  to  corporate 
property   


4.476 
.616 


6.091 
.083 
.452 


190.676  17    D    12.702  43 
12,490  34    D      4.427  07 


n03,166  51    D    17.129  60 

657  64       245  22 

9,152  54     1.539  72 


6.576   1112.976  69  D  |5.344  56 


2.825    $67,238  65    $12.455  74 


TOO  ?3*®  first  four  ratios  based  on  2,841,820  kw.  hrs.  (the  net  output  after  deductlnir 
TV2,280  kw.  hrs.  used  at  generating  station)  ;  the  following  ratloB  based  on  2,026,271 
«^  hrs.  sold, 
g.    [The  constituents  of  this  item  entered  above  were  computed  by  the  Bureau  of 
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The  Bronx  Gu  and  BlActric  Compniy 

iNcom  STATBiaNT — Ccndud^A 

(B)    Q<u  Department 

Operating      revenuefl  —  sales      of          m  cu.  ft.          sven«e  Net  amount  Inenueor 

gas :                                                             delivered              price  for  year  (D)  decrease 

Lighting  municipal  buildings...             1« 464.6                |0  76  $1,069  52  D      |S0  «L 

Commercial  metered  Ughting...          188,320.1                 100  188.097  88  f.42&  4t 

Total  sales  188,774.6              |189,186  90  19,095  47 

Miscellaneous    gas    reveliue:     Merchandise    and    Jobbing, 

13,276.14;  sale  or  residuals  and  by-products,  $910.67 4,1S6  SL  D        302  08. 

Total  gas  operating  revenue $193,372  71  $8,793  46 

Cents  per  Net  amount  Increase  or 

Gpouting  expenses:                                                                  M  cu.  ft."  for  year  (D)  decrca.se 

Oas  making  labor 4.30  $9,284  61  $893  16 

Boiler  fuel   1.71  8,703  12  TJ5  29 

Generator  fuel  7.38  16.920  71  1.463  23 

Gas  oU  16.13  34,818  06  3,425  65 

Other  supplies  and  expenses .88  1,892  24  108  19 

Repairs  at  works 1.99  4,305  31  869  84 

Total  works  expense 32.39  $69,924  <kl  $7,535  36 

Deduct  allowance  for  residuals .68  Cr.  1.260  07  19  24 

Net  cost  of  gas  in  holder 31.81 

Total  production  expense 36.18  $68,668  94  "$7,616  U 

Transmission  and  distribution 8.98  17.049  51  D        839  23 

Commercial  administration   3.62  6,869  01  726  79 

Promotion  of  business 8.29  4.860  60  1.15118 

General  (exdusiye  of  depreciation) U.60  22.002  78  2.228  10 

Total  of  foregoing 62.67  $118,986  84  $10.682  96 

General  amortisation   (reserved) 9.23  17,609  66  4,427  07 

Total  (including  amortization)  71.90  $136.445  50  $]5.U0  03 

Uncollectible  gas  revenue .39  739  OS  D        892  91 

Tax  accruals  (gas) 6.39  10.236  68  1.694  4S 

Total  expenses,   taxes,  etc 77.68  $147.420  21  $16.4U  60 

Gas   operating  income   applicable   to   corporate 

property $46,952  60  D    $7.618  14 

(O)  Electric  and  Oaa  Departments  Combined 

Operating  Income  —  electric  and  gas.... $103,191  06  $4,837  CO 

Non-operating  income  — interest  revenues 998  83  D        120  85 

Gross  corporate  income $104,189  88  $4.716  73 

Deductions  from  gross  income :  Interest  on  funded  debt. 
$62,660.16 ;  Interest  on  consumer's  deposits,  $1,173.35 ;  amor- 
tisation  of  debt  discount   and    expenne,    etc..   $12,443.06 ; 

interest  on  bonds  in  casualty  reserve  fund,  $650 66,726  56  1. 836  75 

Net  cori>orate  income  $37.463  38  $2,88000 

"  mie  ratios  for  net  cost  of  gas  in  holder  and  preceding  items  are  based  on 
215.888  M  cu.  ft.  of  gas  made;  those  for  the  following  items  on  189,775  M  cu.  ft 
sold. 

"The  constituents  of  this  item  shown  above  were  computed  by  the  Bureau  of 
StatisticsL 
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TIm  Bronx  One  and  Btectric  Compuiy 

coRPOBATB  suBPLtn  Amoimt 

BorpliM  December  81,  1915 , $46,094  07 

Balance  for  year  tntDiferred  from  income 87,463  32 

Distillate,   preTlons  year. . . ^ 9,882  02 

Befnnd  of  Pennaylvania  coal  tax,  1914-16 709  90 

Other  tax  adjustments 8 ,876  00 

Drip  oil  of  1916,  sold 626  00 

Other  adjustments  In  materials  and  supplies 943  84 

Bad  debts  collected 74  96 

Conscience  fund 86  00 

Total $97 ,  608  11 

Divldenda  declared,  6  per  cent  on  $486,500  common  stock. .     $29, 190  00 
Discount  on  bonds  sold.     Five  per  cent  on  $51,000  first 
refunding  bonds  sold  at  90 2,560  00 

Total  deductions   81,740  00 

Surplus,  December  81,  1916 $65 ,868  11 


MwMcfpal  Street  Lightina. —  Incandescent  lamps,  480  (400  candle  power)  at  $85 
per  year  and  1,868  (100  candle  power)  at  $27  per  year;  houra  burning,  8,960^  per 
year;  total  consumption,  1,211,378  kw.  hrs. ;  amount  of  revenue,  $90,364.10. 

Oantracfta  and  Sales  Accordinff  to  Blectrie  Rate  Ctaaeiftcation 

Average 
number  of 

BATS   CLASS  CODtrSCts 

Commercial  metered  lighting,  10c 466 

Commercial  metered  lighting.  12c 1,266 

Commercial  metered  lighting,  Sc-lOc. .  2 

Commercial  metered  power,  6c-10c....  89 

Commercial  metered  power,  6c 6 

Municipal  buildings,  10c 1 


Average 
number  of 
meters 

Kw.  hrs. 
delivered 

Amount  of 
revenue 

466 

867.709 

$37,139  14 

1,266 

193.203 

22,896  76 

6 

95,874 

6,348  36 

89 

93,666 

8,334  94 

6 

46,402 

2,424  50 

28 

19,050 

1,906  00 

Total    1,779  1,809       814,893     $78,048  70 

Merchandise  and  Johbing  Revenue, —  Receipts  from  the  sale  of  merchandise  and 
from  Jobbing,  gas,  $13,082.84 ;  electric,  $4,675.96;  less  cost  of  material  sold,  gas, 
110,707.70 ;  electric,  $3,713.57 ;  amount  credited  to  revenue,  gas,  $3,275.14 ;  electric, 
$962.39. 

Sale  of  Residuals  and  By-products. —  See  Table  IX. 

Opemka^  Bttpenses. —  For  details,  see  Table  XXXV-B,  Gas  and  XXXYI-B,  Electric. 

•DepreeiaUofi. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission 
'or  gas  and  electrical  companies  provides  that  operating  expenses  sball  include  the 
estimated  amount  of  capital  consumed,  which  is  defined  as  *'  the  amount  estimated  to 
be  necessary  to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  bave 
accrued  "  during  the  fiscal  period  in  the  tangible  fixed  capital,  and  **  such  portion 
of  the  life  of  intangible  fixed  capital  as  has  expired.  .  .  .  and  the  amount  estimated 
to  be  necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by 
("ztraordinary  casualties."  From  the  total  estimated  deterioration  during  the  period 
there  is  deducted  the  actual  amount  expended  In  repairs  and  the  remainder  Is 
charged  to  the  account  "  General  amortization,"  which  has  been  provided  in  oper- 
ating expenses.  Amounts  charged  to  this  account  should  be  concurrently  credited 
to  "Accrued  Amortization  of  Capital,"  .the  olBclal  title  of  the  reserve  for  deprecia- 
tion, etc.,  against  which  is  chargeable  such  portion  of  the  matured  or  realized  depre- 
ciation as  has  accrued  since  the  establishment  of  the  reserve.  Under  date  of  July 
^\  1912,  this  company  filed  with  the  Commission  a  rule  of  depreciation  which  pro- 
^des  tor  a  charge  to  General  amortisation  —  gas  of  12  cents  per  M  cubic  feet  of 
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gas  Bold,  and  for  a  charge  to  General  amorttsatlon  —  electric  of  1  cent  per  kilowatt 
honr  of  electric  current  sold  [less  cost  of  repairs].  Supplementary  to  the  prorfstont 
of  this  rule,  the  company  adds  pro  rata  at  the  close  of  the  year  a  sulBcient  amount 
to  bring  the  total  credit  to  the  reserve  up  to  $300,000  for  the  year.  During  191S 
$17,500.66  was  credited  to  Accrued  amortisation  of  capital  —  gas  —  and  concarrently 
charged  to  General  amortisation  —  gas;  and  $12,490.34  was  credited  to  Accmed 
amortization  of  capital  —  electric  —  and  concurrently  charged  to  General  amortisa- 
tion —  electric. 

Tame» 

Levied  and 

charged  to  Amount  Doe  and 

CLASS  OF  TAX  income^*  paid  unpaid 

Real  estate $7,579  36  $7,579  36  

Corporate    real   property .•  20  00  20  90  

Special  franchise 8,844  88  8,844  88  

Gross  earnings  —  Stote 2,289  70  2,045  60  

Federal  Income 653  38  653  38  


Total    $19,388  22      "$19,144  12 


MISCELLANEOUS  INFORMATION 

UnooUectible  Bills-  Gas :  Number  of  uncollectible  accounts,  221 ;  amount, 
$1,867.06.  Deposits  applied  thereto :  number,  221 ;  amount,  $1,128.03 ;  net  amount 
charged  to  uncollectible  bills,  $739.03.  Electric :  Number  of  uncollectible  accounts, 
50 ;  amount  $898.72.  Deposits  applied  thereto :  number,  50 ;  amount,  $241.08 ;  net 
amount  charged  to  uncollectible  bills,  $657.64. 

Oas  Works  and  Holders. —  Water-gas  sets,  2;  total,  24-hour  capacity,  1,850  M 
cu.  ft  (See  Table  II.)  Gas  holders,  4 ;  total  capacity,  800  M  cu.  ft.  (See  Table 
IV.     For  auxiliary  gas  works  apparatus,  see  Table  III.) 

Oas  Mains, —  No  transmission  pipe  line.  Distribution  pipe  line  laid  during  the 
year,  21,598  ft.;  abandoned  during  the  year,  25,313  ft.;  length  at  end  of  year, 
339,202  ft;  decrease  during  the  year,  3,715  ft     (See  Table  V.) 

Oas  Services. —  Number  available  at  close  of  year,  4,154  ;  added  within  year,  491 ; 
abandoned,  408;  net  Increase,  83.     (See  Table  VI.) 

Oas  Meters. —  Number  of  consumers'  meters  In  service  at  close  of  year  (excluding 
394,  set  but  locked),  7,720;  net  increase  during  year,  401;  total  owned  at  close  ot 
year,  8,348  ;  number  bought  during  year,  424  ;  retired,  2.     (See  Tables  VII  and  VIII.) 

Oas  Made  and  Bold  (cu,  ft.). —  Gas  on  hand  at  beginning  of  year,  288,000;  made 
during  year,  215,888,000;  used  by  company,  715,900;  sold  to  public,  189,774,600; 
unaccounted  for,  25,421,500;  on  hand  at  close  of  year,  264,000;  gas  unaccounted 
for  per  average  mile  of  main,  395,358.     (See  Tables  XI-XIII.) 

Materials  and  Residuals. —  Old  contract  price  of  gas  oil  3.5  cents  on  which  689,740 
gallons  were  delivered  during  the  year ;  new  contract  for  1,000,000  gallons  at  5 
cents  on  which  undelivered  December  31,  1916,  786,829  gallons.  (For  details  of 
material  consumed,  see  Table  IX.) 

Electric  Power  Plant. —  Generating  station  located  at  Blackrock  Avenue,  West- 
chester, N.  Y. ;  kw.  capacity,  3,537.  (For  number  of  units,  kind  and  capacity  in 
service,  see  Ta-ble  XV.) 

Circuits,  Poles  and  Transformers. —  See  Table  XVI. 

Eleotrio  Services. —  See  Table  XVII. 

Electric  Meters. —  Number  at  beginning  of  year,  1,762;  bought  during  year,  312; 
condemned,  lost  or  destroyed,  3  ;  number  at  close  of  year,  2,071  (in  use,  1,904 ;  in 
company's  service,  17;  In  stock,  150).     (For  details  see  Tables  XVIIl  and  XIX.) 

*  Apportioned  between  the  two  departments  In  proportion  to  gross  revenue. 
">  In  addition,  $3,875  old  credit  balance  was  credited  to  Surplus^ 
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Blectrie  Current  Generated  and  SoM  (*».  Ar«.).— Generated,  3,184,100;  used  at 
senerating  itations,  792,280 ;  used  in  company's  offices,  61,295 ;  supplied  for  Munic- 
ipal street  lighting,  1,211,378;  sold  to  public,  814.893;  unaccounted  for,  254,254. 
(For  additional  details  see  Table  XXI,  Blectrie  current  generated  and  fuel  con- 
Bumed  ;  Table  XXIII,  Source  and  disposition  of  electric  current ;  Table  XXIV,  Con- 
sum  ption  of  electric  current.) 

LiOaa  Data,—  Maximum  load,  1,125  kwB.  on  July  15,  1916  (see  also  Table  XXir, 
rartatlon  of  output  and  of  load).  Connected  load,  3,131  kws.  (For  details,  see 
Table  XX.) 

Acciaente.^  See  Tables  XXV-XXIX. 

Bmployees  and  Wages. —  Number  of  general  officers,  2 ;  total  compensation  during 
year,  $16,749.93.  Number  of  all  other  employees,  month  of  December,  full  time,  66 ; 
part  time,  34  ;  total  salaries  and  wages  paid  to  officers  and  employees  during  the 
year,  $110,977.54;  electric  department.  $52,665.12;  gas  department,  $58,312.42.) 
(See  Tables  XXX-XXXIV.) 

Offloera, —  President  and  General  Manager,  Eugene  H.  Bosenquest ;  Vice-President, 
Alfred  B.  Crulkshank;  Secretary,  Treasurer  and  General  Superintendent,  J.  Morris 
Butler. 

iHrectora.—  Bugene  H.  Bosenquest.  J.  Morris  Butler,  A*.  B.  Crulkshank,  J.  Horace 
Harding,  Henry  Sanderson. 

Main  Bueiness  Office,— 4Z  Westchester  square,  Westchester,  New  York  City. 

Report  Tended  by  Bugene  H.  Bosenquest,  President  and  General  Manager,  April 
30,  1917. 


BROOKLYN  BOROUGH  GAS  COMPANY 

Bietory. —  Incorporated  February  21,  1898,  under  the  Transportation  Corporation 
Law  (chapter  566  of  the  laws  of  1890)  as  amended.  Since  Incorporation  it  has 
supplied  water  gas  to  31st  ward.  Borough  of  Brooklyn.  City  of  New  York.  The 
company  is  controlled  by  Caroline  Foerderer,  administratrix  of  the  estate  of  Bobert 
n.  Foerderer,  the  control  haying  been  acquired  June  1.  1007. 

Btockholdere  and  Members. —  Total  voting  power  of  all  members,  March  21,  1016, 
7,500.  each  holder  of  $100  par  value  of  stock  having  one  vote.  Total  number  of 
stockholders  the  same  date.  74,  of  whom  30,  having  854  votes  were  residents  of  New 
York  State.  Votes  cast  at  the  last  general  meeting,  March  21,  1916,  6.819.  of  which 
5,316  were  cast  by  Clayton  B.  Piatt  (one  on  behalf  of  himself  and  5,315  on  behalf 
of  other  members)  ;  1,439  by  Bodell  ft  Co.  on  behalf  of  themselves ;  49  by  Albert 
Sellgman,  10  by  Richard  L.  Austin  and  5  by  J.  Monheimer  —  each  on  behalf  of 
himself. 

Important  Changee  During  the  Year. —  At  various  dates  new  stock  was  sold  at 
par  to  the  amount  of  $102,100  ["  the  money  belig  used  for  the  purpose  of  paying 
the  purchase  money  mortgage  o gainst  the  property,  $15,050,  also  for  the  payment  of 
the  notes  amounting  to  $40,000.  the  balance  being  used  In  extensions  of  mains  and 
the  installation  of  same,  the  purchase  of  new  meters  and  the  improvement  of  the 
company's  plant  "].^ 

A  coal  hnndling  plant  was  erected.  The  meter  house  was  enlarged  and  a  14-ft. 
station  meter  installed. 

[By  an  Act  of  the  Legislature  of  May  19,  1016.  the  maximum  rate  for  gas  In  thf* 
31st  wani  of  the  Borough  of  Brooklyn  was  fixed  at  80  cents  per  M  cu.  ft.,  effective 
•luly  1.  1916.  The  company  has  brought  suit  to  have  this  law  annulled  and  (lending 
a  decision  it  collects  and  credits  to  revenue  9.5  cents  per  M  cu.  ft.  The  difference 
between  this  amount  and  the  80  cents  prescribrd  by  Inw  is  charged  to  Deduction 
from  gross  income  and  credited  to  a  "  new  rate  reserve.*'] 

For  details  of  mains  laid  and  removed,  see  Maine.  No  new  powers  or  franchises 
«rer»  acquired. 


*  Fiom  the  report  of  the  respondent  to  its  stockholders. 
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Bfooklyn  Bonrach  Gu  Company 
BALANOB  SHBBrr* 

Deoember  81,  laenaM  or 

AflMn  sn>s                       1916  (D)  deoreurt 

Cash $61,10809  $29,22704 

Accounts  receivable  from  City  of  New 

York  (for  gas) 7;»6860  2,14685 

Consamera"  accounts  receivable 26,117  06  4,77212 

Other  accounte  receivable 6,084  80  1,129  03 

Special  deposits  660  00  660  OO 

Prepayments 8,78202  1.91888 

Materials  and  supplies 60,764  86  17,644  21 

Fixed  capital  —  gross 1,836,660  26  66,909  61 

Leu  acenied  amortisation 504,794  U  klJiU  9k 

Fixed  capital  — net l,SSO^Si  18  ti,00S87 

Unamortixed  debt  discount  and  expense          47,061 87  D     2,067 16 

Other  suspense* 192,11907  D   20.98114 

Total    $1,926,91160  $68.87000 

LIABILITIES   8IDB 

Taxes  accrued D    $2,167  60 

Bills  payable  —  due  on  time D    40,000  OO 

Consumers'  deposits    $92,299  95  14,398  88 

Miscellaneous  accounts  payable 20,784  16  9,266  90 

Dividends  declared    D    19.19700 

Interest  accrued  on  funded  debt 10,416  67     

Interest  accrued  on  unfunded  debt D        876  25 

Other  unfunded  debt D    16,060  00 

Mortgage  bonds  1.000,000  00     

New  rate  reserve  * 83,708  01  88,708  01 

Common  stock   750,000  00  102.100  00 

Corporate   surplus    18,702  71  D    24,80194 

Total    $1,925,91160  $58,37000 


Deoember  31, 
1916 

$21,880  15 

6,422  25 

20,344  94 
6,864  87 

1,863  14 

43.110  15 

1.769,740  75 

>  Mitj»$8  49 

1,506,8^7  88 

49.118  63 

213,100  21 

$1,867,641  50 


$2,167  60 

40.000  00 

77.001  07 
11,528  26 
19,197  00 
10,416  67 

376  25 

15,050  00 

1.000,000  00 

647,900  00 
»  43,004  65 

$1,867,541  60 


Contingent  IAaWUtie$. —  None. 


Valuation  of  Propwtff  for  Purpo»e$  of  TatoatUm 

Cost  to 
rq;)roduoe  new 

Valuation  as  of  June  30.  1916,  filed  by  respondent ; 

Real  property  outside  street  and  public  places  ....  $1,160,627  46 

Real  property  In  street  —  tangible 466,242  86 

Intangible  property,  including  franchises 

Tangible  personal  property 61.66187 


Same — preseat 
value 


$968,702  77 

865.660  68 

180.000  00 

61.661 37 


>  [The  difference  between  this  amount  and  the  corresponding  flgnre  publlstaM  In 
the  1916  report  is  due  to  a  transfer  of  $7,431.10  from  Accrued  amortisation  of 
capital  to  Surplus  authorised  too  late  for  publication.] 

"  "  Under  date  of  March  8.  1914.  the  Public  Service  Commission  for  the  First 
District  of  the  State  of  New  York,  issued  an  order  as  a  result  of  their  appraisal 
ond  examination.  The  said  order  fixed  the  value  of  the  entire  fixed  capital  accounts 
of  the  Brooklyn  Borough  Gas  Company.  The  order  further  demanded  that  the  fixed 
capital  accounts  of  the  company  should  be  re-written  as  of  January  1,  1914.  in 
accordance  with  the  fixed  capital  values  as  fixed  in  the  statement  of  the  Commission, 
attached  to  and  made  part  of  the  order.**     [Report  for  1914.] 

*  Franchise  and  other  intangibles  in  process  of  amortization. 

*  Rate  reserve  representing  ^*  the  difference  between  the  80-cent  per  M  rata  fixed 
by  law  effective  July  1.  1916.  and  96  cents  per  M  which  we  are  at  present  coUectlar 
for  our  product.*^ 


s. 
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Brooklyii  Borough  Gas  Cominuiy 
Valuation  of  Property  for  Purposes  of  Tarnation  —  Concluded 

Assessed  Talnation  for  1916  taxes : 

Real  property  outside  street  and  public  places :  Amount 

Land $85,000  00 

Improvements 883.900  00 

Corporate  real  property 175,000  00 

Real  property  (tangible  and  Intangible)  In  streets 530,840  00 

Tan^^le  personal  property 20,000  00 


DiTAiLS  OF  Assets  and  Liabilitibs 
Fixed  Capital* 


INSTALLED  DURINO  TEAR        Retired  Or 

withdrawn  Total 


Additions  and  Renewals  and    during  year  cash  cost  to 

htub  of  account                    betterments    replacements      (deducted)  Dec.  31,  1016 

Land  dsToted  to  gas  operations : 

Occupied  by  gas  works $1,00110     $90,824  37 

Occupied  by  outside  holder  stations     20,610  00 

Other  land   11,033  51 

Organization 20,000  00 

Other  intangible  gas  capital 60,000  00 

General  structures 26  83     16,565  64 

General  equipment 2,933  44     •  845  16  12,372  78 

Works  and  station  structures 10,343  82     150  00  90,124  23 

Holders     93  18     297,410  52 

Furnaces,  boilers  and  accessories 74  38     24,834  35 

Steam   engines   1,455  53 

Water  gas  sets  and  accessories 47  04     56,228  98 

Purification  apparatus   144  60     37,875  30 

Accessory  equipment  at  worlcs 9,299  41     88,013  97 

Trunk  lines  and  mains 12,099  98     1,012  74  590.924  52 

Gas  services   : 12,289  30     292  03  151,594  81 

Gas  meters   14,391 27     173  33  107,949  27 

Gas  meter  installation 3,916  36     36,707  15 

Municipal  street  lighting  fixtures 5,369  00 

Gas  engines  and  appliances 275  14  2,264  86 

Gas  tools  and  Implements 30  60     ^  06  69  1,824  60 

Gas  laborifttory  equipment 346  65      221  02  1,659  21 

High  pressure  system » 1,007  66     1,007  66 

Law  expenditures  during  construction     15,000  00 

Taxes  during  construction 6,000  00 

Interest  during  construction 65,000  00 

Miscellaneous    construction    expendi- 
tures    15,000  00 


Total $68,945  62      '>$3.0.-:0  11  $1,8:15,650  26 


Details  of  Expenditures  for  Property 

Grading,  2,770  cu.  yds.  fill  N.  side  Coney  Is.  Creek $1,901 10 

General  equipment  —  Ford  runabout,  Dodge  touring  car,  office  furniture. .       2,437  54 
Works   and    station    structures  —  Coal    hopper,    boom    mast,    etc.,    station 
meter  house,  artesian  well  No.  2 10,292  90 

'  Seo  note  2  on  page  368. 

*$20  of  this  represents  a  transfer  to  expense. 

'  All  of  this  represents  a  transfer  to  expense,  not  a  retirement. 

*  Reported  by  the  company  as  charged  to  account  "Accessory  equipment  at  works  " 
lomporarily  until  work  is  completed  when  proper  distribution  will  be  made. 

'Does  not  Include  a  credit  of  $920.52  In  gas  meter  installatlou  account  as  this 
sum  has  already  been  deducted  from  the  amount  reported  as  charged  to  that  account, 
^ee  also  note  lO  on  page  870. 
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BrooUTn  Boroagh  Gas  Compmy 
Details  of  Espenditurea  for  Property  —  Concluded 

Accessory  equipment  at  works  —  14-Inch  Hlnman  station  meter  and    yard 

connections   $8,724  46 

Trunk  lines  and  mains  —  2.18  miles  main 12.099  98 

Services  —  790  of  various  sizes 12.289  30 

Meters  —  1938  of  various  sizes 14.391  27 

Meter  installation  —  1461  sets 3,916  36 

High  pressure  system  • 1,007  66 

Minor  projects   1,885  05 

Total $68,945  62 


Bquipment  Retired  during  the  Year 


Number 

CLASS  OF  aQUZPMCIlT  BimBBO  of  UOitfl 

Gas  engines  and  appliances. . . .  475  globes 

Street  mains 1006  feet 

Services 23 

Meters 82 

General  equipment 6 

Roof  of  station  meter  building. .  i 

Laboratory  equipment 6 

Gas  meter  Installation 862 

Total 


Amount  of 

Cost  of  salvap: 

equipmeat  chargea  U» 

retired  material 

$276 14     

1,012  74  $232  45 

292  03  35  50 

173  33     

825  16  77  00 

150  00     

221  02     

y^v  o^  *■•*•••••• 


Amount 
charged  to 

accrued 
amort  i.^at  ion 

€i  capital 

$27514 
780  29 
256  53 
173  33 
74816 
150  00 
22102 
»  920  52 


$3,869  94 


$344  95  $8,524  99 


Miscellaneous  Account  Receivable. —  Gas  merchandise  and  jobbing  revenne, 
$5,785.52;  residuals.  $8.35.80;  real  estate  rentels,  $78;  miscellaneous  accounts 
receivable,  $285.48 ;  total,  $6,984.80. 

Prepayment.—  Insurance,  $3,382.03  ;  rents,  $399.99  ;  total,  $3,782.02. 

Materials  and  Supplies 

Cost  of  quantity 
On  hand  at     Average  ooet      on  band  at 
close  of  year         per  unit         close  of  ye^r 

Bituminous  coal,  long  tons 143.7  $4 .  031  $570  40 

Anthracite  coal  dust,  long  tons 301.8  1.408  45213 

Generator  fuel,  long  tons 1,615.7  6.298  8,560 52 

Gas  oil,  gals /  3.133  .  052  162  02 

\  125,103  .0386  4,8205fi 

Iron  oxide,  bushels,  est 31,829  .10  3,182  04 

Water  gas  tar,  gals 68,714  .03  2,05033 

Holder  oil,  gals 6,703  .15  1.00545 

Cast  iron  pipes  and  fittings 9 j44  x\ 

Wrought  Iron  pipes  and  fittings 8*564  22 

Gas  ranges  (including  parts)  No 1,152  9.19+  10.58020 

Gas  lamps.  No 6^453  ^  47^  ^^gSiO 

Gas  fixtures  (Including  heaters,  tips  and  small 

appliances)     No 6,054  .62  3,15578 

Gas  lamp  post    No 79  14  ^5  j^jg-^, 

Works     supplies:     checker     brick,     packing, 

machine  oil,  etc ^,j^^^, 

♦amS!E?Jn^'^  ^'\^fi^  company  as  charged  to  account  -Accessorv  equipment  at  works* 
*^"P^eSret^^n"triX'\o'r«n?}S  ''^^  J^ hen  proper  distribution  will  l,e  made. 
sas   meter   fncto Mo hL^-a*^*'**'  ™*ii^«  the  total  In  the  fixed  capital  account  for 
f^uS^iu':i}^iil'''^'it''n^^'V''''  '^^'  °'  InstallaUon  of  consumer.'  meter. 
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Materials  an4  SuppUea  —  Concluded 

Coet  of  quantity 

On  hand  at     Averago  oost  on  hand  at 

close  of  year        per  unit  doee  of  year 

1  90  h.  p.  engine. $2.'>0  00 

1  90  h.  p.  blower. ". 100  00 

1  2  h.  p.  pump  motor 100  00 


$60,754  36 


UnanuMrtized  Debt  Discount  and  Expense, —  First  mortgage,  unamortised  balance, 
December  31,  1915,  »  $13,381.16;  charged  to  Income  during  the  year,  $603.72;  un- 
amortised balance,  December  31,  1916,  $12,777.44.  General  mortgage,  unamortised 
balance,  December  31,  1915,  $35,737.37  ;  charged  to  income  during  the  year,  $1,453.44 ; 
unamortized  balance,  December  81,  1016,  $34,283.93. 

BeGurities 

First  General 

mortgage  mortgage 

PAiri'icuiMaa  of  stock  and  nmoxD  debt  Stock  bonds  bonds 

Nominal  date  of  issue 1898                    1905 

Date  of  maturity 1938                     1945 

Interest,  rate  and  dates 6  %  Mar.,  Sept.     6  9^une,  Dec. 

Denominations    lKhare=$100  $1,000  00             $1,000  00 

Authorized  by  company $1,000,000  600,000  00     "  1,000,000  00 

By  public  authority 750,000  500,000  00        1,000,000  00 

Actually  issued 750,000  500,000  00           500,000  00 

Issued  prior  to  year 647,900  500,000  00           500  000  00 

Cash  realized 147,900  235,852  50           448,880  00 

Property  consideration, 500,000  240,000  00     

Discount 24,147  50             51,120  00 

Actually  issued  during  year *. . . .  102,100     

Cash  realized 102,100     

Actually  ouUtanding 750,000  600,000  00           500,000  00 

Interest  accrued  and  dividends  declared.-             22,500  25,000  00             25,000  00 

Interest  charged  to  income .  25,000  00             25,000  00 

Interest  and  dividends  paid 22,500  25,000  00             26,000  00 

Interest  and  dividends  not  due 8,333  33               2,083  84 

Trustees   under    mortgages Title  Guarantee  Title  Guarantee 

and  Trust  Co.     and  Trust  Co. 


Inventory  of  Property  Acquired   aa   Consideration   for  %500,000   Stock  Issue  and 

%H0,000  Bonds,  March,  1898 
Ueal  Estate: 

Plot  slightly  more  than  one  acre,  located  Sheepshead  Bay  Road  and  West  5th  St. 
Gas  Holders: 

Three  No.  1  Iron  holder,  wooden  tank,  capacity  9,000  cu.  ft 
No.  2  Iron  holder,  brick  tank,  capacity  50,000  cu.  ft. 
No.  3  Steel  holder,  and  tank,  capacity  100,000  cu.  ft. 
Works  and  Station  Structures : 
Generator  House,  Brick,   iron    roof,    dimensions   60  z  28   feet   with    boiler   house 

extension. 
14  z  50  feet,  two  iron  smoke  stacks,  60  feet  high. 
Purifier  House,  Frame,  iron  roof.  40  z  30  feet. 
Station  Meter  House,  Brick,  iron  roof. 

*^  See  Becuriiies  for  particulars  of  funded  debt  including  discount  sulTered,  etc. 
^  Includes  $500,000  held  by  trustee  to  refund  the  first  mortgage  boLds  when  due. 
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In/ventory  of  Ptvpertw  iLoffiNrei»  elou — OonclndeA 
f^ater  Gaa  Sets  and  Accearoriea: 
2  5-ft  Lowe  Water  Gas  Seta. 
2  4.ft  Scrubbers  — 18  ft.  high. 
1  4.ft  Condenser  — 18  ft.  high. 
1  Horisontal  engine  —  belts,  shafts,  etc 
1  3-ft.  Blower. 

1  Feed  Water  Pump  (Worthlngton  Duplex).  • 
1  Circulating  Water  Pump  (Wortbington  Duplex)* 
1  Oil  Pump  (Wortbington  Duplex). 
1  Oil  Meter. 

1  Elevator. 

f*urnace8«  Boilers  and  Accessories: 

2  Boilers  (100  HP). 
1  Injector. 

1  Coal  Bin. 

Hot  Well  — brick,  8x8x8  ft.  (Boiler  Blow-off)* 
Purification  Apparatus: 

2  Purifiers,  16  x  10  ft.,  each  wltb  centre  seal  and  yalTeSi 
Balance  of  floor  space  to  turn  oxide. 

Accessory  Equipment: 
1  6-ft.  Wet  Meter,  8-in.  connections. 
1  Exhauster  with  engine. 

1  Horisontal  engine  and  blower,  belt,  etc. 

2  Oil  wells,  14  X  12  ft. —  capacity  13.000  gallons  each. 
1  Yalye  Pit,  12-in.  yalves  of  No.  3  holder. 

12-in.  yard  connections. 
Miscellaneous  tools,  etc. 
.'leneral  Structures : 

Office  and  shop  for  fittings  and  meter  repairs,  frame,  47  ft.  4  In.  x  82  ft. 
(f  onrral  Equlpmout : 

Office  furniture,  horse,  wagon,  buggy. 
Trunk  Lines  and  Mains : 

16  to  18  miles  of  cast  and  wrought  iron  mains :  8  In.,  6  In.,  4  in.,  3  ISn  2  In. 
Services : 

700  wrought  iron,  galvanised,  1^  In.,  1  In.  servlcet. 
Meters : 

800  three,  five,  ten,  thirty  lights. 
Meter  Installation : 

700. 
Dec.  31,  1898,  650  consumers. 

1808  sales,  S6,90G,000  C.  F. 

1809  sales,  42,507,200  C.  F. 

Oonsvmerti'  Deposits, — ^At  beginning  of  year,  $77,901.07;  added  during  the  yesr. 
$44,229.51 ;  refunded  during  the  year,  $29,830.63 ;  balance  at  close  of  year, 
$02,299.95;  interest  accrued  and  paid  during  the  year,  $2,862.16.  For  number  of 
deposits,  see  Table  XL. 

Tawes  Accrued, —  See  schedule  supporting  Income  Statement 

Reserves. — Accrued  amortization  of  capitol :  Credit  balance  at  beginning  nf 
year,  »  $262,893.49 ;  credits  during  year  (on  basis  of  14^  cents  per  M  cu.  ft.  soUl 
loss  cost  of  repairs),  $45,425.63,  charged  to  operating  expenses;  charged  dorins 
the  year  for  fixed  capitnl  withdrawn  or  retired  during  the  year,  $3,524.09;  cretlit 
balance,  December  31,  1916,  $304,704.18. 

Rate  reserve,  representing  the  difference  between  the  80  cents  per  M  rate  fixed 
by  law  effective  July  1.  1916,  and  95  cents  per  M  which  Js  at  present  being  col- 
lected: Credit  durinK  the  year  at  15  cents  per  M  cu.  ft.  for  226,286.2  M  en.  ft. 
sold  at  the  95-cent  rate  from  July  1  to  Dec.  81,  1916,  $33,708.01. 

**  See  note  1  against  the  Balance  Sheet 
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Operatiiiff  rereaue— sales  of  gas: 

Montclpal  street  UghtiDg 

Lisbtliis  municipal  buildings.... 

Municipal  beat  and  power 

Prepaid  gas  

Commercial  metered  lighting.... 


Rate  or 

[  eu.  ft. 

average 

Net  amoaat 

Inereaaeor 

slivered 

price 

for  year 

(D)  deeresae 

11,817 

10.748 

18.84126 

D        $49  02 

2,016 

.760 

1.612  04 

D          2640 

1.290 

.760 

967  78 

D          94  96 

06,482 

.960 

62.224  26 

4,701  18 

880,007 

.946 

320,526  81 

38,467  00 

Total  sales 


419.622 


1394.072  09         $42,988  80 


Miscellaneous  revenues: 

Rent  of  SAB  appliances $1,497  16 

Qas  merchandise  and  Jobbing  revenues '^  14, 010  09 

Sale  of  residuals  and  by-products 12,820  87 


$234  16 
4.271  80 
2.886  03 


Total   miscellaneous  revenue $28.328  12 


Total  operating  revenue $422,400  21 


$7,390  99 
$50.379  79 


Operataiig  expetutes: 

Gss  making  labor 

BoUer  fuel  

Generator  fuel  

Gas  oil  

Other  supplies  and  expenses. 
Repairs  at  works 


Cost  per  M 
M  cu.  ft. 
(oeuts) 

Net  amount 
for  year 

Inorease  or 
(D)  decrease 

1.86 

$8,736  97 

$694  87 

1.96 

9,197  83 

3,32118 

7.68 

86,422  16 

4,879  08 

16.68 

73,360  16 

17,742  09 

.46 

2,142  47 

899  66 

1.67 

7,404  18 

667  79 

Total  works  expense. 
Less  residuals  produced. 


28.94 
2.81 


$136,263  76 
13,24160 


$28,004  67 
3.871  71 


Net  cost  of  gas  in  holder 

Total  production  expenses  

Transmission  and  distribution 

Commercial  administration  

Promotion  of  business 

General  expense  (excluding  items  below) 


26.13 


.13  ) 
.31} 


$123,012  16    $24,132  86 


8.43 
6.99 
3.04 
8.40 


Total  of  foregoing 

General  amortisation  (reserved) 

Cost  of  manufacturing  residuals  sold. 
Residuals  and  by-products  expense.... 


66.17 

10.83 

2.96 

.10 


Total  Including  amortisation. 

Uncollectible  revenue  

Tax  accruals  


69.06 

.28 

6.56 


36.388  96 
26,140  61 
02.740  83 
36,268  76 

$231,66182 

46.426  63 

12,426  82 

894  06 

$289,797  82 

1.173  31 

27,613  lA 


2.246  37 
8,023  69 
4,012  21 
6.967  41 


$39,382  64 

»  42, 445  67 

8,066  93 

D         17190 

$84,713  24 

228  01 

4,238  81 


Total  of  expenses,  taxes,  etc. 


76.90       $318,484  32        $80,180  06 


'^  Receipts  from  sale  of  merchandise  and  from  Jobbing,  865,914.63,  less  cost  of 
materials  sold.  $41,904.54. 

''The  ratios  for  net  cost  of  gas  in  holder  and  preceding  items  are  based  on  470,745 
U  cu.  ft.  made ;  those  for  total  production  expenses  and  following  items  on  419,622 
cu  ft.  sold. 

"  In  1915  the  respondent  charged  to  Genera]  amortization  6  cents  per  M  cu.  ft.  of 
W«  sold,  less  cost  of  repairs  and  to  Corporate  surplus  5  cents  per  M.  This  rule  was 
amended  so  that  commendnc:  January  1.  1916.  no  charge  was  made  to  surplus  but 
the  charge  to  amortisation  was  increased  to  14i^  cents  per  M.  This  change,  together 
with  the  omission  in  1915  of  a  repair  item  of  $7,431.10,  accounts  for  the  large 
mcresse. 
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IvcoMB  BrASBMBifT  —  CoHduded 

NetamoaDt      1 _ 

for  year       (D)  decrease 

Opentlng  income  applicable  to  corporate  property $103, 915  9    D  938, 800  27 

Non-operating  income :  Kent  revenue,  |192 ;  interest,  |663^ ; 

leM  rent  expense,  115.66 829  67  61154 


Gross  corporate  income 1104,745  66    D  638,188  78 

Deductions  from  gross  income :    Interest  accrued  on  funded 

debt,  150,000 ;  on  purchase  money  mortgage,  $218.23 ;  on  con- 

sumers'  deposits,  $2,862.15 ;  interest  and  discount  on  notes, 

$421.55 ;    amortization    of    debt      discount    and    expense, 

92,057^6;  rate  reserve,  » $33,708U)1 ;  income  tax,  $107 89.374  10  80.214  93 


Net  corporate  income $15.37146    D|68»408€6 


CORPORATE    SURPLUS  AmOODt 

Surplus,  December  31,  191« *■  $43,004  65 

Balance  for  year  transferred  from  income 15,371  46 

Bad  debts  collected   21  20 

Value  of  tar  and  oil  at  old  plant,  not  inventoried  previously 2,250  00 

A  condemned  meter  —  rebuilt   6  40 

Refund  of  Pennsylvania  state  tax  on  fuel  purchased  from  Dec  1, 

1918,  to  May  81,  1016 OSO  45 

Bale  of  old  pipe 44  46 


Total     161,327  62 

Dividends  declared,  3  per  cent  on  $750,000 ^'$'21,245  02 

Amortization  of  franchise "•  20,081 14 

Pumping  tar  at  old  plant 106  04 

Donation  to  Empire  State  Gas  and  Electric  Association  177  50 

Other  deductions  from  surplus 24  31 


Total    deductions    42,624  91 


Surplus,  December  31,  1916 $18,702  Tl 


Municipal  Street  lAghtlng. —  825  lamps  at  $10.40  per  year;  gas  per  lamp  hour, 
8%  cu.  ft.  (3,950  lamp  hours  per  year)  ;  total  consumption  for  the  year,  11,817.1 
M  cu.  ft. ;  amount  of  revenue,  $8,841.25. 

Sale  of  Residuals  and  By-products, —  See  Table  IX. 

Operating  Expenses. —  For  detailed  classiflcation,  see  Table  XXV-B. 

Depreciation. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission 
for  gas  companies  provides  that  operating  expenses  shall  include  the  estimated 
amount  of  capital  consumed,  which  is  defined  as  "  the  amount  estimated  to  be 
necessary  to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  liave 
accrued  "  during  the  fiscal  period  In  the  tangible  fixed  capital,  and  **  such  portion 
of  the  life  of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  esti- 
mated to  be  necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed 
by  extraordinary  casualties."  From  the  total  estimated  deterioration  during  tlie 
period,  there  is  deducted  the  actual  amount  expended  in  repairs,  and  the  remainder 

^*  Represents  the  difference  between  the  rate  of  80  cents  per  M  fixed  by  law. 
effective  July  1,  1016,  and  the  rate  of  95  cents  per  M  collected  by  the  company  and 
credited  to  revenue. 

"  Difference  of  $1,254.98  between  this  amount  and  corresponding  Itenii  under 
Securities  is  the  interest  on  stock  purchased  In  March,  1916  —  3  months  after  dividend 
period  began. 

"  The  year's  charge  to  amortize  **  franchise  and  other  intangible  assets  in  procesji 
of  amortization."  tbe  suspense  account  set  up  in  accordance  with  the  order  of  tlie 
Public  Service  Commission. 

"See  note  20  against  the  Balance  Sheet. 
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is  charged  to  the  aecoant  *'  General  amortisation "  which  has  been  prorided  in 
operating  expenses.  Amounts  charged  to  this  account  should  be  concurrently 
cred  ted  to  "Accrued  Amortization  of  Capital/'  the  official  title  of  the  reserve  for 
depreciation,  etc.,  against  which  is  chargeable  such  portion  of  the  matured  or 
realized  depreciation  as  has  accrued  since  the  ostablishnient  of  the  reserve.  Under 
date  of  June  12,  1016,  this  company  filed  with  the  Commission  an  ''Amended  rule" 
of  depreciation  which  provides  for  a  charge  to  "  General  Amortization  —  Gas " 
and  concurrent  credit  to  "Accrued  Amortization  of  Capital "  of  14^  cents  per  M 
cu.  ft.  told  less  the  amounts  charged  to  repairs  for  the  period. 

Tamet 

Levied  and 

char^t  d  to  Amount  Due  a*)d 

CLASS  OF  TAX  iiico  v,  >  pnid  unpa  d 

Lands     $1.768  00  $1,768  00     

Improvements   on    lands 7,085  12  7,085  12     

Corporate   real   property 3,610  00  3,6-10  00     

Special    franchise    11,041 46  11,041  46     

Personal    property 416  00  416  00     

Gross   earnings,    State 1,926  21  » 3,746  ;{5      

Dividends,    State    350  01  » 008  37      

Federal  income    385  49  385  49     


Total    $27,513  19  $20,080  79 


VncoUeetihle  BilU. —  Number  of  uncollectible  accounts,  271 ;  amount,  $3,342.21. 
Deposits  applied  thereto :  number,  271 ;  amount,  $2,472 ;  other  offsets.  $123.45 ;  net 
amount  charged  to  uncollect  ble  bills,  $746.76.  Amount  of  uncollectible  bills  on 
which  above  271  deposits  were  held,  $3,342.21.  In  addition,  $420.55,  representing 
118  merchandise  accounts,  was  charged  to  uncollectible  bills.  Total  charge  to 
ancollectlble  bills,  $1,173.31. 

MISCELLANEOUS     INFORMATION 

Worh9  and  Holders. —  Two  water  gas  sets  at  West  12th  street,  having  a  total  24- 
hour  capacity  of  3,600  M  cu.  ft.  (See  Table  II.)  Holders,  3;  capacity,  2,850  M 
cu.  ft.     (See  Table  IV.) 

For  aux  linry  works  apparatus,  see  Table  III. 

Mains. —  Distribution  pipe  line,  length  in  feet,  588.898 ;  Inid  within  year,  11,491 ; 
taken  up,  1,096;  net  Increase  during  year,  10.395.     (See  Table  V.) 

Services. —  Number  available  at  close  of  year,  11,681;  added  during  year,  790; 
removed  or  ab.?ndcned.  23.     (See  Table  VI.) 

Meters. —  Number  of  consumers'  meters  in  service  at  close  of  year.  12,016 
(excluding  1,622  set  but  locked  or  cut  out)  ;  net  increase  during  year,  1,221 ; 
total  owned  at  close  of  year,  15,080;  number  bought,  1,855;  retired,  none.  (See 
Tables  VII  and  VIII.) 

Gas  Made  and  Sold  (cu.  ft.). —  On  hand  at  first  of  year,  2,220,000;  made  during 
year,  470.745,000;  used  by  compnny,  3.007,600;  sold  to  public,  419,622,400;  on 
hand  at  close  of  year  2,124.000;  unaccounted  for,  48,211.000.  (See  Tables 
XI-XIII.) 

Materials. — A  contract  for  the  delivery  of  2,200,000  gallons  of  gas  oil  at  the 
price  of  5.2  cents  per  gallon  followed  a  similar  contract,  completed  during  the 
year,  at  the  price  of  3%  cents.  On  the  new  contract  3.133  gallons  had  been 
delivered  during  the  year — leaving  2,196,867  gallons  undelivered  —  but  none  of 
it  had  been  used.     For  details  of  materials  consumed,  see  Table  IX. 

Accidents.— See  Tables  XXV-XX.IX. 

Employees  and  Wages. —  Number  of  salaried  officers,  3 ;  salary,  $13,240 ;  number 
of  all  other  employees,  second  week  in  December,  full  time,  98 ;  part  t'me,  19 ; 
total  compensation  paid  to  officers  and  employees,  $107,680.99.  (See  Tables  XXX- 
XXXIV.) 


'*  1915  and  1916  levies. 
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Offloen, —  PreBldent,  Richard  L.  Austin;  Vice-PreaideDt,  John  Grtbbel;  Secretair 
and  Treasurer,  Clayton  B.  Piatt;  General  Manager,  G.  H.  Woodall. 

Direetora, —  Richard  L.  Austin,  Clayton  B.  Piatt,  John  Gribbel,  John  B.  Austin, 
Jr.,  Albert  Seligman. 

Main  BuMnesB  Oj0loe. —  Surf  avenue.  Coney  Island,  N.  Y. 

Report  yerlfled  by  Clayton  E.  Piatt,  Treasurer,  April  11,  1917. 


THE  BROOKLYN  UNION  GAS  COMPANY 

(INCLDDZNO   BQDITT   OAB  COKPAITT) 

HUtory, —  Incorporated  6eptember  7,  1895,  under  the  Tranaportation  Corpora- 
tion Law.  [On  Noyember  4,  1895,  the  respondent  acquired  all  the  property  (real 
and  personal),  franchises  and  other  rights  of  the  following  companies:  Brooklyn 
Gas  Light  Company,  Citisens  Gas  Company,^  The  Bolton  Municipal  Gas  Company, 
Metropolitan  Gas  Light  Company,  Nassau  Gas  Light  Company,  Peoples  Gas  Light 
Company,  and  Willlamsburgh  Gas  Light  Company.  The  aggr^ate  capitalization  of 
these  companies  on  this  date  consisted  of  $9,970,000  capital  stock  and  $3,900,000 
bonds.  The  respondent  Issued  its  own  securities  for  the  acquisition  of  these  prop- 
erties, Tiz,  capital  stock,  $15,000,000  and  bonds  (excluding  $500,000  reserved  for 
betterments  and  extensions),  $14,500,000.]  ' 

The  company  supplies  water  gas  in  the  Borough  of  Brooklyn,  1st  to  28tlL  wards, 
inclusiye,  Windsor  Terrace  section  of  29th  ward  and  entire  32d  ward.  Seryice  was 
begun  NoTember  4,  1895. 

This  company  has  sole  control  of  the  following  companies  through  ownenhip  of 
their  entire  capital  stocks,  yls. : 

Equity  Gas  Company. 

The  Flatbush  Gas  Company. 

The  Jamaica  Gas  Light  Company. 

The  Newtown  Gas  Company. 

Richmond  Hill  and  Queens  County  Gas  Light  Company. 

The  Woodhaven  Gas  Light  Company. 

The  respondent  holds  possession,  as  tenant  at  will,  of  the  gas  works  of  the 
Equity  Gas  Company  situated  at  Maspeth  and  Porter  avenues.  [The  other  com- 
panies act  as  distributing  branch  agencies  for  respondent,  which  manufactures  all 
gas  supplied  by  them  to  the  public] 

Stockfiolders  and  Memltera, —  Number,  Octob«fr  28,  1916,  1,842;  in  New  York 
State,  1,483,  holding  168,693  shares.  Total  voting  power  (number  of  shares), 
180,000,  of  $100  par  value  each.  According  to  the  1908  report,  the  ten  principal 
stockholders,  December  81,  1908',  were:  H.  H.  Rogers,  10.022  votes;  William 
Rockefeller,  8,100;  David  G.  Legget,  6,440;  Van  Emburgh  and  Atterbury,  5,825; 
Whitehouse  ft  Co.,  5,460;  James  Jourdon,  4,040;  John  D.  Archbold,  2,250;  J.  8. 
Bache  ft  Co.,  1,700 ;  Leila  Howard  Codman,  1,651 ;  James  L.  Breese,  1,600. 

Votes  cast  at  general  meeting  of  November  14,  1916,  123,688,  as  follows :  David 
G.  Leggett,  117,258  (6.490  in  behalf  of  himself  and  110,768  in  behalf  of  other 
members).  Thomas  Read,  5,575  (1,620  in  behalf  of  himself  and  8,955  in  behalf 
of  other  members)  ;  and  each  in  behalf  of  himself.  Sidney  Aronstein  300,  L. 
Napoleon  Levy  246,  Wilfred  P.  Beattie  140,  A.  F.  Staniford  60,  and  Edgar  Aron- 
stein 50. 

Important  (Jhangea  during  the  Tear, —  No  new  powers  or  franchises  were 
acquired. 

Changes  in  plant  and  equipment :  Various  transmission  and  distribution  mains 
were  laid.  Alterations  to  the  building  191  6t.  James  place  were  completed  in 
1916.  The  premises  at  1016  Fulton  street  were  converted  for  use  as  a  shipping 
department  for  the  warehouse. 

'  Installations  and  improvements:  Metropolitan  works,  new  boiler  and  extension 
of  the  boiler  house ;  new  tar  extractor ;  purifier  boxes  overhauled  and  capacity 
increased.  Williamsburg  works,  oil  tank  with  concrete  basin  and  connection; 
oil  vault  for  storage  of  oils  and  paints  completed.  Citizens  works,  cooling  floor  In 
generator  house  extended ;  new  oil  tank  with  connections.  Equity  works,  new 
accommodation  room.  Nassau  works,  oil  vault  for  storage  of  oils  and  paints  com- 
pleted;  engine  and  exhauster;  new  rotary  motor. 

1  Represents  consolidation  in  1891  of  the  Citizens  Gas  Light  Co.  and  Union  Gas 
Light  Co. 

"From  report  of  the  Legislative  Gns  and  Elortrlc  Light  Investigation  (Stevens* 
Committee),  1005,  vol.  II,  pp  in75  to  irj.S'J. 
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T1i6  BiooUyn  Unkm  Gas  Company 
BALANCB  SHEET 


Deeembo:  31, 
1015 

$2,054,564  86 

03,182  86 

651,450  55 
4,120,162  32 

155,180  90 

3,100  00 

82,881  25 

48,668  81 

83.817  75 

1,204.109  13 

942,596  00 

250.000  00 

437,008  29 

85.168,549  81 

6.222,969  52 

Jkl,S91J19  SS 

10,594,979  00 

90^796,540  SS 

724,330  57 

$42,418,143  64 


$787,265  01 

1,077,794  98 

12,117  91 

424,271  03 

451,771  50 

160,018  33 

306,314  62 

43,902  14 

15.000,000  00 

105,481 10 

18,000,000  00 

6,049,207  02 

$42,418,143  64 


AflSBTB  BIDE 

Casta    

Accounts     receivable     from     City     of 

New  York   (for  gas) 

Constimers'   accoants   receivable    .... 
Acconnts    receivable    from    associated 

companies  *     

Other  accounts  receivable 

Interest  and  dividends  receivable 

Special  deposits  for  coupons  and  other 

charges  

Other  special  deposits 

Prepayments  —  insurance    

Materials  and  supplies 

Stocks  of  associated  companies 

Funded  debt  of  associated  companies. . 

Other  investment   securities 

"  Fixed  Capital.  Dec.  31,  1008  " 

Fixed  capital  Installed  since  190S 

Total  fixed  capital  —  gross 

Leas  accrued  amortization  * 

Total  fixed  capital  —  net 

Other  suspense 


Deoember  31, 
1916 

$3,712,664  43 

53,968  00 
679,581  02 

4,729.333  86 

141,350  07 

8,100  00 

11,819  50 

54,395  69 

11,120  85 

1,404,035  96 

942,596  00 

250,000  00 

437,608  29 

35,089,758  06 

6,845,928  85 

41,9SS,686  91 

lt,004jt46  68 

t9,9SlA40  »S 

772,541  93 


Inoreaseor 

(D)  decrease 

$758,099  57 

D      9,164  88 
28,130  47 

609.171  54 
D    13,830  83 


D    21.06176 

5,726  88 

D    22.696  90 

199,926  83 


D    78,791  75 

622,959  33 

544,167  68 

1,409,267  68 

D  865,100  10 

48,211  36 


Total $43,135,555  83       $717,412  19 


UARILITIBS   8IDB 

Taxes  accrued 

Consumers*  deposits    

Accounts  payable  to  Richmond  Hill  & 

Queens  County  Gas  Light  Co 

Miscellaneous  accounts  payable 

Dividends  declared 

Interest  accrued  on  funded  debt 

Interest  accrued  on  unfunded  debt. . . . 

Other  unfunded  debt 

Mortgage  bonds   

Casualties  and  insurance  reserve 

Common  stock    

Corporate  surplus   


$1,213,279  64 
1,066,972  04 

11.129  43 
522.085  38 

450.064  50 
140,663  57 

322.065  65 
115,755  90 

15.000,000  00 

171,820  09 

18,000,000  00 

6,121,719  63 


$426,014  63 
D    10.822  94 

D         988  48 

97,814  35 

D      1,707  00 

D    19.354  76 

15,751  03 

71,853  76 

66,338  99 

72,512  61 


Total $43,135,555  83       $717,412  19 


Contingent  liabilitiea, —  None. 

TaltMMon  of  Property  for  Purpoees  of  Tarnation 

Cost  to 
reproduce 
new 
Valuation  as  of  June  30,  1916,  filed  by  respondent : 

Beal  property  outside  streets  and  public  places.       $20,999,868  17 

Kcal  property  in  streets  —  tangible 9,301,748  43 

Intanffitfle  property,  including  franchises 

Tangible  personal  property 7,842,122  70 


Same 
— inresent 
value 

$20,999,868  17 

9,301,748  43 

10,328,491  27 

7,842,122  70 


*  The  bulk  of  these  accounts  represents  advances  made  in  prior  years. 

*  "Accrued  amortisation  '*  as  here  shown  includes  Depreciation  and  Contingencies 
reserve,  amounting  in  1916  to  $1,603,232.68.  The  total  is  reported  by  the  company 
on  the  liability  side ;  here  charged  in  accordance  with  the  requirement  of  the  report 
form.  "  Includes  extraordinary  casualties,  contingencies  and  to  cover  also.  If  any 
such  monies  ronain.  minor  extensions  and  additions." 


378       Public  Sebvicb.  Commission  —  Fiest  District 

The  BrooUyn  Union  Gas  ComiMuiy 

Valuation  of  Property  for  Purpoaea  of  Toitation  —  Concluded 

Assessed  Taluatlon  for  1916  taxes : 

Real  property  outside  streets  and  public  places:  Ateount 

lisnd $2,9M,05A  00 

ImproTements   8,523.750  oo 

Corporate  real  property 10..SOO  00 

Real  property  (tangible  and  intangible)  in  streets 18,400.000  00 


Details  or  Assirs  and  I^abilitiss 
"Fimed  Capital  December  51,  ISOS" 

Book  cost  Withdrawn  Book  ooet 

Dec.  SI,  1015  during  year  n«j.  31. 191  S 

Real  estate $5,085,595  23     $5,085,595  23 

Plants  and  patents 15.120,631  90  $22,009  00  15.098.622  90 

Street  mains    8.097,379  50  17,30184  8,080.077  66 

Services    1,143,179  27  11  308  00  1.131.871 27 

Meters   2,116,133 15  24,850  41  2.091.282  74 

Meter  cocks  and  connections 388.820  00     388,820  00 

Tools  and  implements 76,868  85  7  50  76,861  35 

Office  furniture  and  fixtures 56.640  75  112  60  56,528  25 

Franchises 3.050,000  00     3,050.000  00 

Horses,  wagons  and  harness 33.301 16  3,202  50  80,098  66 


Total     $35,168,549  81       $78,791 75    $35,089,758  06 


Fi^ed  Capital  Jnatdlled  einee  December  SI,  190B. 


iNSTALLBD  DUBiMo  TSAR    Retired  or 

withdrawn  Total 


Additions  and  Renewals  and  during  year  cash  cost  to 

TTTLB  OF  ACCOUNT                     bettcrmentB  replacements  (deduotod)  Dec.  31.1916 

Land  occupied  by  gas  works • .  $130,136  36 

Land    occupied    by    outside    holder 

staUons    $417  87     3.248  73 

Other  land 72,093  63     320.670  63 

Patent  rights 39,000  00 

General  structures 20,501 56     774.192  04 

General  equipment 56,782  24  '      $220  50     $9,447  66  263.307  68 

Works  and  station  structures 61,465  96     680  00  688.883  15 

Holders    998  34     42,053  66 

Furnaces,  boilers  and  accessories. . .     34,847  18          263  34     304,069  91 

Steam  engines 3.460  70     115  00  58,6.30  78 

Gas  engines 4,385  90 

Miscellaneous  power  plant  equipment       1,336  87     18,196  25 

Water  gas  sets  and  accessories 3,640  33       6,545  07       7,275  00  281,796  19 

Purification  apparatus 21  ..'sai  71       L.'^OO  00     275,031  37 

Accessory  equipment  at  works 30.526  46       1,065  69     271,33010 

Trunk  lines  and  mains 147,218  44     15,08t  89  1,787,408  16 

Gas  services 61,863  80     1,786  00  356.531 07 

Gas  meters 144,300  00     44.794  43  867.444  65 

Gas  tools  and  implements 4,182  51     100  00  42,610  92 

Gas  laboratory  equipment 2,354  16     15,496  04 

Bnglneerlng  and  superintendence 65,468  HS 

Injuries  during  construction 1,707  77 

Taxes  during  construction 6,503  35 

Miscellaneous  construction  expendi- 
tures     15,428  05      238,825  76 


Total    $692,850  71     $9,394  60  $79,285  98    $6,845,928  85 


Betterments  on  Leasehold  properties. —  Equity  Gas  Co. :  '*  Fixed  Capital  Decem- 
ber 31,  1908."  No  change  during  1916,  balance  at  close  of  year,  $26,061.00.  Fixed 
capital  installed!  since  December  31,  1008,  balance  at  beginning  of  year,  $1,668.95; 
installed  during  the  year.  $2,634.76;  balance  at  close  of  year,  $4,198.71. 
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The  BrooUyn  Union 'G«8  Company 
Details  of  Bwpenditurea  for  Property 

Assessments  on  land  occnpied  by  holder  stations 

Additional  land 

Battery  charging  outfit  at  meter  repair  shop 

Meszanine  floor  at  Citizens  branch 

Liightlns  fixtures,  general  olBce  building 

Alterations  at  laboratory 

Meszanlne  fioor  at  warehouse 

Enclosing  wagon  shed  at  Ashford  street  stable 

Connecting  building  for  use  of  shop 

Sundry  additions  and  improvements  to  general  structures 

Sundry  additions  and  replacements  of  general  office  equipment, 

Automobiles 

Horses  and  stable  equipment 

Additions  to  equipment  at  meter  repair  shop 

Fulton  works  —  extending  boiler  house  floor 

Cltisens  works: 

Bxtending  coaling  floor  of  generator  house 

Oil  tank 

Central  feed  water  heater 

Revivifying  system  for  purifiers 

Oil  lines  to  new  tank 

Nassau  works: 

Oil  vault 

Central  feed  water  heater 

Harrlsburg  engine 

Rotary  meter 

Connersvllle  exhauster   

Connections  between  condenser  and  U.  O.  I.  set 

Williamsburg  works: 

Oil  tank  and  concrete  basing 

16''   oil  drain 

Waterproofing  office  cellar 

Oil  lines  to  new  tank 

Equity  works  —  accommodation  room 

Metropolitan  works: 

Extending  boiler  house 

Strengthening' floor  in  purifier  house 

Waterproofing  in  purifier  house  and  meter  room 

Heine  boiler  and  connections 

Feed  water  heater  and  meter  with  connections. 

Levey  valves 

Tar  extractor 

Alterations  of  purifiers 

Dry  lute  covers  for  purifier  boxes , 

Governors  installed: 

Plymouth  street  holder  station 

Rutledge  street  holder  station 

Skillman-Nassau  holder  station 

Boiler  installed  at  Bklllman  —  People's  holder  station , 

Air  compressor 

Pipe  threading  and  cutting  machines 

Tables  and  cabinets  for  laboratory 

Sundry  additions  and  replacements  : 

Works  and  station  structures 

Holders    

Furnaces,  boilers  and  accessories ., 

Steam  engines 

Miscellaneous  power  plant  equipment 

Water  gas  sets  and  accessories 

Pnriflcation  apparatus   


$417  87 
72,993  63 

1,60727 

2,790  00 
708  95 

3,586  04 
708  64 
810  82 

5.654  48 

4.635  41 
13,852  97 
33,818  66 

8,877  81 
458  80 
829  86 

8,583  08 

8.326  74 
1,650  77 

840  00 
2,627  04 

850  00 

4.327  34 
2,909  34 
7,765  68 
7,470  27 
1,253  08 

18,899  42 

932  88 

1,231  00 

3,307  35 

1,641  96 

8.828  88 

1,173  29 

3,645  30 

23.015  85 

1,053  31 

7,540  26 

2,706  16 

14,410  17 

1300  00 

1,044  83 
1,568  14 
1,411  04 
2,055  18 
775  00 
1,191  08 
1,273  00 

11,523  66 

998  34 

5,068  75 

55186 

1,336  87 

2.636  14 
8,676  89 
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The  Brooklyn  Unkm  Gms  Company 

DetaUg  Of  Expenditures  for  Property  —  CondndedL 

Accessory  equipment  at  works 

Tmnk  lines  and  mains 

Gas  services   

Gas  meters 

Gas  tools  and  implements 

Gas  laboratory  equipment 

Miscellaneous  construction  expenditures 

Total    


$12,089  59 

147.218  44 

61,863  80 

144,300  90 

2.216  43 

1,081  16 

15,428  05 

$702,246  31 


Land  Acquired  duHng  the  Year  and  Devoted  to  Oa»  OperaHona, — On  Fnlton  street, 
east  of  Grand  avenue,  sect  7,  block  2015,  lot  27,  $13,873.21;  on  Doniplae  street, 
west  of  Third  avenue,  sect.  2,  block  410,  lot  20.  $10,360,  and  lot  19,  $2,292.75; 
Dougrlas  and  Nevlns  streets,  sect  2,  block  410,  lot  7,  $8,070;  and  lots  8,  11  and  14, 
$12,962.55  ;  Douglas  street  and  Third  avenue,  sect.  2,  block  419,  lots  23,  24,  25, 
20.  30,  31  and  32,  $16.789.42 ;  Douglas  street,  sect  2,  block  419,  lot  16,  $5,566.50 ; 
Fifth  and  Hoyt  streets,  sect  2,  block  468,  lots  37,  39,  41,  42  and  43,  $3,076.70. 
Foregoing  figures  represent  actual  money  iH>st8  and  anionnts  at  which  carried  on 
balance  sheet ;  deeds  are  not  yet  recorded.  Demolition  charge,  $12.50 ;  assessmeiiti^ 
$417.87;  toial,  $73,411.50. 

Bquipntent  Retired  during  the  Tear 

AMOUNT  CRABOnO  TO — 


CLASS    OF   SQUIPMBIfr 
RFTIRKD 

Boilers 

Steam  engines 

Gas  engines  

Generators 

Governors 

Pumps  —  general 

Oil   storage    tanks 

Street  mains,  feet 20,660 

Gas  services   1.139 

Gas  meters  12,774 


Amount 
Number     Cost  of      of  ealvage 
of  units  equipment  char^iHi  to      Other 

material     companies 


retired 
2 
1 
1 
2 
1 
3 
1 


Horses   

Automobiles 

Bicycles 

Smokestacks  

Water  still  

Salt  water  pipe  line 

Watchman's  clocks  

Clinker  line  and  oil  nozzle 
on  generators  

Z/W-3f2Xr  WUllamson  valve 

Boiler  blower  house 

Purifier  box  covers 

Foundations  and  connec- 
tions of  exhauster 

Oil  filter  

Brick  wall  

Station  meter  case I.. 

Typewriters 

Bookkeeping  machine  

Billing  machine  , 

Gasoline  meter  

Scale 


17 
6 
2 
6 
1 
1 
2 


S 
1 

4 

1 
1 

1 
8 
1 
1 
1 
1 


retired 

$1,600  00 

600  00 

750  00 

8,800  00 

400  00 

618  00 

4,600  00 

32,389  73 

13,094  00 

69,644  84 

4,217  SO 

6,63G  8G 

53  50 

1,268  00 

.248  00 

125  CO 

115  00 

975  00 
6,300  00 

680  00 
1,800  00 

1,000  00 
115  00 
100  00 
800  00 
829  80 
810  00 
200  00 
100  00 
7  60 


135  71 

100  00 
60  29 


247  19 
18,7«1  86 

547  40 
400  00 
635  00 


147,607  n 


183  10 


59  42 


83  06 

194  50 

243  00 

70  00 

11  00 

7  50 


Aeomed 

tionof 
eapital 

Depre- 

ciatian 
and  oon- 
tiogeocaes 

108  75 

188125 

139  29 

sas  00 

26133 

808  67 

2.013  34 

6,726  67 

77U 

322  80 

135  77 

48t  23 

1,806  84 

3,046  67 

8,430  00 

10,197  88 

7,004  99 

6,066  (HL 

7,007  77 

14,481  90 

•    8,63166 

1.185  84 

6,901  88 

58  60 

1,0«7?9 

200  21 

248  00 

38  06 

86  94 

115  00 

976  00 

6,110  90 

680  00 

732  02 

508  56 

688  46 
116  00 

38  86 
216  86 
693  04 
667  00 
180  00 

89  00 


461  54 


71  15 

551  OS 

42  X 


1158,077  73    116.689  02    $47,607  77    $47,821  19    $46,058  75 
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Tbe  Brooklyii  Union  Gas  Compuiy 
MisoeUaneous  Investment** 


Par  Tialue 
of  amount 
HAm  or  nsmra  compant  and  encuRiTT  held 

Stocks  of  associated  companies: 

Equity  Gae  Co $250,000  00 

Flatbush  Gas  Co 200,000  00 

Newtown  Gas  Co 60,000  00 

Richmond  Hill  ft  Queens  Co.  Gas 

lAght  Co 250,000  00 

Jamaica  Gas  Light  Co 200,000  00 

Woodhaven  Gas  Light  Co . 20,000  00 

Funded  debt  of  associated  companies: 
Equity  Gas  Co.,  5  per  cent  20-year 

bonds,  due  1916 250,000  00 

Other  investment  securities: 
Corporate  Stock  of  the  City  of  New 
York,  50-year  4  per  cent  gold  ex- 
empt bonds  * 465,000  00 

Total    $1,695,000  00 


Date  of 
aoqui- 
siiion 


1897 
1897 
1895 

1897 
1897 
1897 


1897 


Amount  at 

whioh 

carried  on 

books 


Inoome 

accrued 

during 

year 


$318,065  50 

872.771  64 

60,000  00 

26,758  86 

145,000  00 

20,000  00 

260,000  00 


1909      476,562  85   $18,600  00 


•$1,669,148  85  $18,600  00 


Accounts  Receivable  from  Associated  Companies 

Interest 

Advanced           Reimbursed       Amount  at  accrued 

during  year          during  year      close  of  year  during  yeu 

Newtown   Gas  Co $628,553  79    $612,185  34  $1,090,905  04  $32,310  44 

Jamaica  Gas  Light  Co 186,238  39       165,689  75       358,240  11  10,359  87 

Woodhaven  Gas  Light  Co....        180,317  22       192,69615       178,334  48  5,283  07 

Flatbosh  Gas  Co 1,103,048  75       527,415  37    3,101,854  23  91,048  14 

Total    $2,107,158  15  $1,497,986  61  $4,729,333  86  $139,001  52 


Miscellaneous  Accounts  Receivable, —  Due  from  Subway  contractor  for  removing 
and  relocating  mains,  $29,084.29;  other  accounts  receiyable,  $112,265.78;  total, 
$141,350.07. 

Bpeci<a  Deposits, —  Coupon,  $11,755;  dividend,  $64.50;  deposit  with  bid  for 
municipal  street  lighting,  $1,562.50 ;  deposit  with  State  Industrial  Commission  (4% 
gold  exempt  corporate  stock  of  the  City  of  New  York,  par  value,  $38,000),  book 
value,  $38,944.06 ;  deposit  with  court  pending  settlement  of  suit,  $3,889.13 ;  deposit 
with  City  of  New.  York  to  cover  cost  of  repaying,  $10,000 ;  total,  $66,215.19. 

'With  the  exception  of  the  $88,000  New  York  City  bonds  deposited  with  State 
Industrial  Commission,  all  are  held  free. 

*  Includes  $88,000  par  value  (book  value  $88,944.06)  on  deposit  with  State  Indus- 
tilal  Commission,  shown  under  Special  Deposits  on  balance  sheet. 
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Tbe  BrooKtni  UaiM  Gas  ComiMUiy 

Mmariai*  and  Supplit 

Units  on  Cost  of  quantity 

hand  at     Average  cost  on  luuid  at 

doae  of  year  per  unit  doae  of  yw 

BltamlnouK  coal   (long  tons) 11,567  $2.5764  $29.800  80 

Anthracite  coal   (long  tons) 89,206  4.9632  442,751 08 

Oas  oU  (gallons)   8,578,382  .030355  260^97  99 

Iron  oxide  (basbels)   89,328  .2068  8,132  63 

Water  gas  tar  (gallons) 530,050  6,844  53 

ShaTings  (balee)    1,869  .2524  47168 

Cast-iron  pipe  and  fltHngs 195,758  11 

Oas    ranges,    water    heater,    industrial    appli- 
ances, etc 12,742  77,677  47 

Oas  lamps 93,180  23 

Materials   and    supplies   of   all    kinds   used   in 

construction  work,  setting  meters,  etc 290,021  45 

Total $1,404,035  96 


Brooklyn  Union  Gas  Citii 

Union  Cast  Licht  Co.      Gas  Usbt  Co. 

Common         consolidated       comtolidated      consolidated 
Stock        mortgage  bonds  mortgage  bonds  mortgage  bonds 


Su^ense. —  91.72  per  cent  of  gas  sent  out  from  Deceml>er  12  to  December  Zh, 
1916.  bills  not  yet  rendered  (1,000,555.136  M  cu.  ft.  at  $.7469),  $747,314.63;  91.72 
per  cent  of  gas  on  hand  at  the  various  works  January  1,  1916,  at  7  a.  m,  (32,981.594 
cu.  ft  at  $.7469)  $24,633.95;  binder  fee  on  employees'  group  life  insurance,  $500; 
sundry  items  held  pending  adjustment,  $93.35 ;  total,  $772,541.93. 

Securities 


PABTICXTLABS  Or  STOCK  AITO 
rUKDBD  DEBT 

Nominal  date  of  Issue 

Date  of  maturity 

Interest,  rate  and  dates 

Denominations 

Authorized  by  company 

By   public  authority 

Actually  Issued,  prior  to  year. 

Cash  realized   

Property  consideration 

Reacquired  and  retired,  etc.. 

Actually  outstanding  

Interest  accrued  and  dividends 

declared 

Interest  charged  to  income... 
Interest  and  dividends  paid... 
Interest  and  dividends  not  due 
Interest  and  dividends  ma- 
tured and  unpaid  ** 

Market  price :  highest,  lowest, 

last   sale    

Trustees  under  mortgages 


1  share  =  |100 

120,000,000  00 

18,000.000  00 

18,000.000  00 


Sept.  16, 1895 

May  1, 1946 

6%  M.  ft  N. 

11,000  00 

116.000,000  00 

^4. 698. 000  00 

14.698,000  00 


•  18, 000. 000  00      14, 698,000  OG 
18.000,000  00     14.698,000  00 


1.440,000  00 
1,441.707  00 

460,064  60 
133%,  126. 130 


734,900  00 
734,900  00 
764.109  75 
122.468.32 

U,650  26 

107, 105, 107 
Guaranty 
Trust  Co." 


June  1, 1890 

Jan.  1, 1920 

6%  J.  ft  J. 

11,000  00 

600,000  00 

*  600, 000  00 

600;000  00 

(•) 

(•) 

462.000  00 

38.000  00 

1.900  00 
1,900  00 
1.926  01 


950  00 

N.  B, 
Central 
Trust  Co. 


Feb.  1, 1890 

Feb.  1, 1911 

6%FJbA. 

$1,000  00 

750,000  00 
v  760.000  00 

750,000  00 

(•) 
(•) 

488,000  00 
264.000  00 

13,200  08 

13,200  00 

13,200  00 

6,500  09 


N.  R. 
Centml 
Trust  Co. 


^  [Not  reported  by  company.] 

•Consideration  receivea  for  issue  of  bonds  is  not  known. 
•  $.T. 000.000  issued  to  retire  debenture  bonds  which  had  been  issued  at  par. 
"Jn  addition  there  was  interest  of  $105  on  bonds  that  have  been  required  and 
retired. 

"  Successor  to  N.  Y.  Guaranty  and  Indemnity  Co. 


Abstbaots  of  Company  Returns  883 

The  BrooUtyn  Union  Oas  Company 

AeeounUt  Owing  to  Aesooiatcd  Companies. —  Amount  advanced  by  the  Richmond 
Hill  ft  Queens  Ctounty  Gas  Light  Co.  during  the  year,  $87.027.18 ;  amount  repaid  dur- 
ing the  year.  $88,015.66;  amount  owing  at  close  of  the  year,  $11,129.43.  Interest 
accrii<»d  and  paid  during  the  year,  $397.40. 

Conaumere  Deposits. —  Balance  beginning  of  year,  $1,077,794.98;  added  during 
year,  $362,-161 ;  refunded  during  year  by  cash  In  whole  or  In  part,  $308.555.80 ; 
refnnd<»d  by  credits  to  consumers*  accounts.  $64.628.64 ;  balance  at  close  of  year, 
$1.066.072.04 ;  Interest  accrued  during  year,  $64,831.42 ;  interest  paid  during  year, 
$71,481.36.    For  number  of  deposits,  see  Table  XL. 

Taxes  A  ccrued. —  See  schedule  supporting  Income  Statement. 

Other  Unfunded  Debt, —  Wages  accrued,  $113,689.50;  Water  accrued,  $2,066.40; 
total.  $115,755.00. 

Reserves. —  Accrued  amortization  of  capital :  Credit  balance  at  beginning  of  year, 
$8,94.') ,686.57 ;  credit  during  year  (on  the  basis  of  15  cents  per  M  cu.  ft.  of  gas 
sold,  leas  actual  cost  of  repairs),  $1,503,148.62;  charges  during  the  year  (proportion 
of  depreciation  on  equipment  retired),  $47,^21.19;  credit  balance  at  close  of  year, 
$10,401,014. 

Depreciation  and  contingencies:  Credit  balance  at  beginning  of  year,  $1,649,- 
292.43;  charges  during  the  year  (proportion  of  depredation  on  equipment  retired), 
$46,059.75  ;  credit  balance  at  close  of  year,  $1,603,232.68. 

Casualties  and  insurance  reserve :  Credit  balance  at  beginning  of  year,  $105,481.10  ; 
credit  during  year,  $100,000;  charges  during  year,  $33,661.01;  credit  balance  at 
close  of  year,  $171,820.09. 

INCOMB   STATEMENT 

Rate  or 

M  cu.  ft.  average  Net  amount  Increase  or 

Operating  revenues— sales  of  gas :       deUvered  price  for  year  (D)  decrease 

Municipal  street  lighting 148.871,801  .76  $m,232  M  D  $15,766  18 

Lighting  municipal   buildings...       62.d23.600  .75  47,192  76  D     4.529  29 

Prepaid  gas   401,909,317  .80  321,627  56  D     6,232  01 

Commercial  metered  lighting...  11, 646, 674, 775  .80  9,314.29187  531.829  31 

Other  gas  corporations 2,644.623,173  .50  1,322,31159  92,875  10 

Total  sales   $14,904,502,666  $11,116,566  76       $599,177  93 

Hlscellaneous  revenues : 

Rent  of  gas  appliances $67,16182  D    $1,159  39 

Gas  merchandise  and  Jobbing 181,786  84  27,487  84 

8ale  of  residuals  and  by-products 48,088  91  8,830  19 

Total  miscellaneous  revenues  $237,037  CT        $34,668  64 

Total  operating  revenues $11,353,594  83       $633,836  67 

^^     _  Cents  per 

Operating  expenses:  M  cu.  ft.** 

Gas  making  labor 3.35  $541,202  97  $65,627  59 

Boiler  fuel    2.14  347,043  36  61,983  47 

Generator  fuel  7.10  1,148,637  18  111,37111 

Gas  oil  12.57  2,032,908  16  104,51121 

Other  supplies  and  expenses 1.31  211,324  40  25,80196 

*  Includes  $66  063.80  bonus  to  employees,  which  the  company  considers  a  proper 
Charge  to  Miscellaneous  general  expenses  but  which,  if  a  gratuity,  and  in  no  sense 
^  fPSt^ctual  obligation,  should  have  been  charged  as  an  appropriation  of  Surplus. 
,  "The  ratios  for  net  cost  of  gas  In  holder  and  preceding  items  are  based  on 
10.175.516  M  cu.  ft.  made;  those  for  total  production  expense  and  following  items 
;n  12.2.^^9,879  M  cu.  ft  sold  (exclusive  of  2.044,623  M  cu.  ft.  sold  to  subsidiary 
companiea). 
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Operating  expenses 
Repairs  at  works. 


The  Brooklyn  Union  Gms  Company 
In  COMB  STATUfSMT  —  Condvded 

Concluded: 


Total  works  expense. 
Lets  residuals  produced. 


Net  cost  of  gas  in  holder. 


Total   production   expenses 

Transmission  and  distribution. 

MuDiclpal  street  lighting 

Commercial  administration   ... 
Promotion  of  business 


General  (excluding  items  below) 


Cents  per 
M  Gtt.  ft.u 

1.86 

Net  amount 
for  year 

$219.460  10 

• 

laereaaeor 
(D)deereMe 

D   $7.327  62 

27.83 
1.31 

14.600.685  16 
»2U.589  09 

$361,968  32 
D     7,881  a 

M26.6S 

$4,288.996  07 

tf$3S9.8S2a 

34.98 

10.83 

.01 

4.47 

.97 

6.06 

$4,288.996  07 

1,327.431  41 

747  98 

648.870  25 

118.17188 

M  743. 260  35 

$359.862  8) 

121,893  50 

D         471  18 

39.7(6  92 

D          9590 

83.940  46 

Total  of  foregoing 

General  amortization   (reserved) 

Cost  of  manufacturing  residuals  sold. 


Total  (Including  amortization) 

Uncollectible  revenue  

Tux  accruals  

Miscellaneous  rents   


67.88    $7.0a6.9n94 

12.26      1.603,148  62 

.13       »16,774  13 


S9.71  $8,646.900  69 

.34  41.299  44 

6.27  769.421  88 

.08  9,626  00 


$603.825  63 

115.636  08 

D    14.1319 

$704,730  07 

D     6.706  16 

363.052  OS 

D         87500 


Total  of  expenses,  taxes,  etc. 


76.40    $9,366,248  01       $960,200  97 


Operating  income  applicable  to  corporate  property $1,987,846  32    D$326.364  40 

Non-operating  income :  Miscellaneous  rent  revenues, 
$5,330.40;  Interest  on  Investments,  $18,600;  on  advances  to 
associated  companies,  $139,001.52;  on  bank  balances, 
$79,310.32 ;  less  non-operating  revenue  deductions,  $3,042.42.         239.199  82 


7.033  16 


Gross  corporate  income  $2,226,646  14    D$319.331  24 

Deductions  from  gross  Income:     Interest  on  funded  debt, 

$750,000;    on    consumers'    deposits,    $64,831.42;    on    special 

franchise   taxes,   $22,400.97 ;    on   obligations   to   associated 

companies,  $397.49  837.629  88  8,811 » 

Net  corporate  Income  $1,388,916  J6       $328.143  06 


CORPORATE    SURPLUS 

Surplus  December  31,  1015 

Credit  balance  for  year  transferred  from  income  account, 

Gas  sales  adjustment  account 

Bad  debts  collected 

Various  materials  recovered 

Sales  of  scrap 

Inventory  adjustments  

Refund  of  Pennsylvania  State  tax  on  coal 

Amounts  overestimated  on  Federal  tax  for  1015 

Sundry  items 


Amount 

$6,040,207  OS 

1.388.016  26 

47,618  01 

1.607  62 

66.225  51 

3.056 17 

"2.1(»89 

•   22.S54  72 

6.130  31 

238  83 


Total    $T.6T7.356  84 


"  As  shown  by  company.  Excludes  drip  oil,  the  amount  of  which  mannfactaied 
Is  not  given  but  the  amount  of  which  sold  is  $.'?2.:U4.7S. 

M  Net  cost  per  M  cu.  ft.  at  stations  is  as  follows:  Citizens,  27.06;  Pulton.  25.89, 
Nassau,  23.06 ;  Willlamsburgh,   25.22 ;  Bqulty.  3:^.85  ;  Metropolitan,  26.50. 

"  Constituent  items  shown  above  were  computed  by  the  Bureau  of  btntlstlcs. 

"  [Under  the  provisions  of  the  accou  itlnj;  ordor,  this  item  should  have  been 
credited  to  Inventory  adjustments  —  balance  ( Account  8r)2-a)  in  operating  expenses.] 


Abstsacts  or  Company  Retubns 
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The  BnxAlfB  0aiOB  Oas  Comptoj 

ooBPOBATB  suBPLUs — Condud^d  Amoimt 

Expenses  elsewhere  unproirlded  for "  |2J51 18 

DlTideodB    declared   on   $18,000,000   common    stock, 

payable  1%  per  cent  AprU  1,  1916;  2%  per  coit 

July  1,  1916;  1%  per  cent  October  1,  1016;  2% 

per  cent  Jannary  1,  1917 1,440,000  00 

Bad  debts  written  off 7,146  26 

Loss  on  disposal  of  scrap  carried  In  materials  and 

supplies  account  pending  sale 5,672  59 

Sundry  items 66  20 

Total  dedoctions $1,465,686  21 

Surplus,  December  81,  1916 $6,121,719  68 

Municipal  Street  Lighting, —  9,261  incandescent  lamps  at  75  cents  per  M  cu.  f t ; 
gas  per  lamp  hour,  3  %  cu.  ft.  (3,950  lamp  hours  per  year.  New  Tork  City  schedule) ; 
total  consumption  for  the  year,  148,371,801  cu.  ft ;  amount  of  revenue,  $111,232.99. 

€hu  Sold  to  Other  Oompatiiee'^ 

Average 
Quantity  price  Credit  to  Inoreaae  or 

ConqiMay  (M  eu.  ft.)        (cents)  revenue  (D)  decrease 

Newtown  Gas  Cb 99^,600  50  $496,800  02  $41,888  89 

Richmond  Hill  ft  Queens  County 

Gas  TAght  Co 149,828  50  74,914  05  1,025 11 

Jamaica  Gas  Light  Co 230,161  50  115,080  68  9,923  42 

Woodhaven  Gas  Light  Co 821,684  50  160,84211  11,52618 

Flatbnsh  Gas  Co 949,350  50  474,674  73  28,512  00 

Total    2,644,623  50      $1,322,31159    » $92,875 10 


Merchandise  and  Jolhing  Revenue, —  Receipts  from  sale  of  merchandise  and  from 
Jobbing,  $510,104.63  (of  which  appliances  were  sold  at  cost  price  to  associated 
companlea  as  follows:  Newtown  Gas  Co.,  $83,875.47;  Jamaica  Gas  Light  Co., 
$31,035.23;  Flatbnsh  Gas  Cp.,  $40,766.58;  toUl,  $105,177.28);  cost  of  materials- 
sold,  $378,317.79;  gross  profit,  $131,786.84,  credited  to  revenue. 

Bala  of  Reeiduale  and  By-produete, —  See  Table  IX. 

Operating  Brnpeneee. —  For  details,  see  Table  XXXY-B. 

Depreciation, —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission  for 

gas  companies  provides  that  operating  expenses  shall  include  the  estimated  amount 

ot  capital  consumed,  which  Is  defined  as  **  the  amount  estimated  to  be  necessary  to 

cover  such  wear  and  tear  and  obsolescence  and  Inadequacy  as  have  accrued  "  during 

the  fiscal  period  in  the  tangible  fixed  capital,  and  "such  portion  of  the  life  of 

intangible  fixed  capital  as  has  expired    .    .    .    and  the  amount  estimated  to  be  neces- 

wiT  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraordinary 

casualties."     From   the  total  estimated  deterioration  during  the   period  there  is 

deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to  the 

account  "General  amortisation"  which  lias  been  provided  in  operating  expenses. 

Amounts  charged  to   this  account  should   be  concurrently   credited   to   "Accrued 

Amortisation  of  Capital,"  the  oflicial  title  of  the  reserve  for  depreciation,  etc.. 

against.which  is  chargeable  such  portion  of  the  matured  or  realised  depreciation  as 

has  accrued  since  the  establishment  of  the  reserve.    Under  date  of  April  15,  1909, 

this  company  filed  with  the  Commission  a  rule  of  depreciation  which  provides  for  a 

charge   to    "General   Amortisation  —  Gas"    and    concurrent    credit    to    "Accrued 

Amortisation  ol  Capital "  of  fifteen  cents  per  M  cu.  ft.  of  gas  sold  [less  the  cost  of 

actual  repairs].    See  note  19. 


^Donations.  $2,486.16;  rewards,  $165;  sundries,  $100. 

*  [Point  of  delivery,  gas  mains  for  associated  companies ;  point  of  measurement, 
consumers'  meters.] 

^  This  and  constituent  items  shown  above  were  computed  by  the  Bureau  of 
Statistics  and  Accounts. 
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Hw  Bfooklyii  UnkMi  Ou  Comptsj 

Amount       Charged  to  Amoont  Dae  and 

CLABB  OF  TAX  of  levy  incomo  paid  unpaid 

Ijand    $61,444  24  $61,444  24  $61.444  24    

Improyements  on  land 177,294  00  177,294  00  177.294  00    

Corporate  real  property 224  64  224  64  224  64    

Special  franchise  882  J20  00  382,720  00    »$l,066,68O  8S 

Gross   earnings    58,998  79  68.998  79  66,704  91    

DlYldends    21.600  00  21.600  00  21.699  25    

Federal  Income   66.000  00  66.00000  20,869  69    


Total     $768,28167         $768.28167         $337,136  78      $1,066,680^ 


Uncollectible  BiUs. — Number  of  uncollectible  accounts,  27,576 ;  amount.  $126,580.45. 
Deposits  applied  thereto:  Number.  20,491;  amount.  $64,628.64;  interest  "on 
deposits  applied.  $4,534.52 ;  recoveries,  $16,117.85  ;  net  amount  charged  to  uncol- 
lectible bills,  $41,209.44.  Amount  of  uncollectible  bills  on  which  above  20.491 
deposits  were  held,  $90,322.88. 

Rent  Revenue. —  Credited  to  Miscellaneous  rent  revenues :  Dock  privileges  at 
foot  of  Hudson  avenue,  $3,555  ;  miscellaneous  rents,  $1,775.40 ;  total,  $5,330.40. 

Rent  Charges. —  Charged  to  Miscellaneous  rents :  Jamaica  Oas  Light  Co^  land 
Beaver  street  and  Church  avenue,  $350 ;  sundry  owners  of  various  properties,  $9,276 ; 
total,  $9,626. 

MISCELLANEOUS  INFORMATION 

Works  and  Holders. —  Water  Gas  sets,  39;  total  rated  24-hour  capuclty,  74,100 
M  cu.  ft. ;  Increase  in  capacity  during  year  due  to  installation  of  new  engine, 
exhauster,  rotary  meter,  etc.,  4,000  M  cu.  ft.  (See  Table  II.)  Holders,  27; 
capacity,  31,057  M.  cu.  ft.  Relief  holders,  9 ;  capacity,  2,184  M  cu.  ft  (See  Ttable 
IV.)     For  auxiliary  works  apparatus,  see  Table  III. 

Mains.—  Transmission  pipe  line,  length  in  feet,  315,877 ;  laid  within  year,  1.461 ; 
taken  up,  1,638 ;  net  decrease  during  year,  177 ;  distribution  pipe  line,  length  In 
feet.  5.042,424;  Inld  within  year,  91,598;  taken  up,  10,022;  net  increase  during 
year,  72,576.      (See  Table  V.) 

Services. —  Number  available  at  close  of  year,  188,606  ;  added  during  year,  2,208 ; 
removed  during  yenr,  1.139;  net  increase,  1,069.     (See  Table  VI.) 

Meters. —  Number  of  consumers*  meters  in  service  at  end  of  year  (excluding 
17,904  set  but  locked  or  cut  out),  420,962;  net  Increase  during  year,  15.064;  total 
owned  at  close  of  year,  445.528 ;  number  bought  during  year,  23,544 ;  unrecorded 
meters  found,  15;  retired,  12,774;  "delivered  to  works,"  1;  net  Increase  during 
year,  10,784.     (See  Tables  VII  and  VIII.) 

Oas  Made  and  Sold  (cu.  ft.). —  On  hand  at  beginning  of  year,  33,792,000;  made 
during  year,  16,175,516,000;  sold  to  other  companies,  2,644,623,173;  used  by 
respondent,  70,771.270;  sold  to  pubUc,  12,259,879,493;  on  hsnd  at  end  of  year. 
35,959,000;  unaccounted  for,  1,198,075,064.      (See  Tables  XI-XIII.) 

Materials  and  Residuals. —  Contract  price  of  gas  oil,  3.0345  cents  for  171,000,000 
gals. ;  received  during  year,  73,432,372  gals. ;  contract  period  expired  prior  to 
delivery  of  all  oil  contracted  for.    For  details  of  materials  consumecl,  see  Table  IX. 

Accidents.—  See  Tables  XXV-XXIX. 

Employees  and  Wages. —  Number  of  salaried  officers,  11 ;  total  compensation  dar- 
ing the  year,  $84,000.  Number  of  all  other  employees,  second  week  in  December, 
full  time,  3,043,  part  time,  220;  total  compensation  paid  to  officers  and  employees 
during  the  year,  $3,028,964.45  (including  $16,921.21,  charged  to  Subsidiary  Com- 
panies).    (See  Tables  XXX-XXXIV.) 

Officers. —  President,  James  H.  Jourdan;  Vice-Presidents,  Wm.  G.  Bockefeller, 
Arthur  F.  Staniford;  Secretary.  F.  B.  Jourdan;  Assistant  Secretaries,  H.  E. 
McGowan,  F.  B.  Wogan ;  Treasurer,  E.  B.  Chapman:  Assistant  Treasurers,  J.  H. 


"  In  addition,  there  was  a  tax  of  $1,140.21  paid  by  the  Jamaica  Gas  Light  Co 
and  charged  to  respondent  as  part  of  rentaL 

"  Portion  of  taxes  from  1910  to  1915  and  total  tax  of  1916.  These  figures  exclade 
interest  of  $34,348.37  on  1914,  1915  and  1916  taxes;  Interest  on  taxes  for  nrior 
years  Is  *'  not  figured."  "^ 
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Benedict,  Herbert  WelUngton  and  T.  P.  Payne;  Auditor,  James  Gilmer;  Assistant 
Auditor,  T.  P.  Payne;  Attorney  or  General  Counsel,  Cullen  ft  Dykman;  Claim 
Agent,  Geo.  M.  Kirchmer;  Chief  Engineer,  James  H.  Jourdan;  Purchasing  Agent, 
Geo.  W.  Gatehouse. 

DUreeton. —  Wm.  Rockefeller,  I>aTid  G.  Legget,  Blverton  R.  Chapman,  Wm.  G. 
Rockefeller,  Henry  H.  Rogers,  James  H.  Jourdan,  Robert  I^  Pierrepont. 

Main  BuHness  OJfiee. — 176  Remsen  street,  Brooklyn,  N.  Y. 

Report  yeriiied  by  A.  F.  Stoniford,  Vice-President.  April  16,  1017. 

ADDENDUM 

Bquitt  Gas  Compaht 

The  Brooklyn  Union  Gas  Co.,  by  Tirtue  of  Its  ownership  of  securities,  holds  the 
pbyslcal  property  of  the  Equity  Gas  Co.  without  formal  lease.  The  latter  filed  an 
annual  report  for  inchoate  and  dormant  companies^  Facts  not  taken  therefrom 
appear  in  documents  In  the  Commission's  files. 

Corporate  History. —  The  Equity  Gas  Company  was  incorporated  on  May  29,  1896, 
to  take  and  possess  the  property  and  franchise  of  the  Equity  Gas  Light  Company 
of  the  Eastern  District  of  the  city  of  Brooklyn.  The  latter  company  was  incor- 
porated on  January  23,  1874,  and  operated,  under  a  franchise  granted  by  the 
Legislature  on  April  9,  1874,  until  1896.  The  company  having  defaulted  in  interest 
payments  on  its  bonds,  the  Farmers*  Loan  and  Trust  Company,  trustee,  commenced 
foreclosure  proceedings,  and  on  February  29,  1896,  the  Supreme  Court  ordered  the 
sale  of  the  property  covered  by  the  two  mortgages.  The  deed  of  sale  dated  May  1, 
1896,  states  that  on  March  31,  1896,  the  property  was  sold  to  the  highest  bidder, 
John  Alfred  Prigge,  Jr.,  for  the  sum  of  $100,000,  and  that  he  assigned  the  same 
to  Henry  P.  Chilton,  by  whom  the  payment  was  made.  Prior  to  the  foreclosure 
proceedings  a  plan  of  agreement  had  been  made  between  Henry  P.  Chilton,  A'rthur 
Reed,  and  George  R.  Evans,  which  provided  that  the  purchaser  at  the  foreclosure 
sale  should,  with  his  two  associates,  organise  a  new  corporation  to  be  known  as 
the  Equity  Ga»  Company,  with  a  capital  stock  of  $250,000  and  a  funded  debt  of 
$250,000,  which  stock  and  bonds  were  to  be  issued  by  the  company  in  consideration 
of  the  property  and  franchises  vested  in  it  On  May  22,  1896,  in  pursuance  of  this 
plan,  Henry  P.  Chilton  sold  the  property  which  he  had  purchased  at  the  foreclosure 
sale  to  the  Equity  Gas  Company,  which  company,  however,  did  not  file  its  certifi- 
cate of  incorporation  with  the  Secretary  of  State  until  May  29,  1896.  The  Brooklyn 
Union  Gas  Company  reports  that  it  obtained  possession  of  the  securities  of  this 
company  on  May  31,  1897. 

On  May  10,  1009,  the  Brooklyn  Union  petitioned  the  Commission  for  permission 
to  extinguish  the  corporate  existence  of  the  Equity  through  merger,  but  after  the 
first  hearing  withdrew  the  application  (C»se  No.  1107). 

Becuritiea  Issued. —  Capital  stock,  2,500  shares  of  a  par  value  of  $100  each, 
$250,000 ;  bonds,  $250,000 ;  Issued  July  1,  1896 ;  date  of  maturity,  January  1,  1916 ; 
Interest,  5  per  cent,  payable  January  and  July. 

Property  Oitned. — "  The  Equity  Gas  Company  owns  a  gas  plant  in  the  Borough 
of  Brooklyn,  situate  on  the  south  side  of  Maspeth  avenue,  and  the  west  side  of 
Porter  avenue,  in  the  Borough  of  Brooklyn,  City  of  New  York,  and  the  property  con- 
ilsts  of  a  carburetted  water  gas  manufacturing  plant  with  one  holder  of  a  capacity 
of  450,000  cubic  feet  This  plajit  is  in  the  possession  of  the  Brooklyn  Union  Gas 
Company  and  has  been  since  May,  1896.  The  Brooklyn  Union  Gas  Company  is 
manufacturing  gas  at  this  plant  [but  the  company's  report  shows  no  such  holder  in 
Qse].  The  ^uity  Gas  Company  owns  no  gas  mains  in  the  streets  and  gas  manu- 
factured at  the  plant  of  the  Equity  Gas  Company  is  distributed  by  The  Brooklyn 
Union  Gas  Company  through  the  mains  of  the  latter  company.  The  Equity  Gas 
Company  has  never  sold  any  gas  to  consumers ;  has  never  kept  any  books  of  account.*' 
Petition  for  merger  of  Equity  Gas  Company  by  The  Brooklyn  Union  Gas  Company, 
May  10,  1909.) 

The  gas  works  above  mentioned  have  a  24 -hour  capacity  of  2,100,000  cubic  feet  of 
gas  and  are  more  fully  described  in  the  report  of  The  Brooklyn  Union  Gas  Com- 
pany (see  Tables  I,  HI  and  TV).  The  original  cost  of  the  plant  has  not  been 
reported  to  the  Commission,  but  the  expenditures  made  thereon  by  The  Brooklyn 
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Union  Gas  Company  and  charged  to  its  fixed  capital  accouats  hftTe  been  reported 

as  follows : 

"  Fixed  Capital  December  81,  1008  '*  (no  changes  during  the  year) ....       $26,061 09 

Fixed  Capital  installed  since  December  31,  1008: 

Installed  1000-1015 $1,563  05 

Installed   In    1016    2,634  76 

.     4,108  71 

ToUl $30,250  80 


THE  BRUSH  ELECTRIC  ILLUMINATING  COMPANY  OP  NEW  YORK 

Lbssob 

HUtory. —  Incorporated  In  February,  1881,  and  obtained  its  franchise  from  the 
City  of  New  York  [on  May  3,  1881]. 

[The  company  is  not  operating.  In  an  agreement  dated  June  25,  1000,  It  tamed 
over  all  of  its  plant  to  the  New  York  Bdison  Co.,  which  plant  has  since  then  been 
sold  for  Junk.    The  company  has  no  apparatus  or  machinery  of  any  kind.]  * 

The  New  York  Edison  Co.  supplies  the  consumers  of  this  company  with  ^ectric 
current  under  an  operating  agreement  dated  May  2,  1004  [superseding  the  agr^ment 
dated  June  25,  1000]  amended  November  23,  1005,  and  renewed  for  10  years  from 
May  1.  1014. 

Sole  control  of  this  company  is  held  by  the  United  Electric  Light  and  Power  Co., 
through  ownership  of  Its  entire  capital  stock,  acquired  in  1802  [which  is  pledged 
to  Union  Trust  C<k,  trustee,  under  the  mortgage  of  United  Electric  Ught  and 
Power  Co.,  dated  June  15,  1804].^ 

Btockholders  and  Members. —  Total  noting  power  of  all  members,  0,090;  each 
holder  of  $100  par  value  having  one  vote.  Total  number  of  stockholders,  February 
28,  1016,  11,  all  resident  In  New  York  State.  Votes  cast  at  last  general  meeting, 
March  13,  1016,  0,080,  of  which  Lewis  B.  Gawtry  cast  0,040,  in  behalf  of  United 
Blectric  Light  and  Power  Co.,  Benjamin  Whiteley,  25 ;  L.  A.  Coleman,  6 ;  George 
M.  Moore,  5 ;  Henry  M.  Brundage,  5 ;  Geo.  H.  Church,  5 ;  Lewis  B.  Gawtry,  1 ; 
Frank  W.  Smith,  1 ;  each  in  behalf  of  himself. 

Impwrtant  Changes  During  the  Year, —  There  were  no  Important  changes  during 
the  year.     No  additional  franchises  or  rights  were  acquired. 

Balancb  Shskf 

December  31,  December  31,  ImereaMor 

1015  Assars  sma  1016  (D)  doeieaae 

$46,326  68  Cash  $13,788  21  D  $32,638  47 

864  27  Accounts    receivable   from    associated 

companies  «    4,761  37  3,807 10 

6,48173  Insurance  participation  certificates. ..  5,66154  60  81 

l,91t,0S9  h9  "Fixed  Capital  Dec.  31,  IOCS" 1,911,795  tH  D         £64  ti 

B,Z88  39  Fixed  capital  installed  since  1008 ....  8,288  59     

1,320,347  88             Total    fixed    capital 1,320,083  67  D         264  21 

$1,373,02056  Total    $1,344,184  70     D$28,83577 

LUBiLpriEs  sma 
$15,153  01     Taxes  accrued $547  21     D  $14,006  80 

275,000  00     Matured  funded  debt  unpaid  » 275,000  00  

76  00     Consumers'  deposits 76  00  

126,000  00    Accounts  payable  to  associated   com- 

panies« 00,000 00  D   85,000 00 

*  From  documents  filed  with  the  Commission. 

«In  1015,  due  from  United  Electric  Light  &  Power  Co.,  $750.  and  from  the  New 
York  Edison  Co.,  $114.27:  in  1016,  due  from  United  Electric  Light  k  Power  Go., 
$700.  and  from  the  New  York  Edison  Co..  $3,071.37. 

»  Guaranteed  by  the  United  Electric  Light  &  Power  Co. 

*  To  United  Electric  light  &  Power  Co.  interest,  6  per  cent. 
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BaIiAWCB  Sbbbt  —  Condtuidd 
Deaambflr  81*  Deoember  31,         InonsBe  or 

1916  LLABXLiTxaB  BIDS — Condud^  1910  (D) 


$1,469  31  Interest  accrued  on  unfunded  debt. . . -  D    $1,469  31 

164,664  42  Renewal  and  contingency  reserve $186,833  95           22,169  63 

6,481  73  Casualties  and  insurance  reserve 6,661 64                  69  81 

999,000  00  Common  stock    999,000  00     

titbit  91  Corporate  deficit tit  Jilt  91     


$1,378,020  66  Total    $1,344,184  79     D  $28,836  77 


Contingent  LiahiUUes. —  None. 
Assessed  valuation  for  1916  taxes : 

Real  property  outside  streets  and  public  places : 

Land $80,000 

Improvements :  80,000 

Real  property  (tangible  and  intangible)  in  streets 279,000 


■ 


"Fiwed  Capital^  December  SI,  1908/' — Withdrawn  during  the  year,  General  con- 
struction, $264.21.*  The  company  reports  the  balance  to  consist  of  the  following: 
Patents  and  charters,  $637,776.60 ;  general  construction,  $241,290.36 ;  machinery 
and  fixtures,  $238,617.60 ;  real  estate  and  buildings,  $138,067.07 ;  horses  and  wagons, 
$832.89 ;  ofllce  furniture,  $6,920.62;  city  pole  lines,  $149,400.74  ;  total,  $1,311,795.28. 
Fimed  OapUal  InetaUed  eince  December  SI,  1908. —  Land,  $165.55 ;  general  struc- 
tures, $8,182.84 ;  total,  $8,288.39.    No  change  during  year. 

Capital  Stock. —  Authorised  by  company,  10,000  shares  common  stock  of  &  par 
value  of  $1,000,000,  of  which  9,990  shares  were  issued  for  property  and  cash.  Divi- 
dends declared  or  paid  during  year,  none. 

Mortgage  Bonds  Matured.^ — First  mortgage  6  per  cent  bonds  were  authorized  to 
the  amount  of  $300,000,  of  which  276,000  were  issued  for  property  and  cash,  in 
1883,  maturing  in  1899.  Interest  is  booked  at  the  rate  of  6  per  cent  per  annum, 
payable  January  and  July ;  accrued  ehargp*  to  income  and  paid  during  year,  $16,600. 
Trustee,  Central  Trust  Company  of  New  York. 

Tames  Accrued. —  See  schedule  supporting  Income  Statement. 
Reaervee. —  Renewal  and  contingency  reserve  (established  January,  1908),  credit 
balance  at  beginning  of  year,  $164,664.42 ;  credits  during  year,  $22,169.63 ;  balance, 
December  31,  1916,  $186,833.95. 

Insurance  participation  reserve ;  credit  balance  at  beginning  of  year,  $6,481.73 ; 
credits  during  year,  $69.81 ;  credit  balance,  December  81,  1916,  $6,661.64. 

IMOOMB  StATBMSNT 

Net  amount        Increase  or 
Non-operating  revenue :  for  year         (D)  deoreaae 

Rent    ("Service   of   consumers"   by   New   York   Bdison 

Company)    $47,666  00     

Miscellaneous  rent  revenues 9,000  00     

Interest  revenues  (on  insurance  participation  certificates)  331 00  $168  84 

Total  non-operating  revenues $66,987  00  $168  34 

Non-operating  revenue  deductions :  * 

Salaries  of  general  officers $1,000  00  

Insurance    131 06  D  $6  66 

(Seneral  law  expenses 1,960  00  D  40  00 

Interest  expense   14  36  D  82149 

Hiscellaneous  non-operating  expenses 1,038  33  D  131 98 

Non-operating  taxes  8,756  91  1,049  89 

ToUl $12,899  64  $60  82 

Non-operating  income  $44,087  36  $117  62 

'Represents  8  subsidiary  connections  transferred  to  the  New  York  Bdison  Co. 
The  Company  has  remaining  approximately  988  subsidiary  connections. 

*  Guaranteed  by  the  United  Klectric  Light  and  Power  Co.  [and  owned  by  the  Con- 
lolidatcd  Gas  Co.]_ 

V  Corrected,  see  DepreoioHon. 
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Dedactloiis  from  Income :  for  year       (D)  deeraaae 

Interest  on-  matured  bonds $16,500  00     

Interest  on  loan  from  United  lElectrtc  Lu  ft  P.  Co 6,362  46     D  |1,137  54 

Total $22,862  46     D  $1,137  54 

Net  corporate  income $21,224  90         $1,255  06 

OORPORATB  DBTXCfT 

Deficit.  December  31,  1916 $212,822  91 

Appropriation  to  "  Renewal  and  contingency  "  reserve ' 22,169  53 

Adjustment;  interest  paid  New  York  Edison  Co.  on  old  city  lighting 

contract 425  19 

Total $235,417  63 

Balance  for  year  transferred  from  income $21,224  90 

Old  balance  found  in  deposit  with  New  York  Trust  Co 1,369  82 

22,594  72 

i . 

Deficit,  December  81,  1916, $212,82291 

Depreciation. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission  for 
electrical  companies  provides  that  operating  expenses  shall  Include  the  estimated 
amount  of  capital  consumed,  which  Is  defined  as  **  the  amount  estimated  to  be  neces- 
sary to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  ** 
during  the  fiscal  period  in  the  tangible  fixed  capital,  and  "  such  i>ortion  of  the  life  of 
intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be 
necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extra- 
ordinary casualties."  From  the  total  estimated  deterioration  during  the  period  there 
is  deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to 
the  account  "  General  amortisation  "  which  has  been  provided  in  operating  expenses. 
Amounts  charged  to  this  account  should  be  concurrently  credited  to  "Accrued 
Amortization  of  Capital,"  the  ofllclal  title  of  the  reserve  for  depreciation,  etc., 
against  which  is  chargeable  such  portion  of  the  matured  or  realised  depreciatioo  as 
has  accrued  since  the  establishment  of  the  reserve.  This  company  has  never  filed  a 
rule  of  depreciation  with  the  Commission.  It  charges  an  account  *' Amortisation  '* 
under  non-operating  revenue  deductions  and  concurrently  credits  "  Renewal  and 
Contingency  "  reserve.  The  charge  is  here  excluded  from  expenses  and  is  transferred 
to  Surplus  as  an  appropriation. 

Tawee 

Levied  and 

charged  to  Amount  Due  apd 

CLASS  or  TAX  income  paid  unpaid 

Lands $1,632  00  $1,632  00  

Improvements  on  lands 612  00  612  00  

Special  franchise 5,691 60  ■  20,697  40  

Gross  earnings,  state 284  10  284  10  

Federal  Income 536  21  •  236  21  


Total $8,755  91       $23,361  71 


MieceUaneoue  Rent  Revenuee. —  Four-story  and  basement  building,  208-210  Bllia- 
beth  street,  from  The  United  Electric  Light  &  Power  Company,  $9,000. 
Poles, —  Owned  at  close  of  year,  23  heavy  wood  and  15  iron. 

f  Corrected,  see  Depreciation, 

*  Taxes  from  1913  to  1916,  both  inclusive. 

•  For  year  1916. 
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Feeders  and  Mains. —  Underground,  151,883  feet ;  OTerhead,  3,000  feet  No  change 
during  year. 

Services, —  Underground,  at  beginning  of  year,  618 ;  removed  during  year,  2 ;  at 
close  of  year,  610 ;  average  length  30  feet ;  also  373  "  dead  **  services,  11,190  feet 

OJflc^rs. —  President  George  H.  Church;  Secretary,  Frank  W.  Smith;  Treasurer, 
Benjamin  Whlteley. 

Directors, —  George  H.  Church,  Benjamin  Whlteley,  Robert  A.  Carter,  George  B. 
Cortelyou,  W.  R.  Addicks,  Lewis  B.  Gawtry,  Frank  W.  Smith. 

Main  Bu^ness  Office, — 130  East  15th  street  New  York  City,  N.  Y. 

Report  verified  by  Benjamin  Whlteley,  Treasurer,  April  13,  1017. 


CENTRAL  UNION  GAS  COMPANY 

History. —  Incorporated  July  13,  1897,  under  the  Transportation  Corporations 
Law.    The  company  supplies  coal  and  water  gas  In  the  23d  ward  of  The  Bronx. 

Respondent  owns  7,600  shares  [out  of  a  total  of  15,000  shares]  of  capital  stock 
of  the  Northern  Union  Gas  Company.     (Bee  Miscellaneous  Investments,) 

The  entire  capital  stock  of  this  company,  with  the  exception  of  35  shares  [held  for 
the  purpose  of  qualifying  seven  directors],  was  acquired  March  11,  1898,  by  the  New 
Amsterdam  Gas  Company  [a  subsidiary  company  of  the  Consolidated  Gas  Company 
of  New  York]. 

Stockholders  and  Members, —  Total  voting  power  of  all  members,  35,000 ;  each 
holder  of  $100  par  value  of  stock  having  one  vote.  Number  of  votes  cast;  at  last 
general  meeting,  January  17,  1916,  35,000 ;  of  which  George  W.  Doane  cast  5  in 
behalf  of  himsejf  and  34,965  for  the  New  Amsterdam  Gas  Company,  and  of  which 
W.  H.  Bradley  cast  30  (5  in  behalf  of  himself  and  25  In  behalf  of  other  members). 

Important  Changes  during  the  Year, —  None.  No  additional  powers  or  franchlaeB 
were  acquired. 

BALANCIB  SHEET 

December  31,  December  31,         Inereaae  or 

1915  ASSBTB  sina  1916  (D)  deoreaae 

$1,252,624  22     Cash $163,230  95  D$l,089,393  27 

38,190  53     Accounts  receivable  from  City  of  New 

York  (for  gas) 14,638  71  D    23,560  82 

80,51610     Consumers'  accounts   receivable 80,164  70  D         35140 

65,529  61    Accounts    receivable    from    associated 

companies 81,202  65  15,672  94 

129,430  09     Other  accounts  receivable 133,405  62  3,975  53 

50  95     Interest  and  dividends  receivable 11,849  21  11,798  26 

1,950  00     Special  deposits  for  coupons 1,475  00  D         475  00 

Special  deposit  with  National  City  Co.  1,650,000  00  1,650,000  00 

1,629 10     Prepayments 15  26  D      1,513  86 

145,792  73     Materials  and  supplies 189,879  68  44,086  96 

255,100  00     Stocks  of  associated  companies 255,100  00     

70,741  88     Other  Investment  securities 74,850  68  4,108  80 

8,967,384  45     "Fixed  Capital,  Dec.  31,  1908 " 8,958,796  30  D      8,58816 

1,545,164  09     Fixed  capital  Installed  since  1908 1,627,921  81  82,757  72 

10,512,648  SJk         Total  fixed  capital   (without  deduc- 
tion of  depreciation) 10,586,718  11  HJ69  57 

1,160,000  00     Temporary  advances  to  associated  com- 
panies    1,110,000  00  D    60.000  00 

$13,714,012  75  Total $14,362,530  46       $638,617  71 

UABILITIES   SIDB 

$102,359  05     Taxes  accrued $128,527  55  $26,168  50 

186,287  63     Consumers'  deposits    190.801  68  4,514  05 

76,690  43     Accounts   payable  to  associated   com*' 

panics 88,290  60  11,600  07 
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C«Bti»l  Untoa  Om  Comftaj 

Bmumom  Sammt  —  Condudtd 

D«oember  81,  Deoember  31,  Increase  or 

1915                             hLABJunm  BiDB  —  Coudnded  1916  (D)  dwreAae 

9122.219  16     Miscellaneous  accounts  iMijable |123,241  02  ^1,021  86 

2,249  53     Interest  accrued  on  funded  debt 1,T74  53  D         475  00 

31,812  36     Interest  accrued  on  unfunded  debt. . .  39,203  34  7,390  !)S 

5,605  12     Other  unfunded  debt 5,060  33  D         544  79 

8,500.000  00     Mortgage  bonds    8,600,000  00     

55,000  00     Miscellaneous  funded  debt 55,000  00     

1,673,925  31     Reserve  for  "  Contingency  " »  1,704,613  82  130,588  51 

13,758  06     Reserve    for    renewals    and    replace- 
ments —  plant      withdrawn      from 

service. *  79,882  85  66,074  79 

128,922  39     Reserve   for  accrued   amortiiation   of 

capital   » 128,922  30     

77,781  58     Casualties  and  insurance  reserve 81,890  33  4,108  80 

8,600,000  00     Common  stock    3,500,000  00      

4,337,402  18     Corporate  surplus 4,725,472  12  388,069  94 


|1«,714,012  75  Total    $14,852,530  46       $638,517  71 


Oontinffent  Liabilities,—  None. 

Valuation  of  Property  for  Purposes  of  Tatfotian 

Cost  to  Same  — 

Valuatlop  as  of  June  30,  1916,  filed  by  respondent :            reprcduce  nej  present  value 

Real  property  outside  streets  and  public  places *  $6,171,462  64  $5,906,686  84 

Real  property  In  streets  —  tangible 1,898,297  65  1,398,297  63 

Intangible  property  exclusive  of  franchises 3,291,511  57 

Tangible  personal  property 1,903353  62  1,003,353  52 


Assessed  valuation  for  1916  taxes:  Bronx 

Ik^al  pre  perty  outside  streets  and  public  places  :  Borongh 

Land $776,600  00 

Improvements 1,873,900  00 

Real  property  (tangible  and  intangible)  in  streets 1,840,000  00 

Tangible  personal  property 800.000  00 


DBTAILS  of  ASSSTS  and  LlABILXTiaS 

"Fimed  Capital,  December  SI,  1908" 

Book  cost  Withdrawn  Book  eost 

Dec.  31,  1915  during  year  Deo.  31 1916 

Seal  estate,  property  rights,  franchise 

and  good  will $6,477,320  37  $6,477,320  37 

Buildings 381,369 10  381,369  10 

Alpparatus    1,171,538  76         $3,465  68  1,168,073  07 

Street  mains 614,917  73  614,917  73 

Services    91,906  33              886  43  91,019  90 

Meters    209,224  96           1,306  39  297,82956 

Cocks  and  connections 21,208  04              897  80  20,811 14 

Furniture  and  fixtures 39416  394  10 

Tools  and  implements 1,013  60              202  70  810  80 

Horses,  wagons  and  harness 1,936  75  1,936  75 

Automobiles  and  accessories 271 93  271 93 

Oas  stoves  on  rental 6,282  94          2,24116  4,04179 


Total    $8,967,38446         $8,58816      $8,968,79680 

^See  Depreciation,  page  398. 
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Central  Union  Gas  Company 
Wimed  Oanital  InttaUed  Mnce  Deoembw  SI,  1908 


TOIM  OF  ACOOmiT 

Land  occupied  by  gas  works 

Other  land   ...: 

General  stmctnreB 

General  equipment 

Works  and  station  structures 

Holders    

Furnaces,  boilers  and  accessories. . 

Steam  engines   

Miscellaneous  power   plant   equip- 
ment   

Benches  and  retorts 

Water  gas  sets  and  accessories. . . . 

Purification  apparatus   

Accessory  equipment  at  works..,. 

Trunk  lines  and  mains 

Gas  services 

Gas  meters  

Gas  engines  and  appliances 

Gas  tools  and  Implements 

Engineering  and  superintendence. 
Interest  during  construction 


XXnTAUiBD  DITBINO  TBAB 

, »    -  s 

Additions  and  Renewaleand 
betterments  replaoementa 


Retired  or 
withdrawn 
during  year 
(deducted) 


|1,83S  40 

4^03  66 

282  8S 


I67S  00 


3144 

1,168  31 

2,597  62 

e.138  13 

26,264  00 

85.735  26 

2,467  87 

7,400  10 

Cr.  1,36123 


227  55 


2,090  53 


Total 
oaah  oost  to 
Deo.  31,  1916 

$12,728  51 

113,086  12 

248,937  81 

25,229  42 

34,872  51 

87175 

11,211  83 

6,877  37 

2,171  08 

2,062  29 

445  49 

71,385  00 

47,657  85 

239,197  91 

94,805  29 

361,709  80 

338,453  13 

11,962  11 

7,400  10 

Cr.  2,643  56 


Total    $86,650  80     $3,898  08  $1,627,921 81 


EfmiptMHt  Retired  during  the  Year 


CLABB  OF   IQUIPMaNT  RSTIBflD 

Scrubbers  

Pumps  —  general 

Ammonlacal  liquor  tanks 

Gas  services 

Gas  meters  and  connections 

Gas  appliances 

General  equipment   

Tools  and  implements 


Total    

Plus  cost  of  dismantling  apparatus. 


Cost  of 

equipment 

retired 

$2,500  00 

150  00 

815  68 

885  43 

2,020  74 

2,241  15 

675  00 

3,193  28 

$12,481  23 


Amount  of 

salvage  oharited 

to  material 

$164  43 


193  56 


$.157  99 


Total  charged 


Amount 

charged  to 

renewals  and 

replacements 

$2,335  57 

150  00 

622  12 

885  43 

2,020  74 

2,241 15 

675  00 

3,193  23 

$12,123  24 
155  07 

$12,278  81 


Miecellaneoue  Inveetmente. —  Stocks  of  associated  companies,  held  free:  Capital 
stock.  Northern  Union  Gas  Co..  par  value,  $760,000 ;  money  cost  and  amount  at 
which  carried  on  books,  $250,000 ;  income  accrued  during  year,  none ;  capital  stock, 
Municipal  Lighting  Co.,  Inc.,  par  value,  $6,100 ;  money  cost  and  amount  at  which 
carried  on  books,  $5,100;  Income  accrued  during  year,  none. 

Other  Investment  securities  held  free:  Fire  Insurance  Participation  Certificates, 
par  value  and  amount  at  which  carried  on  books,  $74,850.68 ;  Income  accrued  during 
year,  $4,367.78. 

BiUa  and  Aooonnte  Receivable  from  Aaeodated  Companies. —  Temporary  advances : 
New  Amsterdam  Gas  Co.,  advances  during  year,  $100,000;  reimbursed  during  year, 
$150,000 ;  amount  owing  at  close  of  year,  $1,100,000 ;  Interest  accrued  and  received 
during  the  year,  rate,  6  per  cent,  $65,368.87;  Municipal  Lighting  Co.,  Inc., 
no  advances  or  reimbursements  during  year;  balance  at  close  of  year,  $10,000; 
interest  accrued  during  the  year,  $600 ;  received,  $600.18. 
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C«ntnd  UnloA  0«s  Compuy 

Accounts  recelyable :  Northern  Union  Gas  Co.,  $67,626.09 ;  Q>nfloUdated  Oas  Co., 
19,881.98 ;  A)Btoria  Light,  Heat  &  Power  Co.,  I3.8&5.04 ;  Westcheater  Lighting  Co., 
$228.76;  Standard  Gas  Light  Co.,  $91.23;  Municii»al  Lighting  Co.,  Inc..  *  $70.32; 
total.  $81,253.37. 

Miscellaneous  Aeoounte  Receivable. —  Lexington  Avenue  aubway  (contractors), 
$85,138.57;  miscellaneous,  $48,267.05;  total,  $133,405.62. 

Prepayments. —  Taxes,  $15.25. 


Materials  and  Supplies 

On  Cost  of  qpiantity 

hand  at        Average  cost  on  hand  at 

rrni                                         dose  of  year  per  unit  doee  of  year 

Bituminous  coal  (long  tons) 8,820.75  $3,399  $12,988  11 

Anthracite  steam  coal   (long  tons) 13.495J64  5.358  72.310  91 

Anthracite  gas  coal  (long  tons) 2,391.63  4.721  11.291 12 

Gas  oil  (gallons) 396,276  .0306  12.086  42 

Drip  oil   (gallons) 11,000                275  00 

Carbon   (lbs.)    197,728                1,977  28 

Iron  oxide    (bushels) 7,520                1.425  56 

Coke  and  breeze  (short  tons) 521.975         1,659  43 

Coal  gas  tar  (gallons) 31,324                861 41 

Water  gas  tar  (gallons) 40,395                807  90 

Sulphate  of  ammonia   (lbs.) 25,804                474  78 

Shavings   (bales)    514                151 55 

Gas     ranges     and     miscellaneous     appliances 

(number)     9,625               31.975  49 

Cast-iron  pipe  fittings   21,746  44 

Wrought-iron  pipe  and  fittings 5.141 67 

Materials  and  supplies,  station 14,706  61 

■  ' "  « 

Total    $189,879  68 


Securities 

PABTXCULAita    OF    STOCK    AND              Common        First  mori-  purchabs  MOiinT  mortgages 

FDNDBD  DBBT  stock  gage  bonds      * * 

Nominal  date  of  issue Aug.  16, 1897  May  28, 1901     May  18, 1904 

Date  of  maturity Aug.  16, 1927  Nov.  28, 1919     Nov.  18, 1919 

Interest  rate  and  dates 6%,  J.  &J.  5%.  J.  &D.      5%,M.  &N. 

Denominations    lshare  =  $100  $1,000 

Authorised  by  company $3, 500. 000            3. 500. 000  $20, 000  00          |S5. 000  00 

By  public  authority 3,500.000  3,500,000  

Actually  issued  prior  to  year.            3,500,000           3,500.000  20,00000            35,00009 

Cash    realized    "270.000  20,000  00            35,000  00 

Property   consideration    3,500,000  (»)  

Amount  actually  outstanding.            3,500,000           3,600,000  20,000  00            35,000  00 
Interest  nccrued  and  dividends 

declared     175,000  1,000  00              1.76000 

Interest  charged  to  income —             175,000  .         1,000  00              1.760  00 

Interest  and  dividends  paid 175,476  1,000  00              1,750  01 

Interest  and  dividends  not  due    , 91  S4                208  If 

Interest    and    dividends    ma- 
tured and  unpaid 1,475    

Trustees  under  mortgage Central  Trust  • 

Co. 


*  Includes  $50.82  shown  on  the  balance  sheet  under  Interest  and  dividends 
receivable. 

■  "  More  than  92  per  cent  of  the  respondent's  bonds  were  issued  dlrectlv  for  Its 
plant  nnd  property  and  securities  of  other  companies,  the  remainder  $250,000  were 
sold  for  cash  at  108,  producing  $270,000  and  the  proceeds  devoted  to  plant  and  prop- 
erty accounts." 
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Central  Union  Gas  Company 

Accounts  Oioing  to  Associated  Companies 

New  Amsterdam  Gas  Co $62,090  36       Northern  Union  Gas  Co |806  86 

Consolidated  Gas  Co 15,538  84  Astoria  Light,  Heat  &  Power 

Bast  River  Gas  Co 10,71414           Co 512  60 

Standard  Gas  Light  Co 7,418  96                                                           

Municipal  Lighting  Co.,  Inc.  1,209  24               Total    188,290  50 


Consumers'  Deposits. —  Balance  at  beginning  of  year,  |186,287.68 ;  added  during 
year,  |72,910 ;  refunded  daring  year,  168,395.95;  balance  at  close  of  year.  $190.- 
801.68 ;  interest  accrued  during  year,  $9,735.37 ;  paid  daring  year,  $9,193.69.  For 
number  of  deposits,  see  Table  XL. 

Miscellaneous  Accounts  Payable. —  Coal  bills,  $22,164.50  ;  gas  oil  bills,  $42,001.41 ; 
due  on  account,  20-cent  rebates,  $29,189.75;  miscellaneous,  $29,885.36;  total, 
$123,241.02. 

Tatees  Accrued. —  See  schedule  supporting  Income  Statement. 

Other  Unfunded  Debt. —  Wages  accrued,  $984.50 ;  suspense  items  representing  bills 
not  yet  in  hand,  $4,075.83 ;  total,  $6,060.33. 

Reserves 

Credit  balance  Credits  dur-    Debits  dur-     Credit  balance 
Dec.  31.  1915       ins  year  ing  year        Dec.  31.  1916 

Contingency^    11,573,926  31       |130,688  61    11.704,613  82 

Renewals      and      replacements  — 

plant  withdrawn  from  service «  13,768  06  78,353  10        |12.278  31  79.832  85 

Accrued  amortization  of  capital ^  128.922  38 *128,922  39 

Employees'  insurance  7,089  66    7.039  65 

Fire  insurance  parttcipatlon 70,74188           4,108  80    74,850  68 


INCOME    STATEMENT 

« 

Rate  or 

M  cu.  ft.            average  Net  amount  Increase  or  * 

Operating  revenues  —  sales  of  gas  :          delivered             price  for  year  (D)  decrease 

Municipal  street  lighting 1, 041.8                $0.76  $781  35  D  |15. 502  88 

Lighting  municipal  buildings...             9.840.2                    .75  7,380  12  D        273  36 

Prepaid  gas   766.759.9                    .80  613.407  91  22.279  49 

Commercial  metered  lighting...       1,834.128.2                    .80  1,467,296  64  20.542  02 

Ccmmissions  on  others' gas 8,799  32  1.633  94 


2,6U.T70.1  12.097,665  84         $28,679  21 


Miscellaneous  revenues  :  Rent  of  gas  appliances,  $166,945.67 ; 
gas  merchandise  and  Jobbing  revenue,  ^  $10,886.44  ;  Joint  gas 
rent  revenue,  *  $74,288.29 ;  interest  on  bank  balances,  $24,- 
463.01;  on  insurance  participation  certificates,  $4,367.78; 
other  interest,  $46.31;  rents,  $5,544.41 286.641  91  23.481  83 

Total  operating  revenues $2,384.207  25        $52,110  54 


Cen*8  per 
Operating  expenses :  M  ou.  ft.* 

Gas   making  labor 2.89        $88.475  25    D  $10,591  83 

Boiler  fuel  2.03  62.087  43  9,!)51  77 

Gas  coal  and  coke  under  retorts 6.10        156,13187    D  146.071  22 

«  See  Depreciation,  page  398. 

*  Represents  excess  of  estimated  repairs  over  cost  of  actual  repairs  during  years 
1909  to  1914,  inclusive.  See  Depreciation  regarding  company's  procedure  and  its 
failure  to  make  proper  entries  in  respect  of  this  account. 

*  Some  of  the  1915  figures  with  which  comparison  is  here  made  have  been  reclassi- 
fied by  the  company. 

^  Receipts  from  sale  of  merchandise  and  from  Jobbing,  $200,279.61 ;  less  cost  of 
materials  sold.  $189,393.17. 

*  See  Joint  facilities. 

*  The  ratios  for  net  cost  of  gns  in  holder  and  preceding  items  are  based  on  3,059.204 
M  cu.  ft.  madi>;  those  for  total  production  expenses  and  following  itemb  on  2,611,770 
M  en.  ft.  sold  to  the  public. 
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Ontial  Union  Gns  Compuiy 

IKCOHB  Statbmbnt — Vimeluded 

Cento  per        Net  amottnt      Inc 

M  cu.  ft.  for  jrear        (D)decr< 

Generator  fuel  5.96  $182.277  68  155.762  83 

Gas   oil    U.68  354.39128  60.398  73 

Other  suppllea  and  expenses 1.63  49.809  72  8.176  22 

Repairs  at  works 2.52  76.985  59  12.646  39 

Total  works  expense 31.71       $970.158  82    D  $25,127  U 

Legs  residuals  produced 6.75    7r.20G.481  61    D   97,357  06 

Net  cost  of  gas  in  holder 24.96       $763.677  21     »$72,229  97 

Deduct   charses   to   Northern   Union   Gas  Co. : 

For  gas  made »  44ff.7»  iS  4i,9SS  » 

For  carrying  charges  on  New  Amsterdam  Gas 

Co.'s  manufacturing  plant »7X.48»«i  10.564  6 

Add  charges  by  New  Amsterdam  Gas  Co. :  For 

gas  made  »»367.76216  32,616  41 

For  carrying  charges  on  New  Amsterdam  Gas 
Co.*s  manufacturing  plant  >*186.G6970  24,339  70 

Total  production  expenses 30.24  $789,863  83  $69.665  67 

Use  of  distribution  system 7.13  »1S6,33262  63.40106 

Distribution  expenses  8.66  i«  223.456  61  11.177  11 

Municipal   street   lighting .01  216  17  .        684  42 

Commercial  administration  4.62  117.937  92  4,697 10 

Promotion  of  business 2.19  57.097  16  4,378  91 

General  expenses   (excluding  depreciation) 4.28  111.844  89  D     6,872  82 

Total  of  foregoing 56.93    $1,486.738  20       $146.93135 

Benewals   and   replacements  — plant    withdrawn 
from  sery ice  (reserved )>* 3.00  78,353  10  973  93 

Total   (Including  amortization)'* 69.93    $1,565.06130       $147,905  27 

Uncollectible  revenues   .11  2,935  18    D     3.719  SO 

Tax  accruals  5.O0     *«130.570a6  35,679*9 

Total  of  expenses,  taxes,  etc 66.04    $1,698.596  74       $179,886  76 

Operating  income  applicable  to  corporate  property $685,610  51    D$127.765  23 

Non-operating  income:  Interest  on  special  deposit  with 
National  City  Company  (rate  3H  per  cent),  $11,798.39;  on 
advances  to  New  Amsterdam  Gas  Ck).,  $65,368.87;  on  ad- 
vances to  the  Municipal  Lighting  Co.,  $600  ;  total.  $77,767.26 ; 
. /MS,  non-operating  taxes,  $3,033.79 74,733  47  18,907  22 

Gross  corporate  Income $760,843  98    D$106.848  00 

Deductions  from  gross  income :     Interest  on  funded  debt, 

$177,750;    on    consumers'    deposits,    $9,735.37;    on    unpaid 

taxes,"  $6,849  JO  194,334  67    D     2,676  S9 

Net  corporate  income  (corrected)" $566.009  31    D$106,17161 

*•  Constituent  items  shown  above  were  computed  by  the  Oureaa  of  Statistics  and 
Accounts. 

"flee  Intercompany  Purchases,  Sales,  etc. 

"  See  Joint  facilites. 

"Includes  $3,168.98  for  rents  which  the  company  states  will  hereafter  be  reported 
ill  the  income  account  as  Miscellaneous  rents. 

"*  ^iP*®xj  <^<>™P*°y  makes  no  charge  to  the  operating  expense  account.  "  General 
amortisation.  Instead  It  hos  Included  In  operating  expenses  an  unauthoriRe.1 
account,  "Renewals  and  replacements  —  plant  withdrawn  from  servlc****  for  which 
concurrent  credit  is  made  to  "  Renewals  and  replacements — plant  withdrawn  from 
service"  reserve.     See  Depreciation,  page  308. 

"See  note  23. 

"  [The  company  reports  a  net  corporate  income  for  the  year  of  $428.254.26 ;  see 
note  lo.j 
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Cenixal  Union  Gas  Company 

C  ApproprlattoDfl  of  net  corporate  fticome :    "  ODOtingency  *'  reserve.  1130,588.51 ;  to 
employees  for  **  faithful  and  efficient  seryices/'  $7,166.54.    See  Corporate  Surplus,]  ^ 

coBPOBATn  SURPLUS  Amount 

Surplus,  December  SI,  1915 $4,337,402  18 

Balance  for  year  transferred  from  Income  (corrected) 566,009  31 

Refund  of  Pennsylvania  State  tax  on  coal 836  86 

Final   payment  of  interest  from   Qty  of  New  York  on  municipal 

lighting  bUls    6,816  90 

FV>r  reversal  of  charges  for  manufacturing  plant  capacity  of  the  New 
Amsterdam  Gas  Co.,  together  with  the  use  of  distributing  system  for 

the  last  quarter  of  1915 42,729  9» 

For  reversal  of  charges  for  use  of  distributing  system  and  Kingsbrldge 
bolder  owned  by  the  Consolidated  Gas  Co.  for  the  last  quarter  of 

1915 43,242  84 

For  reversal  of  charges  for  use  of  distributing  system  owned  by  the 

Standard  Gas  Ught  Co.  for  the  last  quarter  of  1915 1,900  00 

For  the  Northern  Union  Gas  Co.'s  portion  of  the  charges  for  manufac- 
turing plant  capacity  of  the  New  Amsterdam  Gas  Co.,  together  with 

tbe  use  of  distributing  system  for  the  last  quarter  of  1915 30,058  18 

For  the  Northern  Union  Gas  Co.*s  portion  of  the  charges  for  the  use  of 
distributing  system  owned  by  the  Consolidated  Gas  Co.,  for  the  last 

quarter  of  1915 16,806  82 

For  the  Northern  Union  Gas  Co.'s  portion  of  the  charges  for  the  use  of 
distributing  system,  owned  by  the  Standard  Gas  Light  Co.  for  the 
last  quarter  of  1916 868  41 

Total 16,044,160  99 

Appropriation  to  "  contingency  "  reserve ^  |180,588  51 

Appropriation  to   employes  for  faithful   and   efficient 

service" 7.166  64 

Amount  deducted  by  the  City  of  New  Yorlc  under  com- 
promise  agreement  in  settlement  of  gas  bills,  etc.,  for 
the  period  from  1902  to  1909. 26,931  07 

For  manufacturing  plant  capacity  of  the  New  Amster- 
dam Gas  Co.,  together  with  use  of  distributing  system 
for  the  last  quarter  of  1915 78,174  72 

For  use  of  distributing  system  and  Kingsbridge  holder 
owned  by  the  Consolidated  Gas  Co.  for  the  last  quarter 
of  1916   41,108  76 

For  use  of  distributing  system  owned  by  the  Standard 

Gas  light  Co.,  for  the  last  quarter  of  1915 932  17 

For  reversal  of  the  Northern  Union  Gas  Co.*s  portion  of 
the  charges  for  the  manufacturing  plant  capacity  of 
the  New  Amsterdam  Gas  Co.,  together  with  the  use 
of  distributing  system  for  the  last  quarter  of  1915 . . .         16,429  68 

For  reversal  of  tbe  Northern  Union  Gas  Co.*s  portion  of 
the  charges  for  use  of  distributing  system  and  Kings- 
bridge  holder  owned  by  the  Consolidated  Gas  Co.,  for 
the  last  quarter  of  1915 ^ 16.626  87 

For  reversal  of  the  Northern  Union  Gas  Co.'s  portion  of 
the  charges  for  the  use  of  distributing  system  owned 
by  the  Standard  Gas  Light  Co.,  for  the  last  quarter  of 
1916 780  66 

Total  deductions   318,688  87 

Surplus,  December  31,  1916 $4,725,472  12 


"  [Appropriations  for  "  Contingency  '*  and  "  To  employees  for  faithful  and 
efficient  service  "  reported  by  the  company  as  deductions  from  gross  income  are  here 
transferred  to  corporate  surplus  in  conformity  with  the  accounting  classification 
prescribed  by  the  Commission,  and  net  corporate  income  corrected  accordingly.  See 
Depreciation,  page  898. 

^  See  note  18. 
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Municipal  Street  Lighting. — 120  Welsbach  lamps,  part  of  the  year;  3V(  ca.  ft.  of 
gas  per  lamp  hour  on  schedule  of  3,060  lamp  hours  per  year:  total  consumption, 
1,041,800  cu.  ft ;  amount  of  revenue,  1781.35.  These  lamps  were  dlscontinaed  prior 
to  the  close  of  the  year. 

Intercompany  Purchaaea,  Bales,  ete.^  —  Ges  made  for  Northern  Union  Gas  Co.: 
M  cu.  ft.  delivered,  1,817,520.4  at  average  price  of  26.98  cents  per  M  cu.  ft.,  $445.- 
756.43,  plus  commission  of  10  per  cent,  |44,575.54 ;  total.  |490,330.07.  Gas  received 
from  New  Amsterdam  Gas  Co. :  M  cu.  ft.  delivered,  1,613,376,  at  average  i«1ce  of  26 
cents  per  M  cu.  ft.,  1357,762.16,  plus  commission  of  10  per  cent,  $36,776.22 ;  totaL 
$393,638.38. 

Joint  FaeUities  and  Arrangements. **^  —  Charges  to  Northern  Union  Gas  Co.: 
Carrying  charges  on  New  Amsterdam  Gas  Co.'s  manufacturing  plant,  $71,489.81, 
credited  to  operating  expenses ;  carrying  charges  on  Central  Union  Gas  Co.*8  manu> 
facturing  plant,  $74,289.29,  credited  to  operating  revenues;  for  use  of  the  dla* 
trlbuting  systems  of  the  Consolidated  Gas  Co.,  New  Amsterdam  Gas  Co.,  Bast  River 
Gas  Co.  and  Standard  Gas  Light  Co.,  $113,868.80,  credited  to  distribution  operating 
expenses. 

Credited  to  Consolidated  Gas  Co.:  For  use  of  distributing  system  and  Kings- 
bridge  holder,  $168,924.36,  charged  to  distribution  operating  expenses.  Credited  to 
New  Amsterdam  Gas  Co. :  For  carrying  charges  on  that  company's  manufacturing 
plant,  $185,659.70,  charged  to  operating  expenses.  Credited  to  East  River  Gas  Co. : 
For  use  of  distributing  system,  $127,648.42,  charged  to  distribution  operating  ex- 
penses. Credited  to  4^tandard  Gas  light  Co.:  For  use  of  distributing  system. 
$3,728.66,  charged  to  distribution  operating  expenses. 

Sale  of  Residuals  and  By-products.—  See  Table  IX. 

Operat%ng  Bwpenses. —  For  details,  see  Table  XXXT-B. 

Depreciation. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission 
for  gas  companies  provides  that  operating  expenses  shall  include  the  estimated 
amount  of  capital  consumed,  which  is  defined  as  *'  the  amount  estimated  to  be  neces- 
sary to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued 
during  the  fiscal  period  in  the  tangible  fixed  capital,  and  such  portion  of  the  life 
of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be 
necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraor- 
dinary casualties."  From  the  total  estimated  deterioration  during  the  period  there 
Is  deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to 
the  account  "  General  amortization  "  which  has  been  provided  in  operating  expenses. 
Amounts  charged  to  this  account  should  be  concurrently  credited  to  "Accrued 
Amortization  of  Capital,"  the  oiflcial  title  of  the  reserve  for  depreciation,  etc  against 
which  is  chargeable  such  portion  of  the  matured  or  realized  depreciation  as  has 
accrued  since  the  establishment  of  the  reserve.  Under  date  of  March  1,  1909,  this 
company  filed  with  the  Commission  a  rule  of  depreciation  which  provides  for  a 
charge  to  "  General  Amortization  —  Gas "  and  concurrent  credit  to  ''Accrued 
Amortization  of  Capital "  of  18.17  cents  per  M  cu.  ft.  of  gas  sold.  The  company's 
procedure,  however,  is  In  accordance  neither  with  this  rule  nor  with  the  requirements 
of  the  accounting  order.  It  charges  an  account  "  Renewals  and  replacements  —  plant 
withdrawn  from  service "  with  3  cents  per  M  cu.  ft.  of  gas  sold ;  also  charges  an 
account  "  Contingency  "  with  5  cents  per  M  cu.  ft.  of  gas  sold.  Capital  retirements 
are  charged  to  the  reserve  "  Renewals  and  replacements  —  plant  withdrawn  from 
service"  instead  of  to  the  prescribed  reserve  "Accrued  amortization  of  capital.'* 
The  balances  in  the  company's  reserve  "Accrued  amortization  of  capital "  represents 
merely  the  excess  of  the  cost  of  actual  repairs  over  the  estimated  repairs  for  ttac 
years  1909  to  1914,  inclusive.  The  company  has  discontinued  making  any  charges  or 
credits  to  this  reserve. 

^  "  The  volume  of  gas  delivered  to  the  Northern  Union  Gas  Co.  is  computed  upon 
the  indexed  quantities  at  the  consumers'  meters.  The  quantity  of  gas  received  from 
the  New  Amsterdam  Gas  Co.  is  determined  by  the  quantity  manufactured  by  us  and 
our  sales  to  the  Northern  Union  Gas  Co.  and  our  own  consumers.  The  point  of 
deliverv  is  not  known." 

'^  [The  accounting  rules  prescribed  by  the  Commission  define  a  joint  facility  as  any 
plant  or  equipment  maintained  and  (or)  operated  by  one  corporation  for  the  com- 
mon benefit  of  itself  and  another  or  otner«i  under  an  arrangement  for  sharing  the 
expense,  taxes,  etc..  on  the  basis  of  the  relative  amounts  of  benefit  to  the  several 
participants.  This  company  does  not  report  any  segregation  of  rents  received  or 
paid  into  the  constituent  elements  of  expense,  taxes  and  profit.] 
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F'ollowlng  the  decision  of  the  Commission  in  May,  1916,  to  subpoena  the  books  of 
account  of  certain  electric  corporations  for  the  purpose  of  Inquiring  into  tHelr  con- 
formance with  the  accounting  rules  prescribed  by  the  Commission,  various  gas  and 
electric  companies  asked  to  be  heard  on  their  applications  for  modification  of  the 
mles,  including  that  on  depreciation  (General  Amortisation).  Informal  conferences 
bave  l>een  In  progress,  report  of  which  may  be  found  in  the  Reports  of  Decisions, 
advance  sheets  for  March  and  June,  1917. 

Tamea 

Amount  Charged  Amount  Due  and 

CLASS  or  TAX  of  lovy  to  income  paid  unpaid" 

I^nds   116,228  85  |16,228  85  116,228  85     

ImproTements  on  lands 28,714  61  28,714  51  28,714  51     

Bpecial  franchise 38,456  00  38,456  00  23,792  77  |48,837  56 

Mains,  pipes  and  connections  »  18,810  00  18,810  00     68,490  00 

Personal  property   6,270  00  6,270  00  6,270  00     

Gross   earnings  —  State    12,589  54  12,589  54  •«  25,935  46     

F«ederal  corporation    9,501  36  9,501  36  5,356  71     


Total  operating 1130,570  26     1130,570  26     1 106,298  30     1117,327  55 


Gross  earnings  —  State 12  589  54         12.589  54      *•  26,935  46 

Federal  Income  » 1,137  26  1,137  26  1,137  25 

Federal  corporation 1,555  35  1,555  35  (**) 


Total  operating  and  non- 
operating     13,033  79         $3,033  79         |1,137  25 


Total   of   operating  and   non- 
operating  1133,604  05     $133,604  05     |107,435  56     $117,327  66 


Uncolleetihle  BilU. —  Number  of  uncollectible  accounts,  2,860 ;  amount.  $12,239.86. 
Deposits  applied  thereto :  number,  2,147 ;  amount,  $7,944.04 ;  interest  on  deposits 
applied,  $488.90 ;  recoveries,  $871.74 ;  net  amount  charged  to  uncollectible  bills, 
$2,935.18.  Amount  of  uncollectible  bills  on  which  above  2,147  deposits  were  held, 
$10,061.24. 

Rent  Charge%. —  Space  at  173rd  street  and  West  Farms  road.  Northern  Union  Gas 
Co.,  $900 ;  space  at  111th  street  and  First  avenue,  Standard  Gas  Light  Co..  $260.06 ; 
rspace  in  building  at  140th  street  and  Third  avenue,  $1,999.92;  total.  $3,168.98 
dliarged  to  distribution  expenses  but  hereafter  to  be  reported  as  rent  deductions. 

MISCELLANEOUS    INFORMATION 

Works  and  Holders. —  Water  gas  sets,  6 ;  total  24-hour  capacity,  8,000  M  cu.  ft. 
(See  Table  II.)  Coal  gas  plants,  20  benches  of  171  retorts;  total  24-hour  capacity, 
3.500  M  cu.  ft.  (See  Table  I.)  Gas  holders,  6;  total  capacity,  8,581  M  cu.  ft. 
(See  Table  IV.)     For  auxiliary  works  apparatus,  see  Table  III. 

Mo'Ms, —  No  transmission  pipe  lines.  Distribution  pipe  line  at  close  of  year, 
length  in  feet,  840.098  (exclusive  of  3,511  feet  temporarily  disused)  ;  laid  within  the 
year,  1,164;  abandoned,  none;  net  increase  during  year,  1,164.     (See  Table  T.) 

»  Exclusive  of  accrued  interest  of  $7,425.70  on  special  franchise  tax  and  $8,881.44 
on  tax  on  mains,  pipes  and  connections. 

"  [From  information  furnished  by  the  City  Department  of  Taxes  and  Assessments, 
It  appears  that  this  tax  is  alternative  to  the  special  franchise  tax  and  that  the 
respondents'  liability  on  account  of  It  is  only  nominal.  It  is  the  practice  of  the 
Central  Union  Gas  Company  to  charge  against  income  the  total  levy  for  mains,  pipes 
and  connections,  as  well  as  the  maximum  interest  penalty  (7  per  cent  per  annum), 
although  in  fact  this  tax  will  never  have  to  be  paid.  When  settlement  with  the  city 
is  mode  in  respect  of  the  special  franchise  tax,  this  duplicate  tax  is  canceled.  See. 
for  settlement  made  in  1915,  Corporate  Surplus,  page  486.  v.  Ill,  of  this  Commis- 
sion's Report  for  1915.] 

••For  1915  and  1916. 

"Tax  on  bond  interest  of  security  holders  assumed  by  the  respondent,  which  In 
accordance  with  the  form  of  report  should  bave  been  charged  to  other  contractual 
deductions  from  gross  income. 

**  Included  In  operating  tuxes. 
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Services. —  Number  available  at  close  of  year,  15^1 ;  added  during  year,  163 ; 
removed  or  abandoned,  77 ;  net  increase,  86.     (See  Table  TI.) 

Meters. —  Number  of  consumers*  meters  in  use  at  dose  of  year  (ezclndins  2.584 
set  but  locked  or  cut  out),  106,858;  Increase  during  year,  4,092;  number  owned  at 
close  of  year,  111,243;  bought,  8,337;  retired,  332;  net  increase,  3.005.  (See 
Tables  VII  and  VIII.) 

QoB  Made,  Bought  and  Sold  {ou.  ft.)  .-^  On  hand  at  flrst  of  year,  7,576,000 ;  made 
during  year,  coal  gas,  483,059,000;  water  gas,  2,576,145,000;  purchased,  1,513,375,- 
000 ;  total  avaUable,  4,580,155,000 ;  supplied  to  other  companies,  1,817,529,400 ;  sold 
to  public,  2,611,770,100;  used  by  respondent,  4,951,900;  on  hand  at  close  of  year, 
7,576,000 ;  unaccounted  for,  138,327,600. 

Materials  and  Residuals. —  Gas  oil  is  delivered  under  the  terms  of  a  contract  made 
by  the  Consolidated  Gas  Co.  Under  its  provisions  there  was  received  during  the 
year,  11,738,730  gallons  at  3.05  cents.  (For  details  of  materials  consumed,  see 
Table  IX.) 

Accidents. —  See  Tables  XXV-XXIX. 

Employees  and  Wages. —  Number  of  salaried  officers,  8 ;  total  compensation  daring 
year,  $10,400.  Number  of  all  other  employees,  second  week  in  December,  full-time, 
518 ;  part  time,  38 ;  total  compensation  paid  to  officers  and  employees  during  year, 
1480,432.58.     (See  Tables  XXX-XXXIV.) 

Officers. —  President,  William  H.  Bradley ;  Vice-President  and  Secretary,  Louis  H. 
Werner;  Assistant  Secretary,  Chas.  G.  Dulfy ;  Treasurer,  Philip  J.  Schneldw; 
Assistant  Treasurer  and  Superintendent  of  Distribution,  Arthur  H.  Hall. 

Directors. —  Nicholas  F.  Brady,  George  B.  Cortelyou,  J.  W.  Sterling,  William 
Rockefeller,  R.  A.  Carter.  G.  W.  Doane,  William  H.  Bradley. 

Main  Business  Office. —  529  Courtland  avenue.  The  Bronx,  New  York  City. 

Report  verified  by  Philip  J.  Schneider,  Treasurer,  April  10,  1917. 


CONSOLIDATED  GAS  COMPAlffT  OF  NEW  YORK 

History. —  Organized  November  10,  1884,  under  chapter  367  of  the  Laws  of  1884, 
through  the  consolidation  of  the  following  companies :  Manhattan  Gas  Light  Com- 
pany, New  York  Gas  Light  Company,  Metropolitan  Gas  Light  Company,  Knicker- 
bocker Gas  Light  Company,  Harlem  Gas  Light  Company  and  Municipal  Gas  Light 
Company.  Since  the  date  of  its  organization,  the  company  has  supplied  gas  In  the 
Borough  of  Manhattan  and  claims  the  right  to  operate  in  the  Borouf^  of  The 
Bronx.    It  supplies  both  coal  and  water  gas. 

The  company  controls  directly  through  title  to  all  or  to  a  majority  of  the  stock  the 
following  public  utility  companies: 

Astoria  Light,  Heat  and  Power  Company. 

New  Amsterdam  Gas  Company. 

New  York  Edison  Company. 

New  York  Mutual  Gas  Light  Company. 

New  York  and  Queens  Electric  Light  and  Power  Company. 

New  York  and  Queens  Gas  Company. 

Standard  Gas  Light  Company. 

United  Electric  Light  and  Power  Company. 

Westchester  Lighting  Company  (Public  Service  Commission,  Second  District). 
It  also  controls  through  stock  ownership  the  — 

Municipal  Lighting  Company,  Inc. 

National  Coke  and  Coal  Company.     (See  Miscellaneous  Investments.) 

[The  company  also  indirectly  controls  other  corporations  (among  which  arc  the 
Centra]  Union  Gas  Company,  Northern  Union  Gas  Company,  and  Consolidated  Tele- 
graph and  Electrical  Subway  Company)  as  shown  in  an  addendum  to  this  abstract.] 

Stockholders  and  Members. —  Total  voting  power  of  all  members,  998,165;  ea«h 
holder  of  $100  par  value  of  stock  having  one  vote.  Total'number  of  stockholders, 
November  10,  1016,  6,303,  of  whom  4,759,  controU'ng  892,901  votes,  were  residents 
of  New  York  State.  Votes  cnst  at  last  general  meeting,  January  24,  1916,  695,960; 
voters  casting  highest  seven  numbers  of  votes :  George  B.  Cortelyou,  687,038 
(74,786  In  behalf  of  corporate  members  and  612.252  In  behalf  of  other  members) ; 
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Jacob  B.  Bamberger,  4,255  (2,000  In  behalf  of  himself  and  2,256  in  behalf  of  other 
members)  ;  Leopold  Beyer,  1,150 ;  Bmma  B.  Johnson,  950 ;  Charles  de  Behme, 
710 ;  C.  8.  Henry,  500 ;  and  Richard  Gough,  250,  in  behalf  of  themselves. 

[According  to  the  1008  report  the  ten  principal  stockholders  on  December  31, 
1908,  were:  Mutual  Life  Insurance  Company,  15,000  shares;  William  C.  Rockwell, 
13,400 ;  Anthony  N.  Brady,  9,666 ;  Henry  J.  Cammann,  9,500 ;  J.  M.  Amory  &  Son, 
7,800 ;  Pearl  &  Company,  7,100 ;  Bdey,  Brown  &  Sanderson,  6,700 ;  David  G.  Leggett, 
0,267 ;  Hugh  J.  Grant,  6,065 ;  Home  Insurance  Company,  6,000.] 

iM^portant  Changes  during  the  Year. —  No  additional  powers  or  franchises  were 
acqulTjed.  Mo  extensions  of  system  or  plant  have  been  made,  excepting  such  as  are 
reflected  under  DetctHU  of  Bapenditurea  for  Property.  Five-year  6  per  cent  con- 
vertible debentures,  of  a  par  value  of  |125,  were  issued  June  1,  1916,  for  cash. 
Free  investments  were  increased  by  $400,000  in  real  estate  bonds  and  mortgages 
and  $24,644.57  in  insurance  participation  certificates. 

C.  G.  M.  Thomas  was  elected  Treasurer,  January  27,  1916. 


BALANCS  SHEET 

81,  Deoember  81,  Increase  or 

1915                                                      jjuans  smx  1916  (D)  decrease 

$2,127,624  99     Cash $2,511,699  96  $384,074  97 

Bills  receivable  —  time 15,000  00  15,000  00 

348,419  01     Accounts  receivable  from  City  of  New 

York  (for  gas) 171,000  81  D  177,418  20 

663,176  30     Consumers'  accounts  receivable 723,386  93  70,210  63 

885,981 53     Accounts    receivable   from    associated 

companies   869,220  84  D    16,760  69 

^542,970  94     Other  accounts  receivable 435,370  42  D  107,600  52 

1,620,725  26     Interest  and  dividends  receivable*...  1,654,169  85  33,444  59 

>  1,110,186  00     Special   deposits    3,150,000  00  2,039,814  00 

996,081  29     Materials  and  supplies 985,085  75  D    10,995  54 

01,274,885  47     Miscellaneous   investments    91,699,530  04  424,644  57 

42,756,141  70     "  Fixed  Capital,  Dec.  31,  1908  " 41,965,729  52  D  790,412  18 

11,620,007  63     Fixed  capital  installed  since  1908 12,095,103  68  466,096  05 

64,S86J49SS            Total  fixed  capital    (without  de- 
duction of  depreciation) 5^,060,8SS  20  D  St4,S16  IS 

18,526,500  00    Temporary     advances     to     associated 

companies 18,551,500  00  25,000  00 

9,784  34     Unamortised  debt  discount  and  expense  7,350  42  D      2,383  92 

392,11140     Other  suspense    339,902  91  D    52,208  49 

1172,373,554  86             Total $174,674,051 13  $2,300,496  27 

LIABIUTmS   SIDB 

$976,114  21     Taxes  accrued  •   $1,222,142  92  $246,028  71 

985,883  00     Consumers'  deposits   1,008,211 88  22,828  88 

444,047  67    Accounts  payable  to  associated  com- 
panies    485,873  30  41,825  63 

772,067  53     Miscellaneous  accounts  payable 814,100  62  42,042  00 

248.461  22     Interest  accrued  on  funded  debt 248,462  48  1  26 

202,538  61     Interest  accrued  on  unfunded  debt*..  255,93100  53,302  39 

159,095  67     Other  unfunded  debt 210,737  23  51,64156 

24,846,122  50     Miscellaneous  funded  debt 24,846.247  50  125  00 

JKeserves  i 

18,018,878  23         Premiums  on  stocks 13,918,878  23     

32,518  76         Premiums  on  bonds D    32,518  76 


'An  Item  of  $1,000,000,  shown  under  other  accounts  receivable  in  1915,  Is  this  year 
shown  under  special  deposits. 

'  Includes  associated  company  items  of  $1,588,644.38  in  1915  and  $1,584,519.02  In 
1916.    For  details  of  1916  figure,  see  footnote  15  qd  page  406. 

*  See  note  87,  page  418. 
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CoBsolidatod  Om  Company  of  New  Toik 

BAUOfCB  BHBvr  —  Condudad 

81,                                                                                  Deoember  31,  InereMe  or 

1915  Rbnbbvbs  — C<me2udedLiABXLiTU8  BXDB— Cofielv^iad          1916  (D)  deeroMe 

110,142,349  95         Contingency  *    110.957,106  28  $814,756  33 

945,488  88         Accrued  amortization  * 945,488  88     

76,933  29        Renewals  and  replacements  —  plant 

withdrawn  from  service  * 11,202  06  D    65,731  23 

797,818  54         Casualties  and  insurance  reserves. .         822,463  11  24,644  57 

99,816,500  00     Common  stock   99.816,500  00     

18.008,736  80     Corporate  surplus 19,110,696  64  1,101,959  84 

$172,373,554  86             Total    $174,674.05113  $2,300,496  27 


Oontinffent  LiabUiUea. — ^"The  following  bonds  are  guaranteed  by  this  company, 
both  as  to  principal  and  interest :  Westchester  Lighting  Co.,  first  mortgage  5'b.  due 
1950 ;  authorised  issue,  $10,000,000 ;  outstanding,  $8,488,000 ;  New  York  and  West- 
chester Lighting  Co.,  general  mortgage  H  to  4  per  cent,  due  2004 ;  authorised  and 
outstanding.  $10,000,000;  New  York  and  Westchester  Lighting  Co.,  debenture  5'e, 
due  1954 ;  authorised  and  outstanding,  $2,500.000 ;  New  York  and  Suburban  Gas 
Co.,  first  mortgage  5'8,  due  1949;  outstanding,  $252,000;  Hudson  River  Gas  and 
Electric  Co.,  first  mortgage  5*s.  due  1929;  outstanding,  $250,000;  White  Plains 
lighting  Co..  first  mortgage  5*s,  due  1938 ;  outstanding,  $335,000.*' 

Vdluation  of  Property  for  Purposes  of  TameUion 

—  ,     ^.  ,  ,  Cost  to  Same  — 

valuation  as  of  June  80.  1916,  filed  by  respondent :       reproduce  new        present  value 

Real  property  outside  streets  and  public  places  » $35,858,707  35  $34,753,719  35 

Real  property  in  streets  —  tangible  " 12,167,366  81    12.167.866  81 

Intangible  property,  excluding  franchises 118,315,752  04 

Tangible  personal  property 9.916,467  55      9.916,467  55 

Assessed  valuation  for  1916  taxes :  Borough  of  Borough  of 

Real  property  outside  streets  and  public  places  :  *  Manhattan  the  Bronx 

Land $10,498,000  00  $264,500  00 

Improvements 11,146,900  00         800,000  00 

Real  property  (tangible  and  Intangible)  in  streets. . .    12,741,000  00  1.196.000  00 


DbTAILS  of  ASSITS  AMD  DBBIT  BALANCBS 

"Fiwed  Capital,  December  SI,  1^08" 


Book  cost 
Dec.  31,  1015 
Real  estate $9,220,298  29 

P^*"^* 13,685,968  95 

Street  mains    7,629,094  87 

Services 1,026,868  37 

Franchises  and  rights 7,781,000  00 

Meters 3,117,763  64 


Cocks  and  connections 

Tools  and  implements 

Office  furniture  and  fixtures 
Horses,  wagons  and  harness 
Scows , 

Automobiles  and  accessories 
Gas  stoves,  rented 


150,863  43 
13,958  51 
10,377  97 

8,017  66 
15,821  20 

5,676  85 
95,431  96 


Book  cost 
Dec.  31. 1916 

$8,980,173  19 

13.253,545  61 

7,623,528  27 

998.669  37 

7,781.000  00 

3,086,665  54 

135.579  98 

12,562  66 

, 10,377  97 

6,405  82     Of.   ■3.88766 

15,821 20 

6,67685 

29,015  37  65,516  59 


Withdrawn 
during  year 

$240,125  10 

432,423  34 

5,566  60 

28,199  00 

31.098  10 

15,283  50 

1,395  85 


^**^ $42,756,141  70     $790,412  18    $41,965,729  52 

IS^  ^^Pr^cidtion,  page  422. 


VtK*  *^**™P'*°y  ?0.472,027.87.  ^   "' "  '^ "  ~ 

to  •  niyS  cSS?aYl28tol7^^«w«  i?r"i^i**°,f^.^»*'^y'  transferring  this  ei«dit  balance 
vi»  vii^i^ai  4n8timed  since  Dec.  31,  md,^  in  9^r  ^^17  account*," 


Abstsaots  of  Company  Eetubns  4:03 

Coniolidated  0*8  Company  of  New  York 

Fime4  Capital  Installed  since  December  SI,  1908 

XNBTALLiD  DURiNQ  TSiiB       Retired  or 

withdrawn  Total 


AdditioDA  and  Renewals  and    during  year  cash  cost  to 

•mvm  ow  AC0017MT                    betterments  replacements       (deducted)  Dec.  31, 1916 

occupied  by  gas  works 120,360  00 

Ldiiid    occupied  by  outside  holder 

stations $10,683  70     |13,762  10  365,873  02 

Otber  land    2,466  24     934,33119 

General  structures    102,623  13     950  00  •2,713,625  61 

fSeneral  equipment 55,513  23     23,864  89  738,971  82 

^nrorks  and  station  structures 10,726  93     1,152  00  •  600,274  31 

Holders 688,874  64 

B^irnaces,  boilers  and  accessories.          189  94     206  32  » 73,425  18 

Steam  engines   322  32     41,053  08 

Miscellaneous  power  plant  equip- 
ment          1,368  02     2,219  47 

Water  gas  sets  and  accessories 20,382  74 

Purification  apparatus 38,419  62 

Accessory  equipment  at  works. . .       2,573  11     525  00  ><>  229,033  08 

Trunk  lines  and  mains 48,697  12     3,337,284  94 

Gas  services 29,894  49     222,571 36 

Gas  meters   108,533  36     522  39  614,997  98 

Gas  engines  and  appliances 224,73177     1,103,893  48 

Gas  tools  and  implements 8,898  80     1,578  82  14,209  30 

Gas  laboratory  equipment 2,103  87     1,327  24  11,306  14 

Other  tangible  gas  capital 31,453  56     189,883  81 

Bn^neeiing  and  superintendence     43,535  66     ^^  163,999  76  *  148,043  17 

Interest  during  construction Cr.  5,339  68     Cr.    8,930  26 


Total $673,974  57     |207,878  52  |12,095,103  68 


Details   of   Ezpbnditurbs  fob  Pbopebtt 
Land  Devoted  to  Oas  Operations 

AsaeMments  and  improvements 113,148  94 

General  Structures 

Geiferal  oiBce  building 117,570  50 

General  oiBce  building,  easterly  extension 43,743  82 

57th  street  building 38,222  45 

Garage  building,  224-6-8  West  65th  street 935  63 

Blevator  engine,  West  159th  street 1,452  28 

Minor  projects 698  45 

Total . .' $102,623  13 

Otneral  Equipment 

Automobiles  and  accessories |9,409  31 

Tools  and  Implements  (less  works  and  laboratory) 22,455  25 

Pnrniture  and  fixtures  (less  works) 23,550  87 

General  stable  equipment 97  80 

Total 155,513  23 


*A  transfer  of  $2,861.14  has  been  made  by  the  company  from  Bngineering  and 
superintendence,  $244.57  to  General  structures  and  $2,726.57  to  Works  and  station 
structures. 

>*A  transfer  of  $1,755.45  has  been  made  by  the  company  from  Furnaces,  boilers 
and  accessories  to  Accessory  equipment  at  works. 

^  Represents  Amomtts  billed  affiliated  gas  companies  for  services  rendered  for  their 
account. 
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CooBoliidAted  Oas  Company  of  Now  York  * 
Works  and  Station  Struetures 

2l8t  street  —  Cast  Iron  sewer,  20th  street  stable,  $840.63 ;  minor  pro- 
jects, 1401.46 $1,242  09 

65th  street  —  Governor  house  contents,  gallery  stairs  and  rails,  1035.46  ; 

minor  projects,  $187.11 1,122  57 

East  132d  street  testing  station 7,450  00 

Minor  projects 912  27 

Total $10,726  93 

Power  Plant  Equipment 

99th  street  station  —  Locomotive  crane  boiler $645  03 

Minor  projects 722  99 

Total    $1,368  02 

Accessory  Bquipment  at  Works 

14th  street  —  Betort  house  contents  conn $633  51 

42d  street  —  Electric  drive  for  coal  hoist 736  65 

Minor  projects 1,202  95 

Totol $2,673  11 

Other  Property 

Street  mains $48,697  12 

Services 29,894  49 

Meters    108,533  36 

Gas  engines  and  appliances 224.731  77 

Gas  tools  and  implements  (works) 3,898  80 

Laboratory  equipment  (tools  and  Implements) .' 2,103  87 

Other  tangible  gas  capital  —  cocks  and  connections,  $31,130.23;  fur- 
niture and  fixtures   (works),  $323.33 31,453  56 

Engineering  and  superintendence 43,535  66 

Interest  during  construction Cr   5,339  6$ 

Minor  projects 612  26 

Total  expenditures  for  property $673,974  57 


Bquipment  Retired  dur'Mg  the  Tear 


CXASfl  OF  XQinPlfBNT 

BmimD 

Boilers 

Steam  separators  

Turbine  blower  

Elevator,    engines,    motors 

and  belt  

Tank  yard  wall 

Coal  yard   

Paving,  sewers,  etc 

8-in.  pipe-cutting  machine. 

Exhausters 

Cocks  and  connections 

Furniture   and   fixtures.... 
General  stable  equipment.. 

Autos  and  accessories 

Tools  and  implements 

Valve  house  and  contents.. 
Pumps  —  general 


Num- 

bei'  of 

units 

retired 

4 

1 
1 


1 
2 


Cost  of 

equipment 

retired 

$8,462  76 

226  00 

206  32 

950  00 

2,000  00 

3,500  00 

G10  41 

900  00 

7,m  00 

16,283  50 
5,562  88 
7.704  97 
3,363  09 

17,941  18 

2,200  00 

60  00 


Cost  of 

dis- 
mantling 

$34  19 

14  56 


Salvage 

chargedto 

material 

and  other 

accounts 


Chargedto 
Recoveries    renewals 
from  other      and  re- 
companies  plaoement? 

$8,49696 

23956 

$6  15  20117 


1,409  81 


533  86 


950  00 


7.B20ft 


$900  00 


86  71 

3,748  20 

6,562  88 

3,060  50 

880  00 

249  04 


40  00 


7,448  15 
11,635  3»^ 

4,644  t7 

2,473  09 

17,692  14 

2,200  6» 

20  0& 
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Consolidated  Oas  Company  of  Now  York 
WqHipment  ReHted  during  the  Year  —  Concluded 


or  ■QuiPMBirr 

RBTXRBD 


Num- 
ber of 
units 
retired 


Stable   bnUding  1 

Holders 6 

Street   mains,  feet 11,660 

Gas  services  2,140 

Gas  meters  4.353 

Gas  appliances  4,135 

Upper      section     of     steel 

stacks    1 

Battery    hoist  1 

Skylisbts  and  ventilators..       

Coal   handling  apparatus..      


Cost  of 

equipment 

retired 

111.890  17 

896,000  00 

6,566  60 

28,199  00 

31,620  49 

29.915  37 

100  00 
367  00 
785  00 
300  00 


Salvage 
charged  to 

material  Recoveries 

and  other  from  other 

aooounta   companies 

»$11,89017 

S668  04    3,100  00 

154966    


Cost  of 
dis- 
mantling 


946  99 


378  68 

5  00 

60  00 


236  00 


Charged  to 
renewab 
and  re- 
placements 


393,568  04 

6.017  04 

28,199  00 

30.674  60 

29,916  37 

478  68 
136  00 
845  00 
300  00 


Total 


1580,713  74      18,104  14     |1,685  56    |29,Er77  64  |562,564  68 


MiseeUaneoiu  Invesimenls  » 


NAMM  OF  xsacmfo  coMPAirr  akx> 
axcuarrr  or  or  othsr  things 
IK  WHICH  nnrasTMSMT  is  mads 


In9etbneniM  in  anoeiaUd  eompaniea 
Afitoria  L.,  H.  A  P.  Co.: 

Capital  Btook 

SO-year  first  mortgage  bonds,  due 
1964;  5i  per  cent  payable  April 

and  October 

Bruah  Electric  Illumimiting  Co.: 

l^year  first  mortgage  bonds  due 
1890;  6  per  cent  payable  Jan- 
uary and  July 

Municipal  T lighting  Co.,  Inc.: 

Capital  stock 

New  York  Mutual  Qas  Ught  Co.: 

Capital  stock 

New  Amsterdam  Gas  Co.: 

Preferred  stock 

P!ref erred  scrip 

Conomon  stocK , . . . 

Common  scrip 

Bond  scrip 

New  York  Ediaon  Co.: 

Capital  stock 

National  Coke  and  Coal  Co.: 

Capital  stock 

New  York  and  Queens  Gas  Co.: 

Capital  stock ., 

N.  Y.  &  Queens  Elect.  L.  A  P.  Co  : 

Preferred  stodc 

Common  stock 

Standard  Gsa  light  Co.: 

Ptefeiied  stock 

Common  stock 

United  Electric  li^t  and  Power  Co. : 

Preferred  stock 

Preferred  scrip 

Common  stock 

Common  scrip 

90-year  first  mort^^ie  bonds  due 
1024,  5  per  cent  payable  Jan- 
uary and  July 

Notes  at  6  per  cent 

Interest  on  notes 

Loans  at  6  per  cent 


Par  value  of 

amount 

held 


Date  of 
acqui- 
sition 


$10,000,000  00  1899-1914 
6.000.000 


275,000 

43,800 

1,886.200 

8,991,300 

175 

12,164.200 

392 

860 

65,943.400 

50.000 

600,000 

797,300 
1,010.000 

4,096.100 
4.796.200 

1,641,800 

88 

3.664.000 

145 


4,818,000 

962,479 

1,518 

50.000 


00 

00 

00 

00 

00 
00 
00 
50 
00 

00 

00 

00 

00 
00 

00 
00 

00 
03 
00 

71 


00 
67 
65 
00 


1914 

1901 

1916 

1899-1905 


Various 
datee 


1901-1914 

1901 

1913 

1913-1914 
1913-1914 

1900-1905 
1900-1905 

1900-1905 
1900-1905 
1900-1905 
1900-1905 


1900-1908 
1903 
1903 
19Jv 


Amount  at 

which  carried 

on  books  *^ 


$10,000,000  00 
5.000,000  00 

275.000  00 

43,800  00 

5,703.290  65 

4,814,606  03 

39.105,309  63 

50,000  00 

390,106  00 


} 


603,859  86 
552.525  88 

14,587,495  23 


9,452,063  48 


Income 

accrued 

during  year 


$600,000  00 
275.000  00 

16,500  00 

169.758  00 


4.616.038  00 
7.500  00 

31,892  00 


245,766  00 
143,886  00 


240,900  00 
57.748  80 

"siooo  66 


^  From  New  York  Edison  Co. 

^^Wot  Bat«8  18  and  14  see  follo^ving  p.tRc. 
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Consolidated  0«s  Company  of  New  Tock 
MisoeUaneou9  InvettmenUiM  —  Concluded 


NAldB  or  I8BUINO  COMPANY  AND 
BBCimiTT  OR  or  OTHBB  THINOa 
Df    WHICH    iKVBSrMSNT    IB    MADB 


Par  value  of 

amount 

held 


Date  of 

acQui- 

sition 


Amount  at 

which  carried 

on  books** 


Income 

accrued 

during 


InvettmerUt  in  astoeiated  companies 
—Concluded 
Westchester  Lighting  Co. : 

Preferred  stock 

Common  stock 

N.  Y.  and  Westchester  Tjgii»itig  Co  : 
100-year  general  mortgagebondst 
due  2004 ;  (  to  4  i>er  cent,  pay- 
able January  and  July 

Other  Jnve^menU 
Chemists'  Building  Co.: 

Capital  stock 

Real  estate  bonds  and  mortgages. . . . 
Fire    insurance     participation     cer- 
tificates  

Total 


$2,500,000  00 
10,000,000  00 


7.000  00 


2.600  00 
600.000  00 

513.462  26 


1904 
1904 


1905 


1911 
1910-1916 


$5,449  02 


2.500  00 
600.000  00 

513.462  26 


$280  00 


21.244  45 
30,068  40 


$140,395,921  82 


$91,099,530  04 


$6,459,581  65 


BilU  and  AocounU  Reee^abls  from  AMooiated  Oompaniet 


Advances  to  aeaoclated  companies : 

New  York  Edison  Co 

Westchester  Lighting  Co 

United  Electric  Light  and  Power 
Co 


Advanced      Reimbursed 
during  year    during  year 


Astoria  Light,  Heat  and  Power 

Co I200.O0O0O     1200.000  00 

Municipal  Lighting  Co.,  Inc 

New  York  and  Queens  Gas  Co...         25,000  00    

New  York  and  Queens  Electric 

light  and  Power  Co 


Amount  at 
close  of  year 

13,500.000  00 
2,515.000  00 

8.326.000  00 

1.600.000  00 

86.500  00 

175.000  00 

2.450.000  00 


Interest 

accrued 

during  year 

$210.000  00 
156,  OSS  98 

507.82S00 

94.624  00 

6.190  00 

1O.104  65 

147.000  00 


Total  1226,00000     $200.00000    $18,651.600  00     $1,130.086  13 


Securities  of  the  New  Amsterdam  Qas  Company :  ^^ 

Par  value  of  securities  issued  therefor *3»'^''3.600  00 

Cash 1.041.008  03 

Book  value I $4,814,608  03 

Securities  of  the  New  York  Edison  Company :  ^ 

Par  value  of  securities  issued  therefor $16,517,200  00 

Proportionate  part  of  undistributed  surplus  earnings  of  the 
Edison  Electric  Illuminating  Company  and  the  New  York  Gas 
and  Electric  Light,  Heat  and  Power  Company,  which,  at  the 
formation  of  the  New  York  Edison  Company  in  May  1901. 
was  represented  in  the  securities  of  that  company  received  by 

this  company  in  lieu  of  the  securities  theretofore  held 2.684.519  63 

Qish 20,903,650  00 

Book  value $39,105.369  63 


Real  estate  bond  and  mortgage : 

Accepted  in  part  payment  of  real  estate  sold. 

Fire  insurance  participation  certificates < 


$HOO.000  00 
$513,462  26 


»»A11  held  free  at  the  end  of  the  year. 

>^The  book  value  as  shown,  $91,699,580.04,  is  the  "cash"  cost  of  the  securities 
listed,  with  the  following  exceptions : 

>*  There  was  also  included  under  Interest  and  dividends  receivable,  the  following 
from  assoclnted  companies:  United  .Electric  Light  and  Power  Co.,  $1,387,251.10; 
Astoria  Light,  Heat  and  Power  Co.,  $76,602.46:  N.  Y.  Mutual  Gas  Light  Co., 
$76,488.90 :  N.  Y.  Edison  Co.,  $17,786.88;  Westchester  Lighting  Cb..  $12,994.16: 
N.  Y.  and  Queens  Electric  IJpht  and  Power  Co.,  $12,450.82 ;  N.  Y.  and  Queens  Gas 
Co.,  $889.34;  Municipal  LJirhtlng  Co..  $439.59;  N  Y.  and  Westchester,  $140;  Insur 
ance  fund  investment,   $516.67;  total,   $1,584,529.02. 
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Consolidated  Oas  Congaay  of  Now  Toik 
BiUs  and  Aeoountt  Rweivable  from  Associated  Oompamies  —  Concluded 


Current     accounts     receiyable 
from  associated  companies : 

SUndard  Gas  Light  Co $38, 383  43 

N.  Y.  Mutual  Gas  Light  Co..  21,041  82 

New  Amsterdam  Gas  Co 28.613  89 

Central  Union  Gas  Co 28. 278  43 

Northern  Union  Gas  Co 5,639  41 

Westchester  Llgb ting  Co 92, 648  68 

National  Coke  and  Coal  Co..  2,990  31 

Mozdclpal  Lighting  Co 1,482  85 

New  Tork  Edison  Co 16, 120  55 

Bast  River  Gas  Co.  of  L.  I. 

City  118,68196 

Northern  Westchester  Light- 
ing Co 4,295  61 


PeeksklU  Ughtlng  and  Rail- 
road Co $8174 

New  York  and  Queens  Gas  Co.      1, 300  56 

United  Blectrlc  Light  and 
Power  Co 3,756  61 

N.  Y.  and  Queens  Electric 
Light  and  Power  Co 80  53 

Astoria  Light,  Heat  and 
Power  Co 9,353  29 

Consolidated  Telegraph  and 
Electrical  Subway  Co 1,72128 


Total $369,220  84 


Miscellaneous  Accounts  Receivable. —  Employee's  fund,  186,926.86 ;  Insurance  fund, 
$27,650.83  ;  Tarrytown  Improvement  Corporation,  $154,048.04 ;  subway  contractors, 
$100,885.11;  sales  of  residues,  $11,652.24;  other  accounts,  $54,207.34;  total, 
$435,370.42. 

Special  Deposits. —  Deposited  with  the  State  Industrial  Commission,  A%  per  cent 
corporate  stock  of  the  City  of  New  York  of  the  par  value  of  $100,000;  certificate 
of  deposit  of  the  Irving  National  Bank,  $50,000 ;  special  deposit  with  the  National 
City  Co.,  $3,000,000 ;  total,  $3,150,000. 

Materials  and  Supplies 

Units  on  Cost  of  quantity 

hand  at        Average  post     on  hand  at 
Ran  dose  of  year 

Bituminous  coal   (long  tons) 23,020 

Anthracite  steam  coal  (long  tons) 953 

Generator  fuel  (long  tons) 44,019 

Gas  oil  (gallons) 1,649,210 

Iron  oxide    (bushels) 10,140 

Coke  (tons)  56 

Coal  gas  tar  (gallons)   12,898 

Water  gas  tar  (gaUons) 390,428 

Iron  borings  and  red  ore  (pounds) 11,103 

Drip  oil  (gallons)    58,633 

Ammonlacal  liquor   (pounds) 9,848 

Cast  and  wrought  Iron  pipe  and  fittings 

Gas  appliances 21,116 

Sundry  supplies  for  gas  making 

Repair  stock  at  stations 

Automobile  repair  stock 

Stationery  stock 

Q.  O.  building  stock 

Main  stock   

Total 


per  unit 

close  of  year 

$3.51 

$80,867  76 

3.05 

2,909  10 

5.10 

224,505  99 

.03035 

50,066  16 

.19 

1,960  18 

3.34 

186  81 

.027 

354  69 

.02 

7,808  56 

.0063 

70  22 

.025 

1,443  27 

.019 

183  83 

95,665  30 

204.846  79 

3,717  55 

92,602  64 

8,892  68 

10,109  87 

1,912  03 

197,982  32 

$985,085  75 

. 

Suspense. —  Condemnation  proceedings,  14th  street,  $12,560.24 ;  44th  street, 
^88,438.62 ;  subway  construction,  $230,335.93 ;  miscellaneous  Items  to  be  adjusted 
Jn  1917,  $8,568.12 ;  total,  $339,902.91. 

Vnamortized  Debt  Discount  and  Expense. —  On  five  year  convertible  6  per  cent 
debentures  of  a  par  value  of  $24,846,247.50;  charged  to  income  during  the  year, 
^2.383.92 ;  unamortlsed  balance  at  close  of  year,  $7,350.42. 
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Coniolidatod  Ou  Conpiay  of  New  Ymk 

DbTAILS    or   LlABXLITIBS   AND   CEBDIT    BAI<ANCB8 

890uriU€8  » 

Common 
PAancuLABS  or  stock  and  rasvuD  dcbt  atock 

Nomina]  date  of  issue 

Date  of  mataiity 

Interest,  rate  and  dates 

Denominations   1  share  =  $100 

Authorised  by  compsny $125,000»000  00 

By  public  authority "  125,000,000  00 

Only  nominally  issued : 

Held  free 

Actually  Issued 99,816,500  00 

Issued  prior  to  year 99,816,500  00 

Cash   realised   89,198,018  28 

Property  consideration 74,537,860  00 

Actually  issued  during  year 

Cash  realised 

Actually  outstanding   99,816,600  00 

Interest  accrued  and  dividends  declared...  6,987,156  00 

Interest  charged  to  income 

Interest  and  dividends  paid 6,987,156  00 

Interest  and  dividends  not  due 

Market  price :  highest,  lowest,  last  sale 144%,  129%.  181^ 


debentimei 

Feb.  1,  191» 

Feb.  1,  1920 

6%F.&M.,A.*N. 

$500  and  $1,000 

25.000,000  00 

»  25,000,000  00 

153,752  50 
24,846,247  50 
24346,122  50 
24,846,12250 


•125  00 

125  00 

24,846,247  50 

1,490,771  85 

1,490,771  85 

1,490,780  50 

248,462  48 

127,  120,  123 


to 


Accounts  payaJ>te 
Consolidated  Telegraph  and 

Electrical  Subway  Co $11  08 

Standard  Qas  Light  Co 42, 617  15 

Central  Union  Gas  Co 989  64 

New  Amsterdam  Gas  Co 2,632  11 

Municipal  Lighting  Co 6,678  78 

N.  Y.  Mutual  Gas  Ught  Co..  23.477  44 

New  York  Edison  Co 6,837  40 

United    Electric    Light    and 

Power  Co 279  IS 


astociated   companies 

Northern  Union  Gas  Co $20  24 

Astoria     Light,     Heat     and 

Power  Co 393.206  72 

Bast  Biver  Gas  Co.  of  L.  I. 

City  7.544S5 

National  Coke  and  Coal  Co..       1,080  04 
Westchester  Lighting  Co 500  00 


Total  $485,87180 


Oontumors'  Deposits. — ^At  beginning  of  year,  $985,883 ;  added  during  year,  $398,* 
071.50 ;  refunded  by  cash  in  whole  or  in  part,  $828,873.05 ;  by  credits  to  consomers* 
accounts.  $46,860.57 ;  balance  at  close  of  year,  $1,008,211.88 ;  interest  accmed  doi^ 
Ing  year,  $44,368.48  ;  interest  paid,  $41,689.01.    For  number  of  deposits  see  Table  XL. 

Miscellaneous  Accounts  Payable, —  Due  consumers  under  80  cent  gas  act  (20  cent 
rebates),  $430,760.59;  construction  W.  67th  street  building,  $17,295.78;  gas  appU- 
ances,  $44,737.57;  coal  bills,  $26,220.32;  meters,  $10,685.38;  oil  bUls,  $111,133.17; 
Employees  Mutual  Aid  Society,  $86,926.86;  other  accounts,  $86,349.95;  total, 
$814,100.62. 

Tames  Accrued. —  See  schedule  supporting  Income  Statement 

Other  Unfunded  Debt. —  Wages  accrued,  $57,800.23;  notes  accrned,  $2,412; 
matured  convertible  debentures,  $525 ;  liability  insurance  trustees,  $100,000 ; 
Merchants  Refrigerating  Co.  deposit,  $50,000 ;  total.  $210,737.23. 

"  There  are  $525  of  6  per  cent  convertible  matured  debentures  included  under  Other 
Unfunded  Debt. 

"  [  So  reported  by  the  company.  In  addition  to  the  amount  actually  issued  only  the 
amount  necessair  to  redeem  the  convertible  debentures  outstanding  as  of  December 
31.  1915.  $24,846,122.60,  was  properly  Issuable  without  furth^  auUiorlsation  of  the 
Commission.] 

^  [Of  this  tmount,  $153,752.50  is  reported  by  the  company  aa  "  authorised  but 
not  yet  actually  Issued."  The  authorisation  to  issue  these  securities  as  w^  as  that 
of  the  $125  issued  during  the  year,  lapsed  on  June  80,  1915,  as  proYlded  in  the  order 
of  the  Commission  in  Case  1823.] 

>*Bee  note  18. 
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OMMoBtetod  Om  Oompuiy  ol  Hew  Toifc 

A0t0roM 

Credit  bftlanoe  Credits  dur-       DebitB  dur-  Credit  balanoe 

Deo.  31.  1016     ing  year             ing  year  Dec.  31.  1916 

Premium  on  stocks  113,918.878  28    $18,918,878  23 

Premiums  on  bonds 32.618  76    332.618  76    

Continsency*  10.142,349  95     $814.766  83    10.967,106  28 

Renewals    and    replacements  — 

plant  withdrawn  from  8erYice«>        76.*933  29       488.863  80      » 664.586  03  11,202  06 

Insurance  fund,  general 271.390  17    271,390  17 

S*ire  Insurance  participation 488.817  69        24,644  67    613.462  26 

Smployees'  insurance  37.61068    37,610  68 

Accrued  amortization *> 946,488  88    "946.483  88 


INCOME    STATBMBNT 

M  eu.  ft.          Rate  or  Net  amount  Inorease  or 

delivered     average  price  for  year  (D)  decrease* 
Operating  revenues  —  sales  of  gas : 

Municipal   street   llgbting 23.368              $0.76  $17.522  10  D    $67.606  04 

ILdghting  municipal  buildings...            130.819                  .76  98.114  18  27182 

Prepaid   gas    2,696.060                  .80  2.071.619  21  86,876  67 

Commercial  metered  lighting...       13.644.886                  .80  10,836.466  83  471.20184 

Commission  on  others'  gas 6.149  20  D       8.762  34 


Total  sales  16.296,127  $13,028.87162        $491,092  86 


Miflcellaneons  revenues : 

Bent  of  gas  appliances 617.308  67  37,842  26 

Gas  merchandise  and  Jobbing  revenue m  ^^^  375  93  30, 606  13 

Joint  gas  rent  revenue *219.780  74  16,320  12 

Other  miscellaneous  gas  revenue "188.61609  49.366  06 


ToUl    $1,086,976  43         $134,133  57 


Total  operating  revenues  $14,116.847  96        $626,226  42 


Cents  per 
Operating  expeneee:  M'cu.  {t.> 

Qas  making  labor  1.98  $138,010  07  D   $46.006  10 

Boiler  fnel   1.87  133.766  99  38.172  77 

Gas  eoal  .07  6.237  37  D    179.784  40 

Generator  fuel  6.99  500,488  27  146,498  61 

Water  gas  oil 12.46  892.64027  203.388  37 

Coal  gas  enrlcber  ; 334  48  D      9.639  60 

Other  supplies  and  expenses 2.98  213.368  38  19,306  78 

Repairs  at  works  1.96  140,829  36  D     16.216  76 


Total  works  expense  28.26     $2,024,664  19        $155,718  68 

I^eM  residuals  produced  2.60   Cr.179,00666    D     83.306  94 


Net  cost  of  gas  in  holder 26.76     $1,846,668  64        $239,026  6^ 

"  See  Depreotation,  page  412. 

*>  Consists  of  charges  on  account  of  fixed  capital  withdrawn  from  service,  $549,- 
450.54:  materials  and  supplies  retired,  $2,030.35;  cost  of  dismantling  buildings  and 
apparatus,  $3,104.14. 

**  Represents  excess  of  estimated  cost  over  actual  cost  of  repairs  during  the  years 
1909  to  1914  inclusive.  ^  ,     _.«  ^ 

*■  Some  of  the  1915  flgnres  with  which  comparison  is  here  made  have  been  reclassifled 
by  the  company. 

**  Receipts  from  sale  of  merchandise  and  from  Jobbing,  $297.053.05 ;  lest  cost  of 
materials  sold,  $235,677.12.  ^       .,  ,-«  ,o« 

*  The  ratios  for  net  cost  of  gas  in  holder  and  preceding  items  are  based  on  7,103,18^ 
H.  en.  ft  of  gas  made ;  total  production  expenses  and  succeeding  items  on  16.295.127 
H.  cu.  ft.  solo. 
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CoBMlidated  Om»  OMnpuy  at  New  Tork 
iNooicK  Statsmbnt  —  Concluded 

CentB  per       Net  amount      Increafle  or 
Operating  expenses  —  Concluded:  M  eu.  ft."  for  year      (D)  decrease* 

Deduct  cost  of  gas  made  for  associated  com- 
panies at  21.S5C.  average, Cr.f61.m96    D    I87.B23  43 

Add  gas  purchased  from  associated  com- 
panies at  44c.  average 4,630,247  48  386,072  4» 

Total  production  expenses 38.76  16.314, 414  17  *•  $712, 621  14 

Transmission  and  dlstribatlon 8.73  1, 421, 430  10  60, 907  45 

Municipal  street  lighting  .01  1,794  36  6,476  05 

Commercial  administration  4.61  734,337  64  6,116  39 

Promotion  of  business  1.66  253,876  36  D       4,313  90 

General  expenses  (excluding  depreciation)..  6.22  861,426  62  D     46,031^ 

Total  of  foregoing  68.77     |8,6n,279  16         1736,775  98 

Renewals  and  replacements  —  plant  with- 
drawn from  service** 3.00  488,868  80  18,459  04 

Total  (including  amortisation) 61.77  $10,066.132  96  1754,236  02 

Uncollectible  revenue  .26  41,699  82  D     11,736  66 

Tax  accruals  6.93  967,006  60  155,246  09 

Joint  facility  rents  .08  "4,10770  D       7,600  00 

Total  expenses,  taxes,  etc 67.99    $11,078,946  97        $890.144  46 

Operating  income  applicable  to  corporate  property $3,036,900  98   D  $264,918  08 

Non-operating  revenue : 

Miscellaneous  rents   $20.084  28  $6,190  06 

Interest  revenues:  Interest  on  bonds,  $682,680;. on  notes 
and  loans,  $60,748.80;  on  advances  to  associated  com- 
panies, $1,130,686.13 ;  on  real  estate  mortgages,  $21.244.46 ; 
on  special  deposit,  $80,665.98 ;  on  unpaid  coupons  of  the 
United  Electric  Light  and  Power  Co.,  $79,960.82;  on 
Bast  River  advances.  $6,654.34;  insurance  fund,  $1,180; 
other  interest,  $1,045.62  1.914,746  14  34,402  23 

Dividend  revenues  6.814,840  00  167.358  50 

Total  non-operating  revenues  $7,749.62037        $206.950  78 

Non-operating  revenue  deductions :  Repairs  and  mainte- 
nance of  property  rented  to  others,  $3,097.85;  non- 
operating  taxes,  $219,384.97 222,482  82  80.680  81 

Non-operating  income  $7,527,187  56        $176.270  47 

Gross  corporate  income  $10,664,088  53    D    $88,647  66 

Deductions  from  gross  Income :    Interest  on  funded  debt, 

$1,490,771.85;  on  unpaid  taxes,  $51,660.20;  on  consumers' 

deposits,  $44,868.48;  amortisation  of  debt  discount  and 

expense,  $2,388.92  1,689,184  46    D    255,683  46 

Net  corporate  Income  (corrected)*^ $8,974.864  08        $166.936  90 

[Apprpprlations  of  net  corporate  income :     "  Contingency,"  $814.756.3.') ;  *  to  em- 
ployees  for  faithful  and  efficient  service."     $37,441.99.     See  Corporate  Budplue.} " 

"  [Constituent  items  shown  above  have  been  computed  by  the  Bureau  of  Statistics 
and  Accounts.] 

■'Consists   of   Interest   on    Are   insurance   participation   certificates,   $30,068.40; 
mlBcellaneous  revenue.  $9,908.06  and  miscellaneous  rent  revenue,  $148,4G4.S. 
*|.S€e  Joint  FadtitieB, 
For  notos  29  to  32,  see  page  413. 
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CORPOBATB    SUBPLU8 

Amoant 

Surplua  December  31,  1915 $18,008,786  80 

Balance  for  tlie  year  transferred  from  income  (corrected) 8,974,854  08 

Balance  of  Interest  on  dty  lighting  bills  applicable  to  years  1902 

to  1909 102,714  68 

Amoant  recetved  for  property  at  West  18th  street  station  in  excess 

of  book  value 196,784  73 

Adjustment  of  residual  sales  applicable  to  1915 16,895  46 

**  Premiums  on  bonds  *'  transferred  to  this  account 32,518  76 

Engineering   services  applicable   to  years   1910  to   1915,   billed   to 

affiUated  companies 43,200  00 

Adjustments  of  charges  for  gas  supplied  by  the  Astoria  Light,  Heat 

and  Power  Co.,  applicable  to  last  quarter  of  1915 38,611 45 

Use  of  distributing  system  billed  to  aiBliated  companies,  applicable  to 

last  quarter  of  1916 49,222  85 

$27,462,438  81 

Dividends  of  7  per  cent  on  $99,816,500  capital  stock. .  $6,987,166  00 

Appropriation  to  "  contingency  "  reserve  ** '  814,766  33 

Appropriation  "to  employees  for  faithful  and  efficient 
service  "  "    37,441  99 

Adjustment  of  city  lighting  bills  for  the  period  from 
December,  1902,  to  December,  1909 226.001  06 

Interest  on  bills  for  maintenance  of  street  lamps  cover- 
ing the  period  from  January,  1903  to  January,  1906.       116,246  92 

Adjustment  of  charges  against  Central  Union  Gas  Co. 
for  use  of  distributing  system,  applicable  to  last 
quarter  of  1915   43,242  84 

Charges  by  Astoria  Light,  Heat  and  Power  Co.  for  use 
of  distributing  system,  applicable  to  last  quarter  of 
1915 126,851  15 

Other  adjustments 1,046  89 

Total  deductions 8,351,742  17 


Surplus,  December  31,  1916 $19,110,696  64 


Municipal  Street  Lighting, —  Lamps  supplied  December  31,  1916:  Open  flame, 
395,  increase  during  year,  391;  single  Welsbach,  none  (2,106  discontinued  during 
the  year).  Lamp  hours  per  year:  open  flame,  8,784;  Welsbach,  3,950.  Total  con- 
sumption for  the  year,  23,362,600  cu.  ft ;  amount  of  revenue,  $17,522.10. 

Intercompany  Purchases,  Bales,  Btc, 

Received  from  Other  Companies :  Quantity  pSlT                    Credit  to     credit^?') 

Astoria  Light,  Heat  and  Power  (M  eu.  ft.)  (oenta)       Total         revenue       to  expense 

Co 9.189.968  .  46.28  $4,252,728  00    ••14,252,728  00 

N.  T.  Mutual  Gas  Light  Co....  721.753  25.69       185.447  93    185,447  98 

Standard  Gas  Light  Co 84.679  24.64         20,868  99    20,868  99 

New  Amsterdam  Gas  Co 293,271  24.28        71.202  66    71,202  56 


Total 10,289,661  $4»B30,247  48    $4,530.247  48 


Supplied  to  Other  Companies : 

Standard  Gas  Light  Co 89.992        25.32       $22,788  02  $2,071  63    Cr.  $20,716  39 

New  Amsterdam  Gas  Co 198.055        22.65        44.853  13    4,077  57    Cr.  40.775  66 


ToUl 288,047  $67.64115  $6,149  20    Cr.$6l.49196 

E'er  footnotes  see  following  page. 
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(The  company  states :  "The  quantity  of  gas  delivered  to  ut  by  the  Astoria  lAgtt, 
Heat  and  Power  Co.  Is  measured  at  the  Astoria  works.  The  quantity  of  gas  deliyered 
to  or  received  from  the  N.  Y.  Mutual  Ckis  Light  Co.,  the  Standard  Gas  Light  Co.  and 
the  New  Amsterdam  Gas  Oo.  is  determined  by  the  quantity  manufactured  by  the 
respective  companies  and  their  sales  to  their  own  consumers.  The  point  of  delivery 
is  not  known.") 

Joint  Fitcilitiea  and  Arrangementa.^  Charged  to  Central  Union  Oaa  Co.  for  48-lnch 
connecting  main,  Manhattan  and  The  Bronx,  $16,691.42;  30-inch  transfer  mains  in 
The  Bronx,  $51,298.49;  36-incb  distributing  mains  in  The  Bronx,  $85,475;  land, 
holder  and  accessories  at  Kingsbridge,  $60,970 ;  small  mains  in  The  Bronx,  $4,489.44. 

Charged  to  Astoria  Light,  Heat  and  Power  Co.  for  land,  bulkheads  and  hoisting 
apparatus  at  East  21st  street,  Bast  111th  street  and  West  42d  street,  $26,000. 

Charged  to  New  Amsterdam  Gas  Co.  for  48-inch  connecting  main,  Manhattan  and 
The  Bronx.  $24,282.29. 

Charged  to  Standard  Gas  Light  Co.  for  48-inch  connecting  main,  Manhattan  and 
The  Bronx,  $574.10.  Total  of  all  charges,  $219,780.74,  credited  to  Joint  Gas  Bent 
revenue. 

Credited  to  Standard  Gas  Light  Co.  for  use  of  62d  street  governor  and  valve  house, 
$4,107.70,  charged  to  Joint  Facility  Bents. 

Sales  of  ResiduaU  and  Bv-producta, —  See  Table  IX. 

Operating  Ewpenae^. —  For  details  see  Table  XXXV  B. 

Depreciation. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission 
for  gas  companies  provides  that  operating  expenses  shall  include  the  estimated 
amount  of  capital  consumed,  which  is  defined  as  **  the  amount  estimated  to  be  neces- 
sary to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have 
accrued  "  during  the  fiscal  period  in  the  tangible  fixed  capital,  and  "such  portion  of 
the  life  of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated 
to  be  necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extra- 
ordinary casualtieB.*'  From  the  total  estimated  deterioration  during  the  period  there 
is  deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to 
the  account  "  General  Amortisation  "  which  has  been  provided  in  operating  expenses. 
Amounts  charged  to  this  account  should  be  concurrently  credited  to  "A'ccnied 
Amortization  of  Capital  *'  which  is  the  ofiicial  title  of  the  reserve  fop  depreciation, 
etc.,  against  which  is  chargeable  such  portion  of  the  matured  or  realised  depreciation 
at  has  accrued  since  the  establishment  of  the  reserve.  Under  date  of  March  1,  1909, 
this  company  filed  with  the  Commission  a  rule  of  depreciation  which  provides  for  a 
charge  to  "  General  Amortization  —  Gas "  and  concurrent  credit  to  "Accrued 
Amortization  of  Capital  **  of  16.39  cents  per  M  cu.  ft.  of  gas  sold.  The  company's 
procedure,  however,  is  in  accordance  neither  with  this  rule  nor  with  the  requirements 
of  the  accounting  order.  It  charges  an  account  "  Renewals  and  replacements  —  plant 
withdrawn  from  service  "  with  3  cents  per  M  cu.  ft.  of  gas  sold  to  public  and  also 
charges  an  account  *'  Contingency  "  with  5  cents  per  M  cu.  ft.  of  gas  sold  to  public 
Capital  retirements  are  charged  to  tlie  reserve  **  Renewals  and  replacements  —  plant 

»The  company  makes  no  charge  to  the  operating  expense  account.  General 
Amortization.  Instead  it  has  included  in  operating  expenses  an  unauthorized  account 
"Renewals  and  Replacements  —  Plant  Withdrawn  from  Service*'  for  which  con- 
current credit  is  made  to  a  reserve  account  of  the  same  name.  See  Depryeciation, 
page  412. 

»  See  Joint  Facilities. 

'^  The  company  reports  a  net  corporate  income  for  the  year  of  $8,122,655.76.  See 
note  r{2. 

*>  [These  appropriations  reported  by  the  company  as  deductions  from  gross  income 
are  here  transferred  to  corporate  surplus  in  conformity  with  the  accounting  classifica- 
tion prescribed  by  the  Commission,  and  net  corporate  Income  corrected  accordingly. 
See  also  Depreciation,  page  412. 

»  See  note  32. 

**  Of  this  amount  the  agreed  portion  representing  return  upon  the  Astoria's  invest- 
ment was  $1,147,737.35. 

**  [The  accounting  rules  prescribed  by  the  Commission  define  a  Joint  facility  as  any 
plant  or  equipment  mnintamed  and  (or)  operated  by  one  corporation  for  the  benefit 
of  Itself  and  another  or  others  under  an  arrangement  for  sharing  the  expense,  taxes, 
etc.,  on  the  basis  of  the  relative  amounts  of  benefit  to  the  several  participants.  Uk\a 
company  does  not  report  any  segregation  of  rents  received  or  paid  into  the  constituent 
elements  of  expense,  taxes  and  profit,  but  credits  rents  received  to  Joint  gas  rent 
revenue  and  charges  rents  paid  to  Joint  facility  rents.] 
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wltlidrawii  from  service  *'  instead  of  to  the  prescribed  reserre  "Accmed  amortliatioii 
of  capltaL'*  The  balance  in  the  company's  reserve  "Accrued  amortization  of  capital " 
represents  merely  the  excess  of  the  cost  of  estimated  repairs  oyer  the  cost  of  actual 
repairs  for  the  years  1909  to  1914  inclusive.  The  company  has  discontinued  making 
any  cbarses  or  credits  to  this  reserve. 

Following  the  decision  of  the  Commission  in  May,  1916,  to  subpoena  the  books 
of  account  of  certain  electric  corporations  for  the  purpose  of  inquiring  into  their 
conformance  with  the  accounting  rules  prescribed  by  the  Commission,  various  gas 
and  electric  companies  asked  to  be  heard  on  their  applications  for  modification  of 
the  rules.  Including  that  on  depreciation  (General  Amortisation).  Informal  confer- 
ences have  been  In  progress,  report  of  which  may  be  found  in  the  Reports  of  Decl- 
■ions,  advance  sheets  for  March  and  June,  1917. 


CLASS  or  TAX 

Operating : 

Land    

Improvements  on  land 

Special  franchise  

Mains,  pipes  and  connections  on 
private  property" 

Gross  earnings,  state 

Dividends,  state 

Federal  Income 

Non-operating : 

Land 

Gross  earnings,  state 

Dividends,  state  

Federal  income  


TaxM 

Amount         Charsed 
of  levy         to  iDoome 

1195,649  61  « 1196,649  6]  \ 

244,403  80       244,403  80/ 

284,912  80       284,912  80       224,600  86 


Amount 
paid 

$608,146  21 


134,103  20 
71,239  06 
28.432  73 
43,576  61 

25,081  80 
38,797  01 
61,402  12 
94,104  04 


134,103  20 
71,289  06 
28,432  78 
43,575  61 

26,08180 
38,797  01 
61,402  12 
94,104  04 


Due  and 
unpaid 

822,442  86 

856,627  36 

494,201  7» 


106,485  46  

74,862  38  

62,679  66  

Amounts  paid 
included  above 
in  operating 
taxes 


Total 11,221,701  77  $1,221,701  77       $975,673  06    "$872,272  01 


VncoUeetible  BilU. —  Number  of  uncollectible  accounts,  22,181 ;  amount, 
$99,445.31.  Deposits  applied  thereto  :  number,  12,047 ;  amount,  $46,869.57  ;  Interest 
on  deposits  applied,  $2,408.58;  recoveries,  $8,467.84;  net  amount  charged  to  un- 
collectible bills,  $41,699.82.  Amount  of  uncollectible  bills  on  which  above  12,047 
deposits  were  held,  $63,938.45. 

Rent  Bei7en«e«.— Credited  to  other  miscellaneous  gas  revenue:  Standard  Gas 
Ught  Co.,  f  7,000 ;  New  Amsterdam  Gas  Co.,  $14,000 ;  Astoria  Light,  Heat  and  Power 
Co.,  $6,440;  National  Coke  and  Coal  Co.,  $8,900;  Municipal  Lighting  Co.,  Inc., 
$5,700;  New  York  Bdlson  Co.,  $210,430.17;  New  York  Mutual  Gas  Light  Co., 
$11,666.64  ;  United  Electric  Light  and  Power  Co.,  $29,493.90 ;  lessees  other  than 
associated  companies,  $19,118.75;  total,  $312,749.96;  less,  expenses,  $127,354.22; 
taxes,  $85,310.80,  and  Interest  on  unpaid  taxes,  $1,630.81 ;  total,  $164,294.88 ;  net 
credit,  1^148,454.63.  Credited  to  Miscellaneous  non-operating  rent  revenues  :  National 
Flreprooflng  Co.,  land  W.  18th  and  W.  19th  streets  west  of  Tenth  avenue,  $1,600 ; 
Cornell  and  Underhlll,  land  W.  18th  and  W.  19th  streets  west  of  Tenth  avenue, 
$2,000 ;  U.  8.  Realty  and  Improvement  Co.,  land  W.  17th  and  W.  18th  streets,  Tenth 


"Includes  real  estate  taxes  based  on  relative  occupancy,  $35,310.30;  charged  to 
account  No.  444.    Other  miflccllaneous  gas  revenue.     See  note  27  on  page  410. 

"  [From  information  furnished  by  the  City  Department  of  Taxes  and  Assessments, 
^t  appears  that  the  respondent's  liability  on  account  of  the  tax  on  mains,  pipes  and 


v-onnections  Tax  on  Private  Property  "  is  alternative  to  the  special  franchise  tax  and 
will  never  have  to  be  paid.  When  settlement  with  the  city  is  made  In  respect  of  the 
^pecial  franchise  tax,  the  amount  of  accumulated  overcharges  to  income  is  credited 
^0  BHTploa  Bee  Corporate  Surplus  in  the  1915  abstract  for  settlement  made  In  1915.] 
"Bxclusive  of  Interest  accrued  on  unpaid  taxes,  $134,945.57  ;  whereof  on  real  estate 
taxes.  $8,071.48;  on  special  franchise  taxes,  $62,179.5" 
And  connections  on  private  property,  $64,694.50. 


.59 ;  on  taxes  on  mains,  pipes 
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ayenue  and  Marginal  street,  $5,533.36 ;  Jas.  J.  Riordan,  Inc.,  land  438-454  West  18th 
street,  $4,000;  United  Blectric  Light  and  Power  Co.,  W.  18th  street  and  Tenth 
avenue,  $1,500;  City  of  New  York,  department  of  street  cleaning,  land  W.  19th 
street  west  of  Tenth  avenue,  $1,100;  A.  A.  Volk  Co.,  Inc.,  land  20th  street  and 
Eleventh  avenue,  $1,566.69;  sundry  rentals  of  various  properties,  $2,734.18;  total, 
$20,034.23. 

Rent  Charges,  —  Charged  to  Operating  expenses:*  Standard  Oa<  Light  Co., 
space  at  408  E.  111th  street,  $27,030;  building  506-508  W.  124th  street,  $4,000; 
City  of  New  York,  piers,  bulkheads,  etc.,  $32.208.98 ;  Forty-second  street  and  Madi- 
son Avenue  Co.,  room  at  42d  street  and  Madison  avenue,  $6,549.96 ;  James  McCreery 
Realty  Corp.,  store  and  basement  at  112  W.  42d  street  and  109  to  117  W.  41st  street, 
$32,319.49;  Schlegal  Investing  Co.,  store  and  basement  at  22d  street  and  Second 
avenue,  $9,320.04 ;  John  Whalen,  premises  1907  to  1911  Amsterdam  avenue. 
$7,400.04;   minor  rents,   $2,306.25;   total,   $121,184.76. 

MISCELLANEOUS   INFORMATION 

Works  and  Holders. —  Water-gas  sets,  18;  total  24-hour  capacity,  33,000  M  cu. 
ft.  (See  Table  II.)  Coal  gas  plants:  number  of  benches,  244;  number  of  retorts, 
1,484  ;  total  24-hour  capacity,  9,500  M  cu.  ft.  (See  Table  I.)  Holders  (including 
8  relief),  37 ;  capacity,  51,560  M  cu.  ft.  (See  Table  IV.)  For  auxiliary  works  appa- 
ratus, see  Table  III. 

Maine. —  Length  in  feet,  4,444,835  (whereof  in  The  Bronx,  78,952)  ;  laid  within 
the  year,  15,553  ;  taken  up,  7,126 ;  abandoned,  4,534  ;  net  increase  during  year,  3,893. 
(See  Table  V.) 

Services. —  Number  available  at  close  of  year,  68,689 ;  added  during  year,  1,127 ; 
removed  or  abandoned,  2,140;  net  decrease  during  year,  1,013.  (See  Table  VI.) 

Meters. —  Number  of  consumers'  meters  in  service  at  close  of  year,  497,352  (exclud- 
ing 32,103  set  but  locked  or  cut  out)  ;  net  increase  during  year,  8,205  ;  total  owned 
at  close  of  year,  552,612  ;  number  bought,  15,230  ;  number  retired,  4,353  ;  net  Increase 
during  year.  10,877.     (See  Tables  VII  and  VIII.) 

Oas  Made,  Bought  and  Bold  {cu.  ft.) — On  hand  at  first  of  year,  35,793,000;  made 
during  year,  coal  gas,  7,673,000;  water  gas,  7,155,510,000;  received  under  agency 
agreement,  1,099,704.000;  purchased,  9,189,967,500;  total  available,  17,488,637,500; 
supplied  other  companies  under  agency  agreement,  288,046,500 ;  sold  to  public,  16,- 
295,126,600;  used  by  company,  69,464,700;  on  hand  at  close  of  year,  38,450,000; 
unaccounted  for,  797,549,700.     (See  Tables  XI-XIII.) 

Materials  and  Residuals. —  Contract  price  of  gas  oil,  3.035  cents  for  275,000,000 
gallons ;  contract  expired,  December  31,  1916,  before  delivery  of  all  the  oil  contracted 
for.    For  details  of  materials  consumed,  see  Table  IX. 

Accidents.—  See  Tables  XXV-XXIX. 

Employees  and  Wages. —  Number  of  salaried  officers,  10 ;  total  compensation  dur- 
ing year,  $125,145.72.  Number  of  all  other  employees,  second  week  in  December, 
f ull-tlme,a  2,754 ;  part-time,  283 ;  total  compensation  paid  to  officers  and  employees. 
2,893,396.37.     (See  Tables  XXX-XXXIV.) 

Officers. —  President,  George  B.  Cortelyou ;  Vice-Presidents,  W.  R.  Addicks,  L.  B. 
Gawtry ;  Secretary  and  Vice-President,  R.  A.  Carter ;  Assistant  Secretaries,  F.  R 
Barnitz  and  H.  M.  Brundage;  Treasurer,  C.  G.  M.  Thomas;  Assistant  Treasurer, 
BenJ.  Whlteley;  Auditor,  F.  L.  Lambrecht;  Controller,  W.  G.  Morris. 

Trustees. —  Harrison  B.  Gawtry,  William  Rockefeller,  George  F.  Baker,  John  W. 
Sterling,  Walter  P.  Bliss,  Louis  M.  Greer,  Samuel  Sloan,  Moses  Taylor,  W.  R. 
Addicks,  F.  A.  Vanderllp,  George  B.  (?ortelyou,  Donald  G.  Geddes,  Nicholas  F. 
Brady. 

Main  Business  Office. — 130  East  15th  street.  New  York  City. 

Report  verified  by  George  B.  Cortelyou,  President,  April  16,  1917. 

*  [The  items  following  Include  rents  other  than  those  for  furnished  offices  and 
office  rooms  in  office  builalnsrs  heated  and  lighted  by  the  landlord  which  are  the  only 
rents  that  should  be  included  in  operating  expenses  under  the  accounting  rules  of  the 
Commission.  The  company  states  that  hereafter  it  will  show  such  rents  as  part  of 
the  cost  of  operation,  not  however  under  the  general  classification  of  "  operating 
expenses  '*  but  in  the  specific  accounts  "  municipal  rents "  and  **  miscellaneous 
rents."] 

a  Includes  92  superannuated  employees  and  39  employees  on  military  duty. 
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ADDENDUM  No.   1 

The  Income  Statement  of  the  Consolidated  Gas  Company  does  not  include  earnings 
of  controlled  companies  beyond  the  portion  received  or  receivable  by  the  Consolidated 
Gas  Company  in  payment  for  gas  supplied,  use  of  property  rented  and  interest  or 
dividends  declared.  The  following  table  shows  the  net  additions  to  surplus  of  the 
subsidiary  companies  under  the  Jurisdiction  of  the  First  District  Commission  and 
the  portion  of  such  Increment  or  surplus  attaching  to  the  stock  held  directly  or 
indirectly  by  the  Ooinsolidated  Gas  Company  so  far  as  such  stock  holdings  are 
reported  among  the  investments  of  the  holding  company.  Various  holdings  are  not 
included  In  the  table,  of  which  the  following  are  the  most  important : 

Consolidated  Gas  Co.        owns  Westchester  Lighting  Co.  stock       $12,500,000  (all) 


ti 


Cbnsolldated  Gas  System 
New  York  Edison  Co. 
New  York  Edison  Co. 
Edison  Lt.  ft  Pr.  Inst.  Co.  " 
United  Elect.  Lt  ft  Pr.  Co. 


a 


n 


tt 


Municipal  Lighting  Co.  Inc.  stock 
Yonkers  Elect.  Lt.  ft  Pr.  Co.  stock 
Edison  Lt.  ft  Pr.  Inst.  Co.  stock 
Empire  City  Subway  Co.  stock 
Ball  Elec.  111.  Co.  (Inactive)  stock 


75,000 

200,000   (all) 

1,216,400 

518,500 

129,000 


Sobadisry  Capital  stodc,  Deo.  31 , 

1916 

CwMdattd  Gat  Co. ' . 

owM —  Claa  Pur  value 

Astoria L., H.  ft  P Commoii...  $10,000,000 

N.  Y.  Mutual  Gas  Light. . .    Common...      3,430.600 

N„A--d»0« {^^y-   J;Sg:«« 

New  York  Ecfiaon Common...  65,053,717 

N.  Y.  ft Qneene Gas (Common...  600.000 

N.Y.  ft  ^eens  Elect.  L.  ft /Preferred...  1,250,000 

P j  (Common...  1.250,000 

8««>*«'a-i*'t SSSSS.::  1:SI;?S 

0mt«iH«.L.*p. (g^:;;    |;Sg;gf 

Jfem  Amderdam  Ooi  Co. 
own$  — 

Central  Union (3as Common...      8,500,000 

Northern Umon (3a8 C!ammon...\ 

Central  Union  G.  Co.  omu—  )   1.500,000 

Northflm  Union  Qtm Common. . .  J 

New  York  Bditon  Co. 
ownt  — 

Conaol.  TeL  ft  El.  Subway.  Common...) 

VnUedSUdLL.kP.Co.  \  1,875,000 

Consol.  TeL  ft  El.  Subway-  Common...] 

Bnafa  Efeetrie  lUg Common. . .         909,000 


Portion  held  by  Con- 
solidated Gas  Co.  and 
subsidiaries 


Net  increase 
or(D) 


Amount 

110,000,000 
1.886,200 
8,991,475) 
12,154,592  ( 
65,943.400 
600.000 
797,300 
1,010,000 
4,096,100 
4,796.200 
1.641,8881 
3,054,145/ 


Percent 

100.00 
54.89 


insurphiB 
in  1916 

1775.146  62 
D   69,026  61 


99.91  D    82,996  76 


99.98 
100.00 

80.80 

(«) 
96.20 


2.391,532  92 
15.491  67 

232.956  54 

(«) 
D  89,113  81 


Cons.  Gas 
Co.'s  share 
thereinto 
the  nearest 
thousand) 

1776.000 
D    88,000 

D    8a«000 

2,391.000 
15.000 

lS,000 

D    88,000 


99.58       608.250  58         095,000 


3,500,000 
740,000 

760,000 


(100.00  \ 
\   (99.91)/ 


388,060  94 


)  {S?:S?)}  "•«•" 


0  388,000 
«  59,000 


1 1,670,000 1 
1  200,000j 


,670,000 

200,000] 
999.000 


{(99.W)}  ^1»1^*  ^^    •^•^ 


/ 100.00  \ 
1  (99.58)  / 


(«) 


14.307,772  97  14.291,000 


The  increase  in  surplus  is  shown  after  the  deduction  of  dividends,  reservations  for 
**  Renewals  and  replacements  —  plant  withdrawn  from  service  '*  and  "  Contingencies  " 
and  miscellaneous  deductions  that  were  mainly  applicable  to  prior  years.  The  amount 
set  aside  for  renewals  and  replacements  and  contingencies,  after  providing  $1,186,000 
for  realized  depreciation,  was  18,986,000. 

There  was  charged  to  income  during  the  year  by  the  gas  companies  shown  above 
and  the  Consolidated  Gas  Co.  for  taxes  on  "  mains,  pipes  and  connections,"  $363,000, 
together  with  the  maximum  interest  penalty  of  7  per  cent.  This  tax  is  for  the  most 
part  an  alternative  tax  on  tangible  property  in  streets  and  public  places  and  is  can- 


*The  preferred  stock  is  non-cumulative  and  Is  entitled  to  a  prior  dividend  of  6 
per  cent.  A  4  per  cent  dividend  on  the  preferred  was  declared  and  paid  in  1916.  The 
remaining  surplus  for  the  year  is  h^ e  apportioned  to  the  common  stock. 

^  The  preferred  stock  is  now  cumulative  and  is  entitled  to  a  prior  dividend  of  6  per 
cent,  which  was  declared  and  paid  In  1916.  The  remaining  surplus  for  the  year  is 
here  apportioned  to  the  common  stock. 

o  The  Consolidated  Gas  Co.  does  not  own  the  entire  stock  of  the  intermediary ;  it 
participates  in  these  undistributed  profits  only  to  the  extent  shown  in  the  bracketed 
percenuiges. 
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celled  or  reduced  If  the  special  franchise  tax  is  paid  in  taOL  In  1916,  no  payments 
were  made  on  account  of  this  tax,  and  in  1915  the  payments  amounted  to  $19,000 
as  against  a  levy  of  $265,000.  At  the  time  of  the  last  tax  settlement  in  1915,  the 
Consolidated  Gas  Co.  obtained  an  abatement  on  this  tax  for  1906-1912  from  $722,000 
to  $1,000.  Other  companies,  subsidiaries  of  the  Consolidated,  received  similar  abate- 
ments. As  a  result  <^  this  duplication,  revenue  deductions  are  overstated  and  profits 
understated. 

ADDBNiDUM  No.  2 

The  Consolidated  Gas  Company  of  New  York,  the  other  companies  of  the  Con- 
solidated system  and  certain  additional  companies  enumerated  In  the  next  paragraph 
and  in  the  first  paragraph  under  "Fire  Insurance  Agreement,"  have  entered  into 
insurance  agreements  with  trustees  appointed  by  the  Consolidated  Gas  Company 
providing  for  a  system  of  co-operative  liability  and  fire  insurance. 

Liatillity  Iruuranee  Agreement. —  The  parties  to  this  agreement,  which  is  dated 
January  1,  1918,  and  revised  to  March  15,  1916,  are  the  lighting  companies,  gas  and 
electrical,  of  the  Consolidated  system  situated  in  the  First  Public  Service  Commission 
District,  the  Westchester  Lighting  Company,  Northern  Westchester  lighting  Com- 
pany. Peekskill  lighting  and  Railroad  Company,  Yonkers  Electric  Light  and  Power 
Company,  Municipal  lighting  Company,  Inc.,  National  Coke  and  Coal  Company,  and 
the  trustees  appointed  by  the  Consolidated  Gaa  Company.  The  principal  provisioDfl 
of  the  agreement  are  as  follows : 

(1)  The  companies  may  obtain  upon  application  to  the  trustees  insurance  against 
employer's  liability,  public  liability,  teams  liability,  elevator  liability,  contingent 
liability,  automobile  liability  and  steam  boiler  liability. 

(2)  Each  company  for  the  protection  of  its  properly  and  the  prevention  of  losses 
shall  make  such  reasonable  changes  and  improvements  in  its  property  and  methods 
of  conducting  business  as  may  be  directed  by  the  trustees. 

(3)  After  the  payment  of  the  expenses  incurred  by  them  in  the  performance  of 
their  duties,  all  sums  received  by  the  trustees  sliall  be  held  by  them  for  the  benefit 
of  the  companies  according  to  their  respective  Interests  therdn.  The  moneys  so 
held  may  be  deposited  in  any  bank  or  invested  at  the  discretion  of  the  trustees. 

(4)  The  trustees  may,  at  the  expiration  of  each  year,  issue  to  the  companies, 
according  to  their  respective  interests  therein,  participation  certificates  in  the  con- 
tingent reserve  accrued  during  that  year,  over  and  above  all  unsettled  outstanding 
claims  known  to  the  trustees.  These  certificates  may  be  paid  at  any  time  by  the 
trustees  at  their  discretion,  and  until  paid,  shall  be  entitled  to  interest,  if  earned, 
at  the  rate  of  3  per  cent  per  annum. 

(5)  In  case  of  loss  or  damage  to  any  of  the  insured  companies,  such  company  shall 
give  written  notice  and  proof  thereof  to  the  trustees  or  their  agent  in  substantially 
the  manner  prescribed  by  standard  insurance  companies  in  the  City  of  New  York. 
The  extent  of  the  loss  shall  then  be  determined  by  the  trustees. 

(6)  In  case  of  claims  for  loss  by  others  than  parties  to  the  agreement,  the  trustees 
shall  make  such  investigation  of  accidents  and  undertake  such  negotiation  and  make 
such  settlements  of  claims  as  they  may  deem  advisable.  The  trustees  shall  defend 
all  suits  brought  against  the  insured  to  enforce  any  liability  Insured  against  and 
shall  pay  all  expenses  incurred  for  medical  and  surgical  relief  and  in  the  investiga- 
tion and  adjustment  of  claims,  in  addition  to  the  limits  of  insurance  as  expressed  in 
the  application  for  insurance. 

(7)  The  trustees  may,  at  any  time,  reinsure  in  any  standard  Insurance  company 
or  companies  any  of  the  property  or  liability  insured  under  this  agreement. 

(8)  All  payments  made  by  the  trustees  shall  be  made  from  moneys  received  during 
the  current  year  in  which  the  loss  occurred,  and  if  they  shall  be  InsufDcient,  then 
from  funds  held  by  the  trustees,  represented  by  outstanding  participation  certifi- 
cates, In  the  inverse  order  in  which  such  certificates  were  issued ;  so  that  the  fund 
represented  by  the  certificates  last  issued  shall  be  first  appropriated.  If  the  total 
amount  of  the  fund  held  by  the  trustees  shall  not  be  sufficient  to  pay  any  loss  in  full 
each  company  shall  pay  its  proportion  of  such  deficiency. 
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(9)  Tbe  tmstees  shall  be  subrogated  to  all  rights  which  the  insured  may  have 
against  any  person,  partnership,  corporation  or  estate  as  respects  any  payment  made 
under  this  agreement,  and  the  insured  shall  execute  all  papers  required  to  secure 
such  rights  to  the  trustees. 

(10)  The  president  of  the  Consolidated  Gas  Company  of  New  York  or  of  any  cor- 
poration with  which  that  company  may  be  consolidated  or  into  which  it  may  be 
merged,  shaU,  by  virtue  of  his  office  constitute  one  of  the  trustees.  The  remaining 
tmstees  shall  serye  for  the  term  of  one  year  from  the  date  of  this  agreement  and 
until  the  successors  shall  be  appointed  by  the  Consolidated  Gas  Company.  Any 
Tacancy  In  the  number  of  trustees  may  be  filled  or  any  additional  trustees  may,  at 
any  time,  be  appointed  by  the  Consolidated  Gas  Company  and  any  trustee  so 
appointed  may,  at  any  time,  be  removed  by  the  Consolidated  Gas  Company. 

Fire  Insurance  Agrtement. —  The  parties  to  this  agreement  which  is  dated  Septem- 
ber 16,  1902,  and  revised  to  October  15,  1913,  are.  In  addition  to  the  companies 
named  above,  the  Edison  Electric  Illuminating  Company  of  Brooklyn  and  the  Kings 
County  Blectric  Ught  and  Eower  Company,  also  the  trustees  of  the  Fire  Insurance 
Fund  appointed  by  the  Consolidated  Gas  Company  of  New  York.  The  principal  pro- 
visions of  the  agreement  are  as  follows : 

(1)  The  companies  may  obtain  upon  application  to  the  trustees  insurance  against 
loss  by  fire  and  explosions. 

(2)  The  insurance  agent  employed  by  the  trustees  shall  cause  inspection  of  the 
property  insured  to  be  made  at  least  once  in  three  months.  Each  company  shall 
employ  such  reasonable  means  for  more  fully  protecting  its  property  as  may  be 
directed  by  the  trustees. 

(3)  [Same  as  provision  No.  8  of  liability  Insurance  agreement.] 

(4)  If  the  operations  in  any  year  shall  show  a  profit,  the  trustees  shall  issue  par- 
ticipation certificates  to  the  companies  according  to  their  respective  interests  therein. 
These  certificates  may  be  paid  at  any  time  by  the  trustees  at  their  discretion,  and 
until  paid,  shall  be  entitled  to  ipterest,  if  earned,  at  the  rate  of  3  per  cent  per  annum. 

(5)  In  case  of  a  loss  to  any  of  the  insured  companiefT,  such  company  shall  give 
written  notice  and  proof  thereof  to  the  trustees  in  substantially  the  manner  pre- 
scribed by  standard  insurance  companies  Jn  the  City  of  New  York.  The  extent  of 
the  loss  shall  then  be  determined  by  the  insurance  agent  employed  by  the  trustees, 
unless  the  chief  engineers  of  the  companies  insured  unanimously  agree  thereto. 

(6)  [Same  as  provision  No.  7  of  liability  insurance  agreement.] 

(7)  (Same  as  provision  No.  8  of  liability  insurance  agreement.] 

<8)  If  the  destruction  of  any  of  the  property  insured  under  this  agreement  shall 
be  occasioned  by  the  fault  or  negligence  of  a  third  person  or  corporation  who  shall 
refuse  to  pay  for  the  loss  thus  sustained,  the  party  who  owns  the  property  may 
bring  suit,  and  if  requested  by  the  trustees,  shall  bring  suit  to  recover  the  damages 
so  sustained.  Any  damages  thus  recovered  shall  be  paid  over  to  the  trustees  who 
shall  pay  the  disbursements  and  counsel  fees  in  prosecuting  such  suit. 

(9)    [Same  as  provision  No.  10  of  liability  insurance  agreement.] 

LIABILITY  INSURANCE  FUND 

Trustees:  George  B.  Cortelyou, 
John  W.  Sterling. 
Lewis  B.  Gawtry, 
Robert  A.  Carter, 
Nicholas  F.  Brady, 
John  W.  Ueb.  Jr., 
William  H.  Bradlef* 

14 
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OooMiidated  Gm  Ooaipuiy  of  Vew  Toik 

SrAiwoitT  ▲•  or  Dicbiobb  81,  1916 


CmH  —  National  City  Bank . . . 

Investments  —  froe 

Investmenta  —  depoeited  with 
Industrial  Commission,  State 

of  NcwYoik 

Accounts  receivable 

Consolidated       Gas 

Co $8  13 

Northern  Union  Gas 

Co 6  09 

New    York    Edison 

Co 9,113  06 

Westchester    LijEht- 

insCo 10  13 

Yonkers  Eleo.  L.,  H. 

A  P.  Co 366  46 

N.  Y.  A  Queens  Gas 

Co 321  62 

N.Y.  A  Queens  Elee. 

L.  AP.  Co 63  93 


Prepaid  re-insuranoe  premiums 
Accrued  interest  receivable 


BalaneeShmi 


$116,202  43 
938,038  33 


New  Amsterdam  Gas  Co $0  01 

National  Coke  and  Coal  Co. . .  16  10 

■      East  River  Co.  of  L.  I.  City 02 

Accounts  payable 29.846  23 

102,100  00    Contingent  reserve 1,165,783  09 

9,884  30    Apr.  23  to  Dec.  31, 

1913 $286,608  73 

Year  1914 372,288  24 

Year  1916 332.824  95 

Year  1910 175.066  18 


14,731  91 
16.687  48 


$1,196,j644  46 


$1,195,644  45 


Investments  (par  valve) 

Bonds,  notes  and  capital  stock  of  railroad,  gas  and  electric  compaikies. 
Notes  of  the  Government  of  the  Dominion  of  Canada '. 


$950,000  00 
20.000  00 

$970,000  00 


Investments  (deposited  with  Industrial  Commission,  State  of  New  York) 
Corporate  stock  of  tbe  City  of  New  York $100,000  00 


Statement  of  claims  for  damages  on  account  of  accidents  upon  which  euits  at  Imp 
have  heen  entered  and  were  stiU  pending  December  $1,  1916 

Consolidated  Gas  Co.,  $565.000 ;  Central  Union  Gas  Co.,  $178.600 ;  Astoria  Ll^t, 
Heat  and  Power  Co.,  $10,000 ;  New  Amsterdam.  Gas  Co..  $6,000 ;  Westchester  Ltgbting 
Co..  $20,000;  Standard  Gas  Light  Co.,  $85,000;  Northern  Union  Gas  Co..  $1,500; 
N.  Y.  and  Queens  Electric  Light  and  Power  Co.,  $30,000;  New  York  Edison  Co., 
$295,043.18 ;  United  Electric  light  and  Power  Co^  $46,248.90 ;  totel,  $1,177,292.08. 

FIRE  INSURANCE  FUND 

Trustees:    Harrison  E.  Gawtry/ 
George  B.  Cortelyou, 
John  W.  Sterling, 
Nicholas  F.  Bradj. 
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ConaoBdated  0«i  Comiiaiiy  at  New  York 

8TATBM1INT    AS    OV    DECEMBBB    81.    1916 


Balanei  Shut 


Guh $143,248  78 

National  City  Bank $24,293  84 

Central  Trust  Co.......  118. 904  89 

Inveatments 2,618.851  60 

Acoounta  reoeiTable 266  78 

Central  Union  Gas  Co. . .  $0  48 

N.Y.Edison  Co 136  42 

EdisonE.  I.  Co.  of  Bklyn  39  00 

Kings  Co.  E.  L.  A  P.  Co.  63 

Westchester  Lighting  Co.  29 

N.Y.AQ.E.U*P.Co.  88  36 


Certtfioates     $2,574,744  96 

1903  $164,151  99 

1904  200,666  06 

1906  194.006  44 

1906  212,685  84 

1907  248,060  64 

1908  200,020  13 

1909  208,292  83 

1910  198,997  28 

1911  211,265  22 

1912  224,963  73 

1913  176,566  41 

1914  164,888  31 

1915  180,191  08 


Prepaid  rdnsurance  premiums. . . .     19,840  29    Aooounts  payable.. 82  71 

Accured  interest  receivable. 35,614  97        Consolidated  Qas  Co.  $15  48 

New  Amsterdam  Gas 

Co 184 

National  Coke  A  Coal 
Co 15  39 

Adjustment  suspense 3,000  00 

Surplus  for  year  1916 139,743  60 


$2,717,521  27 


$2,717,621  27 


Inveetments  (par  value) 

Bonds,  notes  and  capital  stock  of  railroad,  gas  and  electric  companies. .  $1,074,000  00 

Bonds  of  rubber  and  tobacco  companies 400,000  00 

Corporate  stock  of  the  City  of  New  York 400,000  00 

Bonds  of  the  New  York  Inyestors'  Corporation 113.000  00 

Notes  of  the  Ooyeriunent  of  the  Dominion  of  Canada -,,..         20,000 00 


$2,607,000  00 


ADDENDUM  No.  8 

8tatbmbnt  ov  thb  various  itkms  ov  ezpbnsb  incdbblid  bt  thb  consolidatbd 
Gas  Compamt  of  Nbw  Yobk  in  the  <S'alb  and  Rbnting  of  Gas  Appliances,  1910 

(Submitted  by  the  treasurer  of  the  company  in  response  to  a  request  from  the 

Commission.    The  Treasurer  states  that  "  the  amounts  reported  as  revenue  from  the 

rent  of  appliances  and  gas  merchandise  and  jobbing  revenue,  constitute  tlie  entire 

revenue  of  the  appliance  branch  of  the  company's  business,"  and  that  '*  the  operating 

expenses  of  this  department  In  1016  were  $783,247,  and,  deducting  the  revenue  from 

the  rental  and  sale  of  appliances,  amounting  to  $678,679.60,  indicates  the  income 

of  this  departmenH  to  be  $104,667.40  less  than  the  expenses,  or  stated  in  terms  of 

thousand  feet  of  gas  sold,  less  than  two-thirds  of  a  cent.'*) 

Distribution  superintendence $35,833  00 

Distribution  supplies  and  expenses 25,421  66 

Work  on  consumers'  premises  (setting,  removing,  adjusting  and  regu- 
lating appliances)    263,814  89 

Bepairs  of  distribution  tools 1,780  70 

Bepalrs  of  gas  appliances 168,382  67 

Commercial  administration  (including  general  office) 96,402  71 
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Addbndttic  No.  3  —  Condudtd 

Promotion  office  expense  (including  general  office) $40,587  28 

Advertising 5,950  73 

Canvassing  and  soliciting  (including  general  office) 46,822  60 

Insurance 14,451  56 

Relief  department  and  pensions 6,757  50 

Transportation  (stable  expense,  including  auto  expense) 48,313  25 

Duplicate    gas    cbarges Cr  4.058  00 

Renewals  and  replacements 33,786  55 

Gas  appliances  $29,915  37 

Autos  and  accessories 1,121  03 

General  stable  equipment 2,760  15 

Total $783,247  00 


CONSOLIDATED  TELEGRAPH  AND  ELECTRICAL  SUBWAY  COMPANY 

History. —  Incorporated  December  26,  1885,  under  an  Act  of  tbe  Legislature,  passed 
April  12.  1848,  entitled,  "An  Act  to  provide  for  tbe  incorporation  and  regulation  of 
telegraph  companies,!'  and  an  act  amendatory  thereof  passed  June  29,  1853,  the 
company  was  organized  for  the  purpose  of  constructing,  operating,  and  maintaining 
subways  for  the  reception  of  electrical  conductors  of  duly  authorised  electrical 
companies  doing  business  in  the  City  of  New  York.  The  respondent  owns  all  the 
subways  located  in  the  boroughs  of  Manhattan  and  The  Bronx  used  for  high  tension 
electric  light  and  power  purposes. 

The  New  York  Gas  and  Electric  Light,  Heat  and  Power  Company  in  1898  acquired 
a  majority  of  the  capital  stock  of  this  company  at  the  same  time  that  it  acquired  a 
majority  of  the  capital  stock  of  the  Edison  Electric  Illuminating  Company  of  New 
York,  and  wben  the  New  York  Edison  Company  was  formed  in  1001  by  consolidation 
of  the  New  York  Gas  and  Electric  Light,  Heat  and  Power  Company  and  the  Edison 
Electric  Illuminating  Company  of  New  York  it  inherited  control  of  the  Consolidated 
Telegraph  and  Electrical  Subway  Company,  which  control  it  retains.^ 

Stockholders  and  Members. —  Number,  February  9,  1916,  16 ;  oil  residents  of  New 
York  State.  Total  voting  power  of  all  members,  18,750;  each  holder  of  $100  par 
value  of  stock  having  one  vote.  Principal  stockholders,  The  New  York  Edison  Com- 
pany, 636  shares ;  Guaranty  Trust  Company,  Trustee  for  The  New  York  Edison 
Company,  15,160  shares. 

Votes  cast  at  general  meeting,  February  29,  1916,  18,749;  Henry  J.  Hemmens 
casting  18,628  votes  (1  on  behalf  of  himself,  15,796  on  behalf  of  corporate  members 
and  2,831  on  behalf  of  other  members)  ;  and  Geo.  B.  Cortelyou,  120  and  A.  W. 
Mlddlcton,  1  on  behalf  of  themselves. 

Important  Changes  during  the  Year. —  For  the  payment  of  construction  work, 
1915,  6  per  cent  debenture  bonds,  bearing  date  January  2,  1916,  were  issued  in  the 
amount  of  $755,000,  payable  on  30  days'  written  notice. 

Bonds  to  the  amount  of  $2,083,000.  which  were  issued  from  1900  to  1904  aud 
matured  from  1905  to  1909,  were  redeemed  on  April  17,  1916. 

No  new  rights  on  franchises  were  acquired. 

BALANCE  SHEET 
Deoember  31,  December  81,         Increaae  or 

1015  ASSRS  siDB  1916  (D)  decre«M 

$1,509,433  24  Cash $66,778  25D$1,442,654  99 

44,020  84  Accounts    receivable    from    associated 

companies 60,876  88           16,856  04 

63,970  77  Other  accounts  receivable 17,044  56  D    46,926  21 

855  14  Interest  and  dividends  receivable....  354  16  D            0  9S 

7,500  00  Other  special  deposits *  5,000  00  D      2,500  00 

72,29196  Materials   and  suppUes* 72,293  09                  1  13 

^  From  documents  on  file  in  the  Franchise  Bureau  of  this  Commission. 
*  With  Bureau  of  Highways.    *  Brick,  pipe,  tHe,  etc. 
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CaQiolMn.t<d  Tetecraph  and  Btoctrical  Solnray  Company 

Balancb  Shbbt  —  Oonduded 

December  81,  December  31,         Increase  or 

1915  AESEfiB  BEDM—Conduded  1916  (D)  decrease 

$25,615  63     Mlacellaneoua  InyeatmentB,  New  York 

City  bondB  *   $25,615  68     

18,814,687  91     **  Fixed  Capital,  Dec.  31,  1908  " 18,814,697  91     

8,961,791 16     Fixed  capital  installed  since  1908. . .  10,866,067  04  $1,404,275  88 
tP/ne,489  07            Total   fixed   capital    (without  de- 
duction of  depreciation) 9^,180,76 k  95  1,^0 ht7 5  88 

2,387  07     Oonstrnctlon  work  in  progress D      2,387  07 

Saspense  (U.  S.  Realty  and  Imp.  Co. 

Restoration   A'cct)    1,946  49  1.946  49 


$24,501,963  72  Total $24,430,674  01     D  $71,389  71 


LIABILITIBS   SXDI 

$608,552  87     Taxes  accrued $57,810  66  D  $650,741  71 

Bills  payable  to  New  York  Edison  Co., 

due  on  demand   1,600,000  00  1,600,000  00 

11,021 08    Accounts    payable   to    associated    com- 
panies   : 68,889  35  57,868  32 

49,429  53     Miscellaneous  accounto  payable  "...  93,643  15  44,213  62 

14,675  00     Interest  accrued  on  funded  debt 102,725  00  88,050  00 

566,498  48     Interest  accrued  on  unfunded  debt. . .  508,02127  D   58.472  21 

2,935,000  00     Mortgage  bonds   2,935,000  00     

17,079,000  00     Construction  advances  owing  to  New 

York    Edison    Co 15,751,000  00  D  1,328,000  00 

732,326  29     Reserve  for  contingencies 864,062  24  181,785  96 

Suspense  credit  balance  —  Asphalt. .  5,284  80  5,284  80 

189  89     U.  S.  Realty  and  Imp.  Co.  restoration 

account D        189  39 

1,875,000  00     Common  stock 1,875,000  00     

630,276  63     Corporate  surplus   569,137  64  D    61,139  09 


$24,501,963  72  Total $24,430,574  01     D  $71,389  71 


contingent  Liabilities. —  None. 

Valuation  of  Property  for  Purposes  of  Taxation 

Coet  to  Same  — 

reproduce  new  present  value 

Valuation  as  of  June  80,  1916,  filed  by  respondent : 

Real  property  In  street  —  tangible $16,383,470  45  $10,971,693  43 

Manhattan    13,873,796  24  8,868,059  89 

Bronx 2,509,674  21  2,103,633  54 

Intangible  property,  including  franchises 198,072  80 

Tangible  personal  property N.  R.  128,805  85 


Assessed  valuation  for  1916  taxes:  Amount 

Corporate  real  estate,  in  the  Bronx $3,900  00 

Real  property  (tangible  and  intangible)  in  streets 16,045,200  00 


*  Four  and  one-fourth  per  rent  bonds,  interest  payable  March  and  September,  due 
March  1.  1964,  par  value.  $25,000 ;  acquired  July  1,  1914,  carried  on  books  at  cost, 
$25.516.63 ;  income  accrued  during  the  year,  $1,061.52. 

■  Audited  vouchert  for  payment  of  supplies,  asphalt,  etc. 
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OMMoBtettd  Tatagnph  tad  BtodrioAl  Svbway  Oompuf 

DVTAILa  OP  ASBBTB  AND  LlABILITIBB 

"FimU  CoyMa^  D^eemher  91,  1908  " 


Book  cost 
Dm.  81, 1915 
Cost  of  Bubwayi : 

Construction $13,620,827  87 


Withdrftwn 
duxing 


Engineers'  service  and  expenses 

Storehouse  expense  (90  per  cent) . . . 

Tools  (40  per  cent) 

Bock  equipment  (15  per  cent,  1907; 
10  per  cent,  1908) 

Reconstruction    

Enlarging  manholes   

1907  construction   

Cost  of  equipment: 

Tools  (60  per  cent) 

Rock  equipment  (85  per  cent,  1907; 

90  per  cent,  1908) 

Furniture   and   fixtures 


62,006  17 
9,971  88 
7,377  80 

1,437  98 
59,964  00 
20,542  86 

7,791  99 

11,066  71 

8.827  48 
4,893  73 


Deo.  31, 1916 

f  18,620,827  37 

62,006  17 

9,97188 

7377  80 

1,437  98 
59,954  00 
20A42  85 

7.791  99 

11,066  71 

8,827  43 
4393  73 


Total 


$13,814,697  91      $13,814,697  91 


Fined  Capital  Inatalied  since  Deeemher  si,  190% 


XMBTALLBD  DVRXNO  TBAB 


TPCIM  OT  ACOOUIfT 

Underground  conduits  . 
Tools  and  implements. . 
Furniture  and  fixtures.. 


Additions  and 
betterments 

$1,404,136  94 

18,796  99 

1,064  15 


Renewals  and 
r^lacements 


Retired  or 
withdrawn 
daring  year 
(deducted) 

$14,722  20 


Total 
eash  eoai  to 
Deo.  31.  1910 

$10,346,828  18 

12,868  15 

7,370  71 


Total    $1,418,998  08     $14,722  20    $10,366,067  04 


AcoounU  Receivable  from  Associated  CompafUes, —  New  York  Edison,  $47,975.78 ; 
United  Electric  L.  &  P.,  $12,890.02 ;  Consolidated  Oas,  $11.08 ;  toUl,  $60,876.88. 

Miscellaneous  Accounts  Reoeivahle. —  Manhattan  Ry.,  $6,102.41 ;  Third  Ayenne  Ry., 
$7.01;  Interborough  R.  T.,  $152.79;  Empire  City  Subway,  $546.38;  N.  Y.  Steam, 
$46.12;  various  contracting  companies,  etc.,  $10,189.86;  total,  $17,044.56. 


PABnCTTLABS  OF  8TOOS  AMD 
FUNDED  DBBT 

Nominal  date  of  issue 

Date    of    maturity 

Interest,  rate  and  dates 

Denomination    

Authorised   by   company 

Actually  issued  prior  to  year 

O&sh  realized  

Property   consideration    

Discount 

Actually  outstanding    

Interest   accrued  and   dividends   de- 
clared     

Interest  charged  to  income 

Interest  and  dividends  paid 

Interest  and  dividends  not  due 

Interest  and  dividends  matured  and 

unpaid    

Trustees  under  mortgages 


8*eurUin 

Commoo 
stock 


1  share  »  $100 

$8,000,000 

1,875,000 

40,000 

1,835,000 

1,875,000 


First  mortgage 
bonds 

May  20, 1890 

June  1, 1942 

6%,  J.  &  D. 

$1,000 

1,649,000 

1,549,000 

1,394,100 


Seoood 

mortgage  bonds 

May  20.  1890 

Junel,  1942 

6%,  J.  ftD. 

$1,000 

1,386.000 

1,386,000 

831,600 


154,900 
1,649,000 

554.400 
1.386,000 

92,940 

92,940 

46.470 

7,746 

83,160 

83.160 

41.580 

6,930 

• 

46,470 
Atlantic 
Trust  Co. 

41.580 
Mercantile 
Trust  Co. 
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ConaoHdated  Tetograph  and  Blactrieal  Sobway  Comsany 

BiOm  and  Accounts  Owtng  to  Associated  Companies. —  New  York  Bdlson  Company  : 
Constmction  advances,  bearinsr  interest  at  G  per  cent.  Advanced  during  the  year, 
$765.000 ;  repaid  during  the  year,  $2,083,000 ;  outstanding  at  close  of  year,  $15,751,- 
000 ;  Interest  accrued  during  year,  |967.825.51 ;  Interest  paid  during  year,  $1,007,- 
695.51 ;  interest  owing  at  close  of  year,  $472,530. 

Temporary  loans  by  New  York  Edison  Company,  carried  as  bills  payable,  bearing 
iiiter«Bt  at  6%.  Outstanding  at  close  of  year,  $1,600,000  (repaid  early  in  1017)  ; 
interest  accrued  during  year  and  owing  at  close  of  year,  $32,983.61. 

Working  advances  by  New  York  Bdison  Company,  outstanding  at  close  of  year, 
$60.657.99 ;  United  Blectrlc  Light  A  Power,  $3.006.39 ;  Consolidated  Oas,  $1,713.16 ; 
New  Amsterdam  Oas,  $1,233.82 ;  New  York  Mutual  Gas,  $722.58 ;  Central  Union  Gas, 
$776.58 ;  Standard  Gas,  $779.38 ;  total,  $68,889.36. 

Ta^es  Accrued. —  See  schedule  supporting  Income  Statement. 

Rea&rves. —  Contingencies :  Credit  balance,  December  31,  1916,  $732,826.29  ;  credit 
dorins  the  year,  $131,735.95 ;  credit  balance  at  close  of  year,  $864,062.24.  Suspense 
credit  balance :  Asphalt,  ainount  charged  to  construction  for  which  bills  were  not 
received  in  1916,  $5,284.80. 


INCOMB  STATBMBNT 


Operating    revenues  —  subway    rents 
—  from : 

New  York  Edison  Co 

United  Electric  Light  &  Power  Co. 

Manhattan  Railway  Co 

Long  Acre  Blectric  L.  ft  P.  Co. . . . 
Interborough  Bapid  Transit  Co... 


Third  Avenue  Railway  Co. 


Duot  space 
rented  (feet) 


7,569,347.84 
2,582,455.16 
1,514,612.46 

29,087.27 
1.092.10 

25,836.50 


Amount 
for  year 


$1,342,067  19 

459,320  07 

6,812  95 

6,059  78 

18616 

4,552.06 


Total  subway   rents 11,722,429.83      $1,816,988  21 


Merchandise  and  Jobbing  revenue  —  15  per  cent  above 
cost  for  building  subsidiary  connections  for  other 
companies    


Total  operating  revenue $1,883,459  24 


Operating  expenses: 

Repairs  and  maintenance  of  subways, 

Operating  subways 

Storehouse  expenses  *  , 


$55,814  10 

83,953  92 

1,012  36 


Total  maintenance  and  operation, 


Salaries  and  expenses  of  general  officers. . . . 
Salaries  and  expenses  of  general  office  clerks. 

General  office  supplies  and  expenses 

General  law  expenses 

Miscellaneous  general  expenses 


$140,280  38 

$6,000  00 

6.785  95 

4,653  70 

11,616  47 

11,247  93 


Total  general  expenses  (exclusive  of  deprecia^ 
tion)   (corrected)   


$40,304  05 


General  amortisation    (reserved)^. 


Inoreaae  or 
(D)  deoreaae 


$87,325  56 

40,031  47 

38  67 

149  44 


$77,546  18 


16,471 03     D 


565  28 


$76,979  86 


$7,870  33 

11,876  64 

204  88 

$19,951  85 

$1,000  00 

D        2,543  34 

664  72 

D  657  62 

1,566  02 


$29  78 


Total  of  foregoing, 


$180,584  48 


$19,981  68 


•  Miscellaneous  rents  to  the  amount  of  $772.50  erroneously  reported  as  operating 
expenses  are  here  transferred  to  revenue  deductions. 

*The  company  makes  no  charge  to  the  operating  expense  account  General  Amor- 
tisation. It  has  improperly  included  in  operating  expenses  $131,735.95  for  the  item 
"  Contingencies,"  credit  being  made  to  Contingency  reserve.  This  amount  is  here 
tzclodsd  ttom  operating  expenses  and  is  transferred  to  Surplus  as  an  appropriation. 
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CoiMoUdaied  Tetofrmph  and  BtectricalSabway  Cmapanj 

iNcoifB  STATiif urr  —  Concluded 

Amount  Inoreaae  or 

for  year  (D)  decrease 

Referee's  fees  —  City  vb.  Consolidated  Tel.  &  Elec- 
trical Subway  Co."   |100,226  73  $100^6  73 

Tax  accruals    315,407  04  73,150  95 

Miscellaneous  rent  • 772  50  40  00 

Total  expenses,  taxes,  etc.  (corrected) |596,090  70         $193,390  31 

Operating  income  applicable  to  corporate  properties 

(corrected)     11,236,468  64     D  $116,41946 

Non-operating  income:  Interest  on  bonds  de- 
posited with  State  Industrial  Commission, 
$1,061.52;  on  rebate  on  2d  half  of  1916  taxes  — 
New  York  City,  $2,355.44;  on  special  cash  ac- 
count,   $11,004.86 14,42182     D      25.43163 


Gross   corporate  income    (corrected) 

Income  deductions:  Interest  accrued  an  funded 
debt.  $176,106  ;  on  debenture  bonds,  $967,825.51 ; 
on  demand  notes,  $32,983.61 ;  deferred  interest  on 
debentures,  $1,357.07 ;  interest  on  franchise  tax, 
$2,026.41    


$1,250,890  36     D  $141,851 09 


Net  corporate  Income  (corrected)*. 


1,180,293  50     D      46,257  74 


$70,596  86     D    $95,593  35 


COBPOBATl    SURPLUS 

Surplus,  December  31,  1915 

Balance  for  year  transferred  from  income  (corrected) 

Total    

Appropriation  to  "  Contingencies  "  " 

Surplus,  December  31,  1916 


Amount 
$630,276  63 
70,596  86 

$700,873  49 
131,735  95 

$569,137  54 


Depreciation. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission  for 
electrical  companies  provides  that  operating  expenses  shall  Include  the  estimated 
amount  of  capital  consumed  which  is  defined  as  "  the  amount  estimated  to  be  neces- 
sary to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  ** 
during  the  fiscal  period  In  the  tangible  fixed  capital,  and  "such  portion  of  the  life  of 
Intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be  neces- 
sary to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraordinary 
casualties."  Prom  the  total  estimilted  deterioration  during  the  period  there  is  de- 
ducted the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to  the 
account  "  General  Amortization "  which  has  been  provided  In  operating  expenses. 
Amounts  charged  to  this  account  should  be  concurrently  credited  to  "Accrued  Amorti- 
zation of  Capital,"  the  oflicial  title  of  the  reserve  for  depreciation,  etc.,  against  which 
is  chargeable  such  portion  of  the  matured  or  realized  depreciation  as  has  accrued  since 
the  establishment  of  the  reserve.  This  company  has  never  filed  a  rule  of  depredation 
with  the  Commission.  It  charges  an  account  "  Contingencies  **  which  it  Includes 
in  operating  expenses,  and  concurrently  credits  an  optional  reserve  "  Contingencies  " 
with  7%  per  cent  of  the  operating  revenue  of  the  preceding  year. 


*  See  note  6  on  preceding  pnge. 

*  Represents  fees  in  a  suit  with  the  City  of  New  York  involving  matters  extending 
over  a  period  of  13  years.  No  part  of  it  is  applicable  to  1916,  but  the  proceedings 
extended  into  that  year  and  the  amount  to  be  paid  was  determined  in  that  year. 
The  company  charges  this  amount  to  Miscellaneous  general  expenses. 

*  The  company  reports  a  net  corporate  loss  for  the  year  of  $61,1^9.09.    See  note  7. 
"  Bee  note  7  on  preceding  page. 
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Amount  of 

CLAM  OF  TAX  Of  lovy 

Corporate  real  property $81  51 

Special  francblse    "  328,481  28 

Oapltal  stock,  state 1,406  25 

federal  Income    7,731  99 

Otlier  federal  —  stamps 


Charsed 
to  income 

$8151 

306.609  79 

1,406  25 

7,731  99 

677  60 


Amount  Due  and 

paid  unpaid 

$81 51      

879,222  99.  "  $56,404  41 

1,406  25      

7,731 99      

577  60     


Total    ^$337,70103     $315,407  04     $889,020  24    » $56,404  41 


MISCELLANEOUS  INFORMATION 

Underffround  Conduits,  Decemlfer  SI,  1916 

Length  in  feet 

N'umber  of  each  eiie 

of  ducts  conduit 

1 1,788,082.99 

2 901,962.66 

3 225,492.08 

4 96,461.89 

6 93,491.87 

6 94,697.09 

7 22,370.39 

8 p...  47,810.46 

9 72,717.05 

10 113,234.50 

11 13,249.65 

12 48,358.61 

13 81,151.80 

14 .     68,354.03 

15 '     52.715.35 

16 16,906.48 

17 51,337.56 

18 60,588  73 

19 15,988.10 

20 69,781.69 

21 22,996.82 

22 18.822.18 

23 16,450.65 

24 7,161.54 

25 20,018.86 

26 25,015.37 

27 8,292.90 

28 18,816.40 

29 9,100.16 

30 7,450.52 

31 13,641.10 

32 7,547.26 

33 7,808.60 

34 15,058.70 

35 1,593.63 

36 4,706.07 

37 16,657.48 

38 4,512.90 

39 4,637.91 

40 1,252.37 


Number  of  duct 
feet  in  each  sise 
conduit 

1,788,082.99 

1,803,925.32 
676,476Ji4 
385.807.50 
467,459.35 
568,182.54 
156,592.73 
382,483.68 
654,453.45 

1,132,345.00 
145,740.15 
580,303.32 

1,054,973.40 
956,956.42 
790,730.25 
270.503.68 
872,738.52 

1,090,597  14 
303,773.90 

1,195,633.80 
482,933.22 
414,087.96 
378,364.95 
171,876.96 
500,471.50 
050,399.62 
223,008.30 
526,859.20 
263.904.64 
223,515.60 
422,874.10 
241,612.32 
257,083.80 
511,995.80 
55,777.05 
169,418.52 
616,326.76 
171,490.20 
180,878.49 
50,094.80 


« Includes  $22,871.49  charf^ed  to  the  Manhattan  Ry.  Co. 

**Ot  which  $22,871.49  is  charged  to  Manhattan  Railway  Co.  for  1916;  does  not 
include  accrued  interest  unpaid  $1,655.04  of  which  $213.09  is  chargeable  to  Manhattan 
Railway  Co. 
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CooMlidatod  Telagnph  and  Beelrical  Sulmay  Oonpiaj 

MmcMLLAjnojm  iMwomuAXUM — Ccndudtd 

VnUrground  Conduita,  December  31, 19ie—Cond%ided 

^,      ^  Lenoth  infest      Number  of  dneft 

Nnmber  of  eaoh  eiie       feet  in  each  sue 

of  duets  oonduit  oonduit 

41 6,965.90  244,601.90 

42 666.20  27.980.40 

43 ^ 1,835.00  78.905.00 

44 356.16  15.671.04 

45 2.411.07  108.498.16 

46 486.90  22^97.40 

47 436.25  20.503.75 

48 431.90  20.731.20 

49 832.20  40.777.80 

«) 96.00  4.800.00 

51 104.80  5,344.80 

52 10.30  535.60 

53 653.00  34.640-80 

54 264.50  14.283.00 

56 179.40  10.046.40 

57 161.83  9.224.31 

58 71.38  4.140.04 

W 238.00  14,280.00 

®1 297.90  18.171-90 

62 18.70  849.40 

60 232.60  •    15^51.60 

70 64.00  3.780.00 

72 264.20  19,022.40 

75 155.00  11,626.00 

85 8.60  731.00 

107 , 44.20  4.729.40 

136 44.00  5.984.00 

Total 4,172.599.99      22.549,745.52 


Number  of  Duct  Feet  Owned  and  Rented 

Duct  feet. 
Dee.  31,  1910 

Duct  rented   11.722,429.88  413.341.36 

City  departments  (no  rental) 82,017.50     

Unoccupied 10,746,'298.1O  499.945.64 

'^^^^^ 22,549,745.52  913,287.00 

Type  of  Ducte,-^  Fibre,  iron  (different  kinds)  Johnstone  system.  Vitrifled  tile. 
Distributing  lines  of  one  duct  are  laid  bare ;  others  are  concreted.  The  trunks  with 
few  exceptions  are  laid  in  concrete. 

Accidents.—  See  Tables  XXVII-XXIX. 

fu^'^!!!lT.L''^jL^'''^'^''~''^'''^^^''  ^'  salaried  offlcers,  1;  toUl  compensation  during 
Hmo  rf«A  '^"'^,^;  Number  of  all  other  employees,  second  week  in  December :  Full- 
thT;««^r  *i!f«t  lo"^^;.*^^^:  '^''^^  compensation  paid  to  offlcers  and  employees  during 
canitir  i7o!  inJ  .r;     *  ""    ^^""^  ''^^''^  ^  operating  expenses.  186.978.33 ;   fixed 

Ofl^:*.!  i,  i  •  accounts  receivable,  161,646.67.  (See  Tables  XXX-XXXIV.) 
Seci^a^'I^d  r^^^^^  ^'   ^emmens ;   Vice-President.   Thomas  -E.    Murraj: 

SalCouLel   R^^^^  '^'  Mlddleton;  Treasurer.  Nicholas  F.  Brady; 

D^cto^TLtZi  f:  H7«»^^»  ^^^  Taylor ;  Chief  Engineer,  Edwin  R.  Quiiiby. 
B  SA  STn^rj^T.      Co'-t«ly?«.  Nicholas  F.  Brady,  Harrison  B.  Gawtry.  Lewi. 

M^^i^neL^  on^:^^  E-  Morray,  Artiiur  W.  Middleton. 

j»«n^ii»<ncM  Oince.— 54-«0  Lafayette  street,  New  York  City 

neport  verified  by  Henry  J.  Hemmens,  President. Tpriril.  1917. 
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^SMSOH  BIECTKIC  ttLUUm ATWO  COMPAWY  OP  BROOKLYW 

iciectrtc  Ught  and  Power  Company 

17^?^Tn  n:;::^^^!?*^^^^^  ^^''  •^  *^'  *^*  Le«l-latnre  dated  February 

Kings  Cbunty  KlS  L^,,^\^^^  <^»Pit»l  -tock  wa«  acquired  by  tZ 

the  porcbase  m^jj^^^'f  ZVZ.^^T^'.  "•**"  "*^^  •^*°«  exchanged  for 
1899,  It  absorbed  l^  ™f  f! A^.    cent  bonda  of  that  company.    On  October  30, 

and  ibe  Mu^l^,  biS^L^.  r""'  "'*^''  I"nminatlng  Company  of  Brooklyn 
the  Bergen  b:!^'S2,''^:,?^Z^"  ""  ^'^'  ''  ^^'  "  ^^^'^^^  «^-»"'- 

r.nt^'nndt^'J'iX'lda^^  '^''T^  "'  ""^  ^^^^  ^^^^^  --P"^^  Pa^i-*^  aa 

mortgage  5  pLr  ^t  1^1^^*^^^^'  '^^^  '"*^^  ^°  *^«  '^''^«"  Co»»ty  Arat 
expenses  and  4x«i  a^fln  .^-1^^^  "'*'°'^  *  ^'  "^"*  '^^"^^  ^^'^^^  company*. 
Company    o^^^i^ ^T»llvT^'  !"  *'™*"^  ^'  »^*^  Properties.     The  Edi^n 

Com^ny  i^ll^naer  «  o^t  JL^  "^'^^^^^  ^^^'^  ^^*  '^"^^  Power 

It  operates  ^n!n  ^  '''*^  •«^»«nt  «»«  the  latter'g  enUre  property. 

^^^^^^Z'^V.^^L':^^^^^^  ''''  '^^  ^^^  ^^^  ^ -PPliecl  almoat 

^o^T^^n^^toT^  ^^"«»  <^-°*^  «^-tHc  Llgbt  and 

hn^ng  one'T^'   Thl"'e^  e^^^^^^  Lit"'  ""^T'  "*'  ^'^'"^^  *'^^'  ^^^'^  «^'^- 
behalf  of  that  company  b7t^  ^u.   i    ^"t**"*'*^  ">««°«»  February  28,  1916.  In 
Adrian  T.  Mera^^A '1.  ^^  L^^^^^         ^'  ^'  ""'^^  ^»'»««  ^o*«»'  ^Ullam  Berri. 
/«« J*«^  ^  *"  "•  ^"''"^y  and  W.  F.  Wella,  one  vote  each. 

-i^  Vor^Zn"!::^^^^^^  "!fr  ^^  '^^^•"^'-^  Powers^rtnchlae.  were 
*  or  new  construction  see  "  Details  of  Expenditures  for  Property." 

^  BALANCE  SHEET 1 

I)Mamber31, 

1^15  *■--«  .,«_  December  31,         Increaae  or 

^244^78  02  Cash  ^"a™  «»■  1916  (D)  decrease 

2,244  93     Bills  i^'eivaW;.*  * '  ti^ 1114.230  87  D  $130,142  16 

202  9lt3  7A     a1!1  receivable  —  time l,44j  53     d         go3  40 

^OAV«3  70    Accounts  receivable  from  City  of  New 

672  368  60     C  J«L^'?' **"  ""^  "^^^^^^^^^^^^ 192,198  87     D    10.770  88 

Cr  230  70     oZT^  "    T"""^^'  receivable 761.981  29  79,612  69 

12  412  80    ?^      !''**^"*'  receivable Cr        216  90  18  80 

89  864  00     a^?J"?""*^'al  Commission  deposit-.  48.098  80     D     4.168  70 

o»,«04  00     SpecUl  deposits  for  coupons  and  other 

146  609  0ft     n^^^^'^\W 91,972  75  2.108  75 

17^  M     ^^  ^^^^^  ^^^^'^'^^ 1»«.258  09  60.649  00 

596402?!     SXT"^• l'^^"®  26692 

4n798l|     JJ^^J!'^^^  967.829  31         362.426  68 

»Ai,7»8  48     Stocks   and   bonds  —  associated   com- 

64tio7ic«     a/*"*** 411,79848     

o«t8^7  66    Advances  to  Amsterdam  Electric  Ught, 

11  S'SO  An     m?^**/°^  f""^^'  ^o ^'263  01  8,936  46 

9fti  o^?  ^    2    *'  investment  securiUes 11.360  00     

-'VA.^Ti©!     Beal  estate   and   other   miscellaneous 

1448672^««     "  i!?^!!!^*".*f 314.40623  23,138  32 

^*.486.723  86        Fixed  Capital,  Dec.  81  1908  " 14,256,079  85  D    229,644  51 

^(\MA^i^  Fixed  capital  installed  since  1008  — 

Q«  or!  n2         ?J«ctric  department 12,972,376  91  2,147.868  61 

***'255  97         Steam  department 36,255  97  

*M4M88i«  Total  fixed  capital  — gross .'  87^64,712  tS  l^i'slttil'o 

llablim^.^  amortization  "  was  reported  by  the  company  among  its  reserves  on  the 

ateoti  .Sf  *^®J  the  balance  sheet  is  liere  amended  by  the  transfer  of  the  reserve  to  SS 

tte  SnSllSr  ^^f^^  i*  *a  a^o'^^n  as  a  deduction  from  fixed  capital,  in  accordance  with 

iiw?}??"*'*ts  of  the  report  form.  «  wnu 

consists  of  cash  and  New  York  City  4%%  stock,  par  value.  |43.000. 
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BdlwMi  Electric  IBnuiimting  Company  of  BrooUfii 

BALAifci  Shobt  —  Oanoluded 

December  81,  December  81,  1 

1915  AssxTS  BIDS  — ConcIiMM  1016  (D)  decreue 

$S,tn,8k7  54     Le%9    accrued    amortisation* $S,9B1,\S9  kS  $kkZ,SH9l 

22,128,640  59             Totel   fixed   capital  — net 22,603,222  78  1,47^,582  19 

8,486 17  Temporary    advances    to    Amsterdam 

Electric  Light,  Heat  and  Power  Co. .  3,700  93  214  76 

380,616  04  Unamortized  debt  dlsconnt  and  expense  872,580  66  D    16,935  48 

Cr.    3,89138     Construction  work  in   progress 6,805  53  9.696  91 

204,736  13     Other  suspense 800,944  39  6,208  26 


$25,605,242  53  Total 127,442,929  60    $1,837,687  07 


LlABILrriES  BIDS  < 

$124,796  90     Taxes  accrued .'  $307,976  95  $183,179  05 

800,000  00     Bills  payable  —  due  on  demand 1,400  000  00  600.000  00 

352,061  91     Consumers'  deposits 405,650  12  53,488  21 

1,423,584  44     Working     advances  —  Kings     County 

Electric  Light  and  Power  Co 1,533,398  66  109.814  22 

99,742  15     Miscellaneous  accounts  payable 267,095  51  167.353  36 

198,754  00     Interest  accrued  on  funded  debt* 200,862  75  2,10S  75 

8,078  05     Interest  accrued  on  unfunded  debt...  13,285  08  5,207  03 

47,489  38     Other  unfunded  debt 18,266  41  D    29,222  97 

4,275,000  00     Mortgage  bonds 4,275,000  00      

12,300,000  00     Construction  advances — Kings  County 

Electric   Light   and   Power   Co 12,300,000  00     

467,265  20     Casualties  and  insurance  reserve 518,983  16  51.717  96 

••  Contingencies  "  reserve 569,174  65  569.174  65 

508,470  50     Other  optional  reserves 633,337  81  124.866  81 

5,000,000  00     Common  stock    5,000,000  00      


$25,605,242  53  Total $27,442,929  60    $1,837,687  07 


Valuation  of  Property  for  Purpoaea  of  Tarnation 

Cost  to  Same  — 

reproduce  new  present  vahie 
Valuation  as  of  October  1,  1916 ;  filed  by  respondent : 

Real  property  outside  streets  and  public  places. . .  i   ^^•^749^0^0  [       ^.374,700 

Real  property  in  streets  —  tangible  • 12,757,678  6,378.830 

Intangible  property  —  including  franchises N.  E.  N.  B. 

Tangible  personal  property 1,671,044  1,671.044 

Assessed  valuation  for  1916  taxes :                                          Brooklyn  RidimoDd 

Real  property  outside  streets  and  public  places :                  Borough  Borongfa 

Land »    .        $1,061,960  $9,600 

Improvements »    6,114,700  4,160 

Real  property  (tangible  and  intangible)  in  streets  *  18,464,360     

Tangible  personal    property , . . : 160,000  


■c 


_  *  ^1^8  reserve  is  applicable  to  the  fixed  capital  of  both  the  respondent  and  of  the 
Kings  County  Company,  lessor,  no  reserve  being  set  up  on  the  books  of  the  latter 
company. 

*  Under  the  lease  agreement  all  the  respondent's  earnings  are  payable  to  the  Kings 
^^PRi^  ^l®*^**"**^  Light  and  Power  Company  ;  therefore,  no  surplus  balances  will  appear. 

•Of  this  amount  $112,414  In  1915  and  $114,302.76  In  1916  represent  accrued 
Interest  on  that  portion  of  the  Kings  County  Company's  funded  debt  payable  by  the 
respondent  as  rental  under  the  lease  ORTeement. 

•  Includes  nrooerty  of  lessor  company. 

T  Includes  $363,000  leased  property  and  $7,500  non-operating  property. 
•Includes  $3,602,000  leased  property  and  $15,000  non-operating  property. 
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Bdison  Blectrie  ntamliiatiiic  Company  of  Brooklyn 

Dbtails  of  Abskts  and  Dibit  Balances 
**  Fitted  Oapitah  December  SI,  1908 


if 


XTBU 

Generatlnfir  station  bulldlnga 

Sub-station  buildings 

Steam  machinery  and  apparatus 

Electric  apparatus — ^generating  stations 

Sub-station   apparatus 

Overhead  transmission  and  distribution 

system 

Subways  and  cables 

Services,  oTerheiad  and  underground. . . 

Ldne  transformers 

Meters  installed 

Arc  lamps  installed 

Nemst  lamjM  installed 

Tools  and  implements 

Horses  and  trucks 

Office  furniture  and  fixtures 

Miscellaneous  appliances  installed .... 

Automobiles Cr. 

Storage  batteries 

Real  estate  and  structures  (ofllces  and 
storerooms) 

Sundries 

Merged  companies  * 

License  under  Edison  patents 


Book  cost 
Dec.  31,  1915 

$651,571  48 
686,292  57 
797,689  66 
828,762  25 
428,329  82 


Withdrawn 
during  year 


171,245  33 

4,431,897  93 

1,213,249  34 

173,217  25 

256,340  17 

195,708  29 

9,621  34 

30,079  86 

195  89 

59,212  92 

28,712  52 

199  49 

255.115  18 

44,957  21 

43,128  75 

3,236,595  60 

945,000  00 


$61,397  52 

8,035  99 

108,087  37 

89,292  11 

11,660  94 


350  00     Cr. 


1,130  07 
Dr.    199  49 


Book  cost 
Deo.  31. 1910 

$651,571  48 
686,292  57 
797,689  66 
828,762  25 
366,932  30 

163,209  34 

4,323,810  66 

1,173,957  23 

173,217  25 

244,789  23 

195,708  29 

9,621  34 

30,079  85 

154  11 

59,212  92 

27,582  46 

255,115  18 

44,957  21 

48,128  76 

3,236,595  60 

045,000  00 


Total $14,485,723  86     $229,644  51    $14,256,079  35 


Fimed  Capital  Inetdlled  eince  December  SI,  1908 


XlfSTALLBD  DVRIXQ  TXAR 


TfTUi  or  ACCOTJKr 

Land  — -  outside    substations 

Other  land   

General   structures    

General  equipment 

Power  plant  buildings 

Furnaces,  boilers  and  acces- 
sories   

Steam  engines 

Electric  generators 

Accessory      electric     power 

equipment 

Miscellaneous    power    plant 
equipment 

Substation  buildings 

Substation  equipment 

Poles  and  fixtures 

Underground  conduits   .... 

Transmission  system   

Distribution  system : 

a.  Orerhead 

b.  Edison  tube 

e.  Other  underground  . . . 


Additions 

and 
betterments 


Renewals 

and 

replacements 


Retired  or 
withdrawn 
during  year 

(deducted) 


$160,192  41 
86.496  87 
17,195  17 


$3,792  50   $15,569  88 


72  01 

1.774  32 

1,229  72 

161,821  13 

61,952  83 

324,240  36 

168,392  95 

117,917  53 

237,872  89 


154  00 

64,492  80 

53  08 

3.365  08 

11,619  16 

6,015  14 

1,785  48 


10,941  00 

5100 

68,780  82 

482  04 

4,055  76 

2,891  76 

2,569  83 

9,787  57 


Total  cash 

ooetto 
Dec.  31, 191 

$36,367  63 

288,485  94 

274,032  67 

127.846  70 

65.685  47 

28,764  22 
78,253  77 
31,128  00 

163,147  02 

15,010  92 
232,629  04 

1,886,671  94 
305,733  83 

1,945,458  58 
925,283  92 

682,263  35 

3,711  75 

1,761,727  84 


^  *  Represents  property  of  the  rompanlos  merged  by  thp  respondent  and  placed  on  its 
books  without  being  segregated  into  accounts. —  Case  1540. 
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Bdlioa  Etectfte  IWimriiwHiig  Company  of  Biooklni 
Fiwed  Capital  InataUed  9inoe  December  $1,  19$9 — Oon&MMi 

IN0TALUDD  DUBINQ  TBAB 


.JS. 


Retired  or 


Additions  Renewab          withdrawn  Total  cash 

and  and               during  year  coat  to 

TiruB  or  ACCOUNT             bettermenta  replaoementa        (deducted)  Dec.  31. 1919 

Line  transformers  and  de- 
vices        |e0,716  88     123,588  81  1199^6085 

Electric  services   416,776  83  |824  36         32,563  56  1,759,244  78 

Electric  meters   192,721 26     28,816  51  880,520  45 

Electric  meter  installation.       192,21196     53,867  63  741,65051 

Municipal  street  lighting  sys- 
tem       Cr.  8.512  66     5,771  25  27,653  04 

Commercial  arc  lamps 30,593  01 

Electric  motors  and  beaters        22,817  21     160  99  85,458  78 

Electric  tools  and  imple- 
ments             2,700  88  ^ 9,726  87 

Electric  laboratory  equip- 
ment              1,209  57  15,107  57 

Other  tangible  electric  capi- 
tal    533  47 

Engineering  and  superin- 
tendence         109,635  28  692,468  45 

Interest     during     constmc- 

tion  .• Cr.  25,971  59  Cr.  182,592  08 

Miscellaneous     constmction 

expenditures 8,157  66  Cr.   84,561 10 


Total 12,315,620  92       |92,101  60     |259,853  91    $12,972,376  91 


Bettermenta  on  Ijeaaehold  Propertiea, —  Installed  during  year  upon  the  property 
of  the  lessor.  Kings  County  Electric  Light  and  Power  Company,  $478,863.34 ;  lessor 
property  rettred,  «•  $61,857.17  (of  which  $30,208  was  "Fixed  capital,  Dec.  31,  1908," 
and  $31,649.17  installed  since  1908)  ;  net  Increase  during  year  $417,006.17,  paid  for 
by  lessor  company ;  balance  at  close  of  year,  none. 

Detaila  of  Bmpenditurea  for  Property 

Amount 

Tools  used  by  Underground  Bureau $6,656  25 

Time  of  employees  in  Underground  Bureau  on  vacations,  holidays  and 

rainy  days   '. 5,931 09 

Installing  primary  cables  on  Pitkin  avenue  between  Bristol  and  Sack- 
man  streets 5,481 03 

Constructing  a  2-story  garage  at  Quincy  street 51,400  84 

Fumlsblng  and  Installing  2  7V^ton  elevators  at  Quincy  street  garage. .  7,447  64 

Installing  cable  from  Lexington  avenue  station  to  Hall  street  and 

Myrtle  avenue   9,092  50 

Changing  lines  of  D.  C.  series  street-lighting  circuits  Nos.  102,  103, 

104,  105,  106,  107,  108,  109,  110,  111,  112  to  multiple  series  A.  C. .  6,230  11 

Building  2,600  ft.  of  6-duct  subway  on  Eighth  avenue  between  5th  and 

15th  streets 7,585  14 

Installing  cable  from  6th  avenue  and  Carroll  street  to  Eighth  avenue 

and  15th  street 17,757  64 

Building  16-duct  twin  subway  on  Hudson  avenue  from  John  to  Tork 

streeta  13,699  20 

Installing  cable  from  Junction  box  at  Bedford  avenue  to  Park  avenue 

and  Emerson  place 5,080  5.*^ 

Building  11  8H-Inch  fibre  duct  subway  on  Flushing  avenue  between 

Navy  street  and  Waverly  avenue 11,398  24 

>^  Charged  against  respondent  and  included  among  Ita  retirements.  Bee  "EQUlp- 
ment  retired  during  year." 


Abstracts  of  Company  Rbtubnb  4S1 

BdiMB  Blectrie  MnmhyiHng  ComiMuiy  of  Brooklyn 

Detatlg  of  B0penMfure$  for  Propertif —  Continued  Amount 

Installing  cable  from  Gold  street  station  to  Kings  Highway  station . .  |11,045  00 
Installinsr  250M  CM  8  cond.  cable  from  Pearl  street  to  Carroll  street 

statton      12,780  08 

Hanlins  cable  from  Sumpter  street  station  to  Pennsylvania  and  At- 
lantic aTenues ;  ronnlng  wires  on  Liberty  ayenue 0,821  47 

InstalUns  cable  from  Front  street  to  32d  street  sUtion 27,280  87 

UaullQg   cable  from  AlnsUe  street  station  to  Lorlmer  and  Norman 
avenue ;    running  wires  on  Norman  avenue  f^m  Lorlmer  street 

to  Manbattan  avenue 8,180  61 

Installln£f   cable  from  Atlantic  avenue  station  to  Brooklyn  avenue 

and   Park  place 0,476  78 

InstalliDf;  cable  from  Gold  street  station  to  Ainslie  street  station 7,366  07 

InstalliiiK  a  1000-kw.  Westlngbouse  synchronous  converter  at  Madison 

street 81,053  18 

Snlarsingf  4  service  boxes  and  building  8  Scinch  fibre  duct  subway  on 

Wytbe  avenue  between  Ross  and  Hewes  streets 5,122  78 

Installins  a  2000-kw.  Westlngbouse  synchronous  converter  at  Atlantic 

avenue    station    28,464  88 

InstalUns  a  2000-kw.  Westlngbouse  synchronous  converter  at  OarroU 

street  station S0J41 36 

Installing;  a  2000-kw.  Westlngbouse  synchronous  converter  at  Lorlmer 

street  station 26,807  00 

Installins  8-phase  feeder  from  Gold  street  station  to  Kent  avenue 

and  N.  7th  street 26,284  38 

Installing^  a  2000-kw.  Westlngbouse  synchronous  converter.  Jay  street  36,881 52 
Buildins  11-duct  subway  on  Flushing  avenue  between  Broadway  and 

Beaver  street 14,242  06 

Buildingr  II  3H-inch  fibre  duct  subway  on  Flushing  avenue  from  Clas- 

son  avenue  to  Broadway 22,211  60 

Purchasing  property  at  s.  w.  cor.  WiUoughby  and  Pearl  streets 100,102  41 

Installing  a  2000-kw.  Westlngbouse  synchronpus  converter,  Rockwell 

place 6,005  08 

Bnildingr  6-duct  subway  on  Knickerbocker  avenue  from  Suydam  to 

Menahan  streets 7,246  80 

One  pair  of  2-ton  coal  bridges 7,005  46 

Installing  2  600-kva.  Westlnghouse  frequency  converters,  Jay  street. .  20,060  40 

Property  in  town  of  Westfleld,  Richmond  county,  State  of  New  York.  60,000  00 
Dock  construction  and  dredging  for  coal  storage  yard  at  RossviUe, 

S.  1 8,243  88 

Building  subway  on  Norman  avenue  between  Lorlmer  street  and  Man- 
hattan avenue  0,054  28 

Poles  and  fixtures 66,000  60 

TTnderground  conduits   166,801  74 

Transmission  system 78.030  67 

Overhead  distribution  system 87,604  B2 

TTnderground  distribution  system 111,878  74 

Overhead  electric  services 107,464  22 

Underground  electric  services 277,583  41 

Meter  installations   188,844  88 

Meters  installed 136,206  60 

Meters  In  stock  27,608  16 

Transformers  and  devices  installed 44,422  06 

Municipal  arc  lamps  insUlled Cr     10,532  50 

Arc  lamps  in  stock , 7,707  87 

Miscellaneous  appliances   21,100  28 

Station   superintendence    14,767 16 

Designing  engineer   14,684  38 

Superintendent  of  dlstribation 86,620  58 

Superintendent  of  Overhead  Bnrcau , « 9tl8S  80 
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Bdifon  Electric  niamliiatinc  Company  of  Bcookfjn 

DotaiU  of  Bmpenditures  for  Propmty  —  CwntHntded  Amoont 

Sopetlntendent  of  Underground  Bureau 115.438  S3 

Electrical  construction 14,078  22 

Electrical  engineer 5,857  27 

Interest  during  construction,  discount,  contract  bills,  unidentified ...  Cr     25.971  59 

Miscellaneous  construction  expense,  unidentified 8,157  66 

Removing  dead  arc  ckt.  cables  at  various  locations Cr      6,052  68 

Withdrawing  one  1000-amp.  C.  &  C.  booster,  etc.,  at  Lexington  avenue 

sUtion Cr       5.235  00 

Withdrawing  the  2  200-kw.  frequency  converters  at  Jay  street Cr     16,016  00 

Withdrawing  the  four  Westinghouse  mercury  arc  rectifier  sets,  66th 

street Cr     10.941 00 

Withdrawing  the  1000-kw.  550-v.  synchronous  converter,  82d  street. .  Cr     22,884  00 

Withdrawing  the  1000-kw.  G.  E.  synchronous  converter,  Jay  street. . .  Cr     14,903  00 

Minor  projects  (less  than  $5,000  each) "  232.844  05 

Total    $2,147,868  61 


hand  Acquired  during  the  Year  and  Devoted  to  Bleotrie  OperatUma. — Approxi- 
mately 37  acres  of  land  near  Rossville,  borough  of  Richmond,  described  as  ward  5, 
block  80,  lots  55,  200  and  215 ;  acquired  August  23 ;  cost  to  respondent  and  amount 
at  which  carried  on  books,  $50,000.  Parcel  of  land  in  borough  of  Brooklyn,  100  feet 
by  45.8  feet,  with  building  thereon,  described  as  section  1,  block  145,  lot  38; 
acquired  May  31 ;  cost  to  respondent  and  amount  at  which  carried  on  books, 
$100,192.41. 

Construction  Work  in  Progress. —  Engineering  work,  specifications  and  drawings 
for  Pearl  street  otfBce  building,  charged  during  year.  $1,572.28 ;  charged  during  pre- 
ceding year,  $686.65  ;  total,  $2,258.93.  Other  charges  during  the  year:  Installation 
of  cable  to  take  place  of  tube  removed  account  of  building  new  subway  on  Flushing 
avenue  between  Skillman  and  Franklin  avenues,  $791.40;  minor  items  (under  $500 
each),  $2,765.20;  total  expenditures,  $5,805.53. 


Equipment  Retired  during  the  Year 

Cost  of  Charged  to 

equipment  Amount  aocraed 

CLASS  or  SQuiPMSNT                             retired"  of  salvBce**  amortisationM 
Structures : 

General   Cr        $333  33  $333  33 

Power  plant $28,122  57  Cr     20.504  49  48,717  06 

Sub-stations    61 00  Cr            20  22  71 22 

Stable  equipment 1,670  00  215  00  1,455  OO 

Automobiles  and  accessories 14,050  39  1,188  02  12,862  37 

furnaces,  boilers  and  accessories...             19,37160  34  34  19,337  26 

Steam  engines   4,800  00  Cr            22  77  4,822  77 

Accessory  electric  equipment 20,504  00  9,575  50  10,928  50 

Miscellaneous  power  plant  equipment     CJr              6  07  6  07 

Sub-station  equipment   130,184  34  95,255  87  34,928  47 

Poles  and  fixtures 2,711  98  60  77  2,651  21 

Underground  conduits    14,407  93  Cr          235  14  14,643  07 

Transmission  system    73,299  77  11.677  88  61,72189 

Distribution  system: 

Overhead g  375  gg  9  75^^  75  q^       j  377  §7 

Edison  tube   14,69661  756  17  13,94044 

Underground    22.419  15  9,719  71  12,009  44 

S4?«®iT,i^  u^"".*?  credits  amounting  to  $24,167.34. 

Company^SiTHnJ''^n*«n^  Q^^^^^              ""^  ^^^  ^^""^  ^ountv  Electric  Ugbt  k  Power 

SSlr^f  ^^^^^^  -to*'  ^rK^oVer  salvage. 
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■dlMtt  Bl«ctric  niiimiiuitinc  Company  of 
Bquipw^eHt  Retired  durino  the  Tear  — 

Coot  of 
equipment 
CI.AOS  or  BQuxpiaiirr  retired  ■* 

Electric  Bezrices: 

Oyerhe&d     $30,601 57 

Undergrronod    24,004  00 

Meter  installation 70,037  73 

Meters    40.367  45 

Municipal   street  lighting 6,00132 

Transformers 23,538  31 

Miscellaneous  appliances  160  00 

Total    "1551^35550 


Brooklyn 

0enelude4 

Amount 
of  salvage  " 

$5,287  73 
16,236  65 

6,184  00 
38,611  40 

7,520  71 

23,538  31 

160  00 


Chsrgedto 

aocrued 

amortisation  >* 

$25,403  84 

8,757  35 

63,853  73 

1,755  06 

Cr.         628  30 


$214,472  87         $336,882  72 


Mi8ceUaneou8  Inveatmenie 


Par  value 

of  amount 

held 


NAMB  or  nSTTHfO  COMPAlfT  AND 
8SCUBITT 

Stocks  and.  bonds  of  associated 

companies 
Bound : 
Amsterdam  Elec.   L.,   H.  it 
P.  Co.: 

Capital  stock   $500,000  00 

40- jr.  6%  bonds,  due  1037, 
int.  payable  M.  ft  S. . . 

Coupons  

State  El.  L.  &  P.  Co. : 

Capital  stock   

30-yr.  5%  bonds,  due  1026, 
Int.  payable  A.  ft  O. . . . 
Held  free: 
Edison    Construction    Co. — 

stock 

Advances    to   associated   com- 
panies—  held  free 
Amsterdam  Elec.  L.,  H.  ft  P. 
Co. —  bills     receivable,     6% 

demand    

Other  investment  securities  — 

held  free 
Electrical  Testing  Laboratories 

—  stock     

Crescent   Athletic   Club  — 10- 
yr.  5%  bonds,  due  1023,  Int. 

payable  M.  ft  N 

Miscellaneous     investments  — 

held  free 
Insurance     participation     3% 
certificates    


300,000  00 
525  00 

11,000  00 

205,000  00 

10,000  00 


Total    $1,420,563  24 


Date  of 
acquisition 


Amount  at 

which  carried 

on  books 


Income 

accrued 

during  year 


1800-1014 

1800 
1800 

1000-1005 

1008 

1008 


.$411,673  43 

125  00 
**  nominal 

nominal 


68,263  01       1800-1016         68,263  01      "  $1,200  00 


6,270  00       1005-1008       » 6,270  00 


5,100  00       1006-1008 


5,080  00 


627  00 


255  00 


314,405  23        1004-1016       314,405  23 


0,432  15 


$805,816  67       $11,514  15 


'""*  See  these  notes  on  preceding  page. 

^•Actual  money  cost,  $10,000. 

^*  Except  for  this  item  of  $1,200,  no  income  accrued  on  the  holdings  of  the  Amster- 
oam  Company  Is  taken  Into  the  income  account.  [Respondent  apparently  does  not 
regard  such  interest  as  collectible  (see  Retterves)  ;  this  item  of  $1,200  is  collectible 
because  a  rent  payable  to  the  Amsterdam  Company  of  a  Uke  amount  is  retained  by  the 
respondent.] 

^'Actual  money  cost,  nominal. 
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BdiaoB  Btedric  Hiimtin«Hng  Conpiiiy  of  BioofclfB 

MUeeVaneouM  InvegtmenU  —  OonehtdeA 

nrnMrmamr  summakisbd  ▲•  vo 
CHARAcna  or  Ltnv  ob  ■utrxctions  ^tf  Tafaie 

Free   $404,038  24 

Bound : 

Deposited  with  Guaranty  Trust  Co.  as  security  for  first  consol. 
mtge.  bonds   I,0i6,000  00 

Other  bound 525  00 


SpeoUa  DepoHt9.— Coupon  deposits,  |01.072.75;  with  comptroller.  City  of  New 

fork,  125,512.60;  pension  reserre  fund,  $166,220.13;  other  accounts  payable  (de- 
posit in  conformity  to  order  in  case  No.  1,174).  $4,525.46;  total,  $288,230.84. 

Prepaifmei^U.—  Insurance,  $1,793.78 ;  rents,  $205 ;  total,  $1,908.78. 

MitteriaU  an4  SuppUet 

Cost  of  amoanfe 
on  band  at 

CLASS  or  u ATBBiALB  AMD  suppLias  cod  of  yemi 

Purchasing  department  storeroom,  Rockwell  place $41,657 15 

Purchasing  department  storeroom,  Varick  avenue 229,001 35 

Incandescent  lamps 22,198  24 

Stationery 10,044  65 

Reels  and  oil  drums 18.305  50 

Sundry  specUI  metals  material 99,611 73 

Distribution  department  storeroom  —  Rockwell  place 47,563  91 

Distribution  department  storeroom  —  Varick  avenue 74,043  15 

Distribution  department  storeroom  —  ParkviUe 55,525  25 

Distribution  department  storeroom  —  Bast  New  York 12,802  99 

Distribution  department  storeroom  —  Lorimer  street 3,025  02 

Tungsten  street  Incandescent  lamps  —  Arc  Bureau Cr.     335  19 

Clock  switches  — ^Arc  Bureau  1.721 57 

Concrete  poles 1,113  45 

Operating  department  storeroom  —  Gold  street 73.736  91 

Operating  department  storeroom  —  66th  street 11,470  42 

Condenser  and  boiler  tubes 14,962  66 

Oil  in  supply 280  35 

Coal  in  supply 41,878  47 

Coal  in  stock  at  ibolated  plants Cr.     485  60 

Electrical  construction  and  supplies  storeroom 111,813  51 

Meter  parts 3.645  27 

Material  on  Wiring  Bureau  wagons Cr.    2,587  32 

Transportation  department  storeroom 3,386  26 

Heating  apparatus  —  Sales  department 14,948  84 

New  installation  fixtures 5,554  74 

Second-hand  material 61,264  11 

Cost  of  salvage,  second-hand  material 1,325  92 

Stamps  and  stamped  envelopea. .' 266  00 

Total $957,82931 


Other  Suapenae, —  Principal  debit  items :  Amount  of  coupon  Interest  due  on  first 
mortgage  bonds  of  Amsterdam  Electric  Light,  Heat  &  Power  Company,  $287,075; 
expenditures  made  on  behalf  of  the  Association  of  Edison  Illuminating  Companies,  to 
be  charged  against  Association  members  proportionately,  $3,033.83 ;  amount  deposited 
with  the  City  of  New  York  to  guarantee  the  return  of  tools  borrowed  from  the 
Department  of  Water  Supply,  Gas  and  Electricity,  $603 ;  unbilled  portion  of  amoant 
chargeable  against  customers  for  material  aold  on  the  instalment  basis,  $15,319,66; 
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adTanced  for  wiring  customers*  premises,  to  be  repaid  by  them  in  monthly  Instal- 
ments, $48,360.40 ;  undistributed  work  in  progress,  $1,652.96.  Principal  credit  items ; 
Freight  charges  on  coal,  bills  not  receiyed,  |7,823.98 ;  unexpired  portion  of  rent 
received  in  advance  for  use  of  theatre  property,  corner  Willoughby  and  Pearl  streets, 
Brooklyn,  $3,125 ;  normal  federal  income  tax  withheld,  $913.38  ;  value  of  apparatus 
parchased,  bills  not  received,  $43,272.27.    Net  debit  balance,  $300,944.39. 

Una>mortiged  Debt  Discount  and  Expense. —  First  consolidated  mortgage  4  per  cent 
bonds,  due  1939;  unamortlsed  balance,  December  31,  1916,  $389,516.04 ; »  charged 
to  income  during  year,  $16,935.48;  unamortized  balance,  December  81,  1916, 
$372,580.56. 

Becurities 

First  oonsolidated 

rAsmcxTLABB  or  STOCK  Ain>  FT7NDBD  DEBT                       Stook  mortgage  bonds 

Nominal  date  of  issue October,  1898 

Date  of  maturity January,  19^9 

Interest,  rate  and  dates 4%.  Jan.  &  July 

Denominations   1  share  =  $100  $1,000  00 

Authorized  by  company $5,000,000  00  $10,000,000  00 

By  public  authority 5,000.000  00  (»•) 

Actually  issued,  prior  to  year 5,000,000  00  4,275,000  00 

Cash  realised   4,055,000  00  "  3,350,000  00 

Property  consideration «  045,000  00  "  400,000  00 

Discount    (plus    premium    on    redemption    of 

prior  issue,  $150,000)    675,000  00 

Actually  outstanding    5,000,000  00  4;275,000  00 

Interest  accrued  and  dividends  declared 171,000  00 

Interest  charged  to  income 171,000  00 

Interest  and  dividends  paid 170,780  00 

Interest  and  dividends  matured  and  unpaid 86,500  00 

Market  price:  highest,  lowest,  Ust  sale No  sales  88%.  88,  88^ 

Trustees  under  mortgages Guaranty  Trust 

Company 


Mi9eeUaneoue  Bitts  Payable. —  To  various  banks  and  trust  companies  of  Brooklyn, 
$1,400,000 ;  interest  accrued  but  unpaid  at  the  beginning  of  year,  $5,049.27 ;  interest 
accmed  during  year,  $41,215.64 ;  interest  paid  during  year,  $39,267.P>4  ;  matured  and 
unpaid  at  close  of  year,  $6,997.57. 

Oiyneumera'  Deposits. —  Amount  at  beginning  of  year,  $352,061.91 ;  added  during 
year,  $200,327.50;  refunded,  $146,839.29  (of  which  cash,  $80,672.37 ;  credited  to 
consumers*  accounts,  $66,166.92)  ;  balance  at  close  of  year,  $405,550.12.  Interest 
accrued  during  year,  $15,000 ;  paid,  $11,741.27.  For  number  of  deposits,  see  Table 
XI. 

Miscellaneous  Accounts  Payable. —  Unclaimed  wages,  $1,418.15  ;  advances  by  cus- 
tomers for  services,  $29,021.70;  other  accounts  payable,  $236,655.66;  total, 
$267,095.61. 

Toffes  Accrued. —  Bee  schedule  supporting  Income  Statement. 

Other  Unfunded  Debt. —  Wages  accrued,  $795  ;  water  accrued,  $2,174.58  ;  expenses 
accrued,  $15,296.83 ;  total,  $18,266.41. 


>*  See  Securities  below  for  particulars  of  funded  debt,  including  discounts  suffered, 
etc. 

"The  company  reports  $10,000,000  as  having  received  public  authorisation;  [the 
facts  are  that  $4,275,000  were  issued  prior  to  the  enactment  of  the  Public  Service 
Commissions  law ;  the  ranainder  may  not  be  issued  without  specific  authorisation  of 
the  Commission]. 

»  [Issued  for  Edison  license  rights  — 1^14  report.]  ,         „     ,  ,     , 

"  [Bonds  of  par  value  of  $2,000,000  sold  at  85  to  purchase  stock  of  Municipal 
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ReBervea 


TITLX  OF  RS8SRVS 

Accrued  amortization  of  capital..' 

Casualty   

Insurance    

State  workmen's  compensation 
fund   

Insurance  participation   

Contingent  accounts  receivable... 

Pension  fund  

Stock  purchased,  Amsterdam  Co.» 

Interest,  bills  receivable,  Amster- 
dam Co 

Interest,  funded  debt,  Amsterdam 
Co 

Advances  to  Amsterdam  Co 

Contingencies   


Credit 

balance 

Dec.  31,  1915 

Credits 
during  year 

Debits 
during  year 

Credit 

bafaukoe 

Dec.  31, 1919 

•13,217,817  54 

«  1780.524  63 

$336,882  72 

$3,061,489  4S 

117,466  21 

64,452  11 

36.665  44 

145,252  88 

11,270  08 

5,700  00 

738  SS 

16.231  75 

47,267  00 

23,940  01 

28,103  71 

43,093  30 

291, 271  91 

23,133  32 

314,405  23 

69,848  57 

76,065  46 

709  90 

145.204  13 

185.869  09 

32,243  07 

1,882  03 

166,220  13 

6,878  43 

6,878  43 

17,849  51 

272,075  00 
5,959  90 


2,834  79 

15,000  00 

1.815  42 

569,174  65 


20,684  30 

287,075  00 

7.275  32 

669,174  65 


INCOMB  STATEMENT 


OPBBATINO  RSVBNUa  — BALBS  OF 
■LBCTRIC  CURRENT 

Municipal  street  lighting 

Lighting  municipal  buildings..., 

Municipal  heat  and  power 

Commercial  fiat  rate  lighting 

Commercial  metered  lighting... 

Commercial  metered   power 

Railroad  corporations  

Breakdown  service  

Miscellaneous  sales  of  current.. 


Kw.  hours 
delivered 

Rate  or 

avenge 

price 

(cento) 

Net  amount 
for  year" 

Increase  or 
(D)  decrease 

8,979.099 

6.793 

$520,160  86 

11.943  62 

1.653.694.7 

7.196 

U9,010  07 

6.126  26 

2,158.692.7 

3.981 

85,954  45 

D     6,605  2S 

1.426,221.8 

5.835 

«  83, 218  10 

20.301  97 

52.562.998.8 

8.674 

4,559,514  55 

623,035  88 

101.252,123.8 

2.429 

2,459,907  94 

533.777  02 

1,774.600 

1.334 

23.669  36 

D     2.015  02 

910,341.5 

5.475 

49,846  45 

19.651  73 

16,592.815.6 

1.134 

188.166  62 

97.404  96 

187,310,587.9 

4.319 

$8,069,438  39 

$1,193.62113 

Miscellaneous  revenue  :■ 

Rent  of  appliances 1.410  00    D        512  48 

Electric  merchandise  and  Jobbing 39, 350  83           9,109  21 

Total  operating  revenue $8,130,199  22  >^. 202. 064  53 


**  In  addition  to  charges  for  retirements  of  respondent's  fixed  capital*  this  reserve 
is  charged  with  the  withdrawals  from  the  Kings  County  Company's  fixed  capital. 

**  Includes  credit  on  account  of  adjustment  of  materials  and  supplies,  $12,304.60 ; 
the  balance,  $768,130.03  (based  on  142,293.662.9  kw.  hrs.  sold  to  general  consumers 
at  0.8  cents  per  kw.  hr..  $1,138,849.31.  less  actual  repairs,  $370,219.28).  concurrently 
charged  to  operating  expenses. 

"  [Created  out  of  surplus  and  represents  offset  to  cost  of  122  shares  of  Amsterdam 
Company  stock  purchased  during  1914  and  ordered  by  Commission  to  be  charged 
to  surplus.} 

*"  Equal  to  four-tenths  of  one  cent  per  kw.  hr.  for  all  current  sold  to  general 
consumers. 

*^After  deducting  discounts  and  other  abatements  totaling  $112,410.28. 

■•  Includes  revenue  for  commercial  flat  rate  power,  $1,551.19. 

**  [The  1915  figures  with  which  comparison  is  made  included  |138«83  for  the  salr 
of  by-products.] 
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Income  Statbusnt — Condvded 

Cents  per       Net  amount  Inoreaae  or 

^           ^ .                                                                                kw.  hour  w         for  year "  (D)  decrease 
OperaUng  expenses : 

Power  plant  labor  .100       |232,643  54  165,639  47 

B*ael  for  power .423        988.16008  380,858  64 

Otlier  supplies  and  expenses .020         46,635  81  17,952  17 

Repairs   .045         104,549  25  33,410  41 


Total  prodnctlon  expenses .733    $1,371,988  63  «  $497,860  59 

Transmission  (and  electric  storage)  expenses...  .091  170.348  21  D     1,064  75 

I>i8tribiJtion  expenses  .242  453,506  63  17,108  06 

CoDomercial  utilization  expenses .177  331, 843  66  66, 531  82 

Municipal  street  ligb ting  expenses .052  97, 095  48  5, 100  09 

Commercial   administration    .081  151,466  61  29,229  22 

Promotion  of  business .102  191,63151  35,930  51 

General  expenses  (excl.  of  depreciation) .419  785,127  40  104,351  77 


Total  of  foregoing  1.897    13,553,007  12       $755.047  30 

General  amortisation"  .410        768,130  03    D  510.116  14 


Total  operating  expenses  2.307    $4,321,137  15       $244.93116 

Uncollectible  revenue   .016  29,676  26  6,570  34 

Tax    accruals    .354        662,768  62        192.550  41 


Total  expenses,  taxes,  etc 2.677   $5,013,582  03       $444.06191 


Operating  income  applicable  to  corporate  and  leased  prop- 
erties       $3,116,617  19       $758,032  62 

Bent  for  lease  of  electric  plant  (Kings  Co.  Bl.  Lt.  &  Pr.  Co.)  »  2,235,688  89  8,973  61 


Operating  income  applicable  to  corporate  property $881,028  80      $749,058  01 


Non-operating  income :  Interest,  $23,669.68 ;  rents,  $10,867.99, 
ies9  taxes,  $468 ;  miscellaneous,  $26,191.67 ;  leaa  deductions, 
$82,877.60    $27,373  84  $1,892  22 


Gross  corporate  income $908,402  64       $760,461  28 

Deductions  from  gross  income :    Interest  accrued  on  funded 

debt.  $171,000;  on  consumers*  deposits,  $15,000;  on  notes  to 

various  banks,  $41,215.64 ;  on  real  estate  mortgage.  $1,604.17 ; 

amortization  of  debt  discount  and  expense,  $16,936.48 246,756  29  6.479  61 


Net  corporate  income  (corrected) $662,647  36       $744,971  72 


[Appropriation  of  net  corporate  income  for  contingencies,  $669,174.66.  See  Corporate 
Surplus.}  ** 

"  After  deducting  discounts  and  other  abatements  totaling  $112,410.28. 

"'Cost  of  generating  (four  items)  based  on  current  generated,  238,462.500  kw.  hrs. 
(net  output  after  deducting  6,457,700  used  at  generating  station)  ;  production 
expenses  and  following  ratios  based  on  187,810,588  kw.  brs.  sold. 

"^The  constituents  of  tbls  item  entered  above  were  computed  by  the  Bureau  of 
Statistics. 

**  The  company's  charge  to  General  amortization  was  based  upon  a  rate  of  0.8  cents 
per  kw.  hr.  sold  to  general  consumers,  less  repairs,  and  the  amount  of  the  appropria- 
tion to  Contingencies  reserve  was  based  on  a  rate  of  0.4  cents  per  kw.  hr.  sold  to 
general  consumers  (142,293,662.9  k.w.  hrs.).  In  its  flndinss  in  rate  Case  No.  1540, 
the  Commission  determined  the  necessary  depreciation  provision  for  the  years  1913, 
1914  and  1915  to  be  $865,000.  $930,000  and  $995,000  respectively.  At  the  same  rate 
of  increase  the  figure  for  1916  would  have  been  $1,060,000,  or  $291,860.97  more  than 
the  amount  charged  to  operating  expenses.  The  actual  operating  income  for  1916 
was  therefore  $2,824,747.10.  as  compared  with  the  stated  amount  of  $2,358,584.57 
for  1915  when  the  depreciation  charged  was  $283,246  more  than  the  necessary 
provision. 

"Includes  interest  on  Kings  County  company's  first  mortgage  5  per  cent  bonds, 
$125,000.  and  on  purcbose  money  6  per  cent  bonds,  $310,660.  payable  bv  respondent, 
and  erroneously  reported  as  "  Other  compulsory  deductions  from  income.' 

•*  [This  appropriation  reported  by  the  company  as  a  deduction  from  gross  income 
is  here  transferred  to  corporate  surplus  In  conformity  with  the  accounting  classifica- 
tion prescribed  by  the  Commission  and  net  corporate  Income  corrected  accordingly.] 
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CORPORATB  8USPLUS  AmOUIlt 

Credit  balance  for  year  transferred  from  income 1662,817  U 

Adjustment  of  charges  for  lighting  Brooklyn  Bridge,  1915 W  40 

Adjustment  of  charges  for  lighting  Manhattan  Bridge,  1916 1 ,001  52 

Adjustment  of  interest  on  loans 11  39 

Total  |«64,026  66 

Appropriation  for  "Contingencies'*  reserve |S69,17466 

Appropriation  to  employees  for  1916,  in  recognition  of  faithful  and  effi- 
cient service  ; 89,630  44 

Reserve  to  offset  payment  of  expenses  of  Amsterdam  Co 1,  S15  42 

Adjustment  of  charge  for  lighting  Williamsburg  Bridge,  1915 657  91 

Adjustment  of  City  of  New  York  bills  for  street  lighting,  1915 S,248  24 

Total  deductions   6664.02666 


Municipal  Street  lAohting  « 

Number  Price 

CLASS  or  LAMPS                            of  lamps  per  year 

Bridges : 

460  Watts  Inc.  Low  Tension  D.  C Wholesale 

60  Watts  Inc.  Low  Tension  D.  C Wholesale 

40  Watts  Inc.  Tupgsten  D.  C Wholesale 

Streets : 

Tungsten  Series  A.  C 12  $98  00 

1,000  c.  p.  Mult.  D.  C 1  110  00 

400  c.  p.  Mult.  D.  C 1,657  85  00 

400  c.  p.  Mult.  A.  C 237  86  00 

400  c.  p.  •Series  A.  C 1,636  76  00 

800  c.  p.  Mult.  D.  C 1.411  76  00 

300  c.  p.  Mult.  A.  C 864  76  00 

200  c.  p.  Mult.  A.  C 1  70  00 

200  c.  p.  Mult.  D.  C 679  48  00 

200  c.  p.  Mult  A.  C 61  47  00 

250  c.  p.  •Series  A.  C 382  46  00 

40  c.  p.  Mult.  A.  C 32  80  00 

100  c.  p.  Mult.  D.  C 611  25  60 

100  c.  p.  Mult.  A.  C 1,497  26  25 

100  c.  p.  •Series  A.  C \     -^  /  26  00 

100  c.  p.  Series  A.  C /  \  22  50 

40  c.  p.  Mult.  A.  C 6  25  76 

40  c.  p.  Mult.  A.  C 18  00 

26  c.  p.  Mult.  D.  C 15  \ 

86  c.  p.  Mult.  A.  C 1  / 

•Add  25  cycle  of  these  classes 


Amount  of      Consump- 
revenue    tion  (kwJin.) 


.   118,588  94 


} 


196  64 
110  OC 

162*791  78 


253.839  86    . 

70  00 

17.262  86 

5.239  28 

214  18 

302  18 

26,474  39 

25.249  09 

9,836  74 

361  15 

128  76 

107  40 

894  84 


682,927 

4.987 
2,652 

8,021.073 

962,513 

2,098.793 

853.510 

58,084 

80S.  096 

90,624 

1,638 

1,685 

968.767 


9,200 


—     1520,160  86         8,979,099 


Oontraeta  and  Sales  According  to  Rate  Classification  "* 

Number 

of  meters  Kilowatt 

Lighting                         Dec,  1916  hours  sold       Groas  amount 

Retail 69.824  46,790.499.8     14.248,319  69 

Prepayment 8,697.0                555  60 

Wholesale    866  5,768,802.0          328,932  40 

Decorative  street  lamp-post  lighting 779,461.2           46,675  57 

Sign  and  outUne  lighting 468  646, 760.6           86,781  48 

Breakdown 31  161,011.6           16.680  47 

"Hours  burning  per  year,  3,950,  except  21  lamps  on  24>hoor  schedule. 
"Excludes  municipal  street  lighting. 


Net  amount 

Oessdia- 
oounta.  etc.) 

H.  232.476  14 

650  95 

826,487  46 

46.587  76 

86.079  15 

16,€71  07 
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BdiMii  Slectric  mamiaAtini  Company  of  Brooklyn 
ContraotB  and  Saiet  Aoeordi$iff  to  Bate  ClasHfleatian'* —  Ofmeluded 

Number  Net  ammmt 

of  meters  Kilowatt  (le»  di»- 

Poioer                            D3C..  1016  hours  sold  Gross  unount  counts,  ete.) 

Maxlmoni  demand    6,126  23,274,640.0  $1,100,680  90  $1, 092,246  77 

Maximnm  demand  anto  charging....           S  678,444.0  16,208  IS  16,196  67 

Breakdown 15  749,880.0  88,871 46  83,176  88 

0«fi€ral 

Miscellaneoas 8  67.919.1  8,692  80  8,692  80 

Maximnm  demand  (i»artlal  lighting)         256  10,428.352.0  848,411  48  839,601  67 

Maximum  demand  (intermediate)....          16  815.163.4  28,063  28  23.088  28 

Maximum  demand  (wholesale)   4  1,678,078.6  42,947  06  40,886  74 

Rate"B''  96  89.625.179.8  735,979  58  681,586  88 

*^ntransformed  A.  C *. 18  41,477,168.0  469,727  66  461.278  41 

Hre  alarms  1,669  82  1.66119 

ttailroad  corporaUons  1  1.774,600.0  26.888  70  28,669  86 

Municipal 

MuDlciiMil  bnUdlng  Ughtlng 886  1.663,694.7  119.860  80  119.010  07 

MoniciiMil  power 180  2.158»692.7  85.964  88  86.964  46 

77,792  178.881,488.9  $7,679,806  06  $7,569,277  68 


Intercompany  Salee,—  Manhattan  Bridge  Three-Cent  line :  1,774,600  kw.  hrs.  at 
an  average  rate  of  1.3  cents ;  gross  price,  $25,883.70 ;  abatements,  $2,214.35 ;  net 
amount,  $23,669.35.  Point  of  delivery  and  of  measurement  at  respondent's  sub- 
station in  Jay  street 

Merchandiee  and  JohJHng  Revenue. —  Receipts  from  sale  of  merchandise  and  from 
jobbing,  $101,239.95  ;  less  cost  of  materials  sold,  $74,875.70  ;  gross  profit,  $26,364.25  ; 
profit  in  Jobbing  work  performed  under  agency  contracts,  $12,986.58  (cost  of  the 
work  was  $68,078.82)  ;  total,  $39^50.83. 

Operating  Brnpeneee.—  For  details,  see  Table  XXXVI-B. 

Depreciation. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission  for 
electrical  companies  provides  that  operating  expenses  shall  include  the  estimated 
amount  of  capital  consumed,  which  is  defined  as  "  the  amount  estimated  to  be  neces- 
sary to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  " 
during  the  fiscal  period  in  the  tangible  fixed  capital,  and  "  such  portion  of  the  life 
of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be 
necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extra- 
ordinary casualties."  From  the  total  estimated  deterioration  during  the  period  there 
is  deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to 
the  account  "  General  amortisation  "  which  has  been  provided  in  operating  expenses. 
Amounts  charged  to  this  account  should  be  concurrently  credited  to  "Accrued  Amor- 
tisation of  Capital/'  the  ofllcial  title  of  the  reserve  for  depreciation,  etc.,  against 
which  is  chargeable  such  portion  of  the  matured  or  realised  depreciation  as  has 
accrued  since  the  establishment  of  the  reserve.  Under  date  of  February  1,  1900,  this 
company  filed  with  th«  Commission  a  rule  of  depreciation  which  provided  for  a 
charge  to  Qeneral  amortisation  of  1^  cents  per  kilowatt  hour  of  current  sold,  less 
amounts  charged  to  the  several  repairs  accounts.  On  February  4,  1913,  this  rule 
was  modified  so  as  to  exclude  from  the  computations  sales  of  high  tension  current. 
On  February  8,  1917,  a  new  rule  was  filed  which  provides  for  a  charge  for  repairs 
and  reserve  of  0.8  cents  per  kw.  hr.  for  all  current  sold  to  general  consumers, 
beginning  January  1,  1916.  Under  this  rule,  $768,130.03  was  debited  to  General 
amortisation  during  the  current  year  and  concurrently  credited  to  the  reserve. 


"■■zcliidtt  municipal  street  lighting. 
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Bditon  Blectiic  DlntniiuitfnK  Company  of  BrooUyii 


CLASS  or  TAX 

liflndB    ..........    .  w  .  * . . . 

Amount 
of  levy 

$21,649  99 

126.470  75 

3,577  66 
380,481  08 

3,328  00 

500  00 

22,377  73 

1,726  76 

40,132  11 

17.373  48 

1,250  00 

«  44,369  15 

Charged 
to  income 

»  $21,649  99 

"  126,470  75 

3,577  60 
380,481  08 

3,328  00 

500  00 

22,377  73 

1,726  76 

40,132  08 

17,373  48 

1,250  00 

«  44,369  15 

Amotint 
paid 

$21,649  99 

126.854  75 

3.577  60 
232,096  67 

8,328  00 

unpttid 

ImDroTementa  on  land. 

Corporate  real  property 

Special  franchise "   

$129,506  68 

Personal  property 

Other  local  taxes : 

License  fee  •• 

Gross  receiots  •• 

18.377  73 
1.726  76 

33,780  79 

16,046  13 
1,250  00 

21,369  15 

Local  Improvements    .... 

Gross    earnings  —  state 

Dividends        state      ... 

Capital  stock  —  state 

Income  —  federal 

$663,236  65     $663.236  62     $480.057  57     $129,506  68 


VncolXtcXihU  BiXU, —  Namber  of  uncollectible  accounts,  8,876  ;  amount,  $43,884.54. 
Deposits  applied  thereto :  number,  1,081 ;  amount,  $11.791.011 ;  interest  on  depcwits 
applied,  $702.23  ;  recoveries,  $1,715.04 ;  net  amount  charged  to  uncollectible  bills, 
$29,676.26. 

Rent  Cha/rgeB. —  Bush  Terminal  Company,  $1,200;  Bush  Terminal  Building  Com- 
pany. $1,200;  New  York  Bdison  Company  (Brooklyn  Bridge  cables) ,«^  $3,370.90; 
Brooklyn  Heights  Railroad  Company,  $553.56 ;  Amsterdam  Electric  Light,  Heat  and 
Power  Company.  $1,200 ;  Brooklyn  Rapid  Transit  system  (attachments  to  elevated 
structures),  $2,041.78;  Nassau  Electric  Railroad  Company,  $240;  miscellaneous, 
$20,829.10 ;  total  charged  to  operating  expenses.  $30,641.34. 

MISCELLANEOUS  INFORMATION 

Power  Plant. — Gold  street  station  (owned  by  Kings  County  Electric  Light  and 
Power  Co.),  capacity  55,500  kw. ;  Sixty-sixth  street  station,  capacity  16,050  kw. 
For  number  of  units,  kind  and  capacity  in  service  December  31,  1916,  see  Table  XY. 

Circuits,  Poles  and  Line  Tranajormert. —  See  Table  XVI. 

Serrice*.— See  Table  XVI 1. 

Meters. —  Number  at  beginning  of  year,^  75,425  ;  bought  during  year,  18,796;  con- 
demned, lost  or  destroyed,  1,451 ;  net  increase  during  year,  17.345 ;  number  owned 
at  close  of  year,  92,770  (in  use,  89,701,  of  which  11.987  were  set  but  cut  out ;  in 
company's  service,  108;  in  stock,  2,871).    For  details,  see  Tables  XVIII  and  XIX. 

Electric  Current  Generated  and  Sold  {Jew.  hrs.). —  Generated,  A.  C,  238.910.200; 
used  at  generating  stations,  5,457,700 ;  net  output,  233,452,500 ;  sold,  187,310,588 ; 
used  by  respondent,  877,565 ;  transmission,  transformation,  conversion  losses,  20,235,- 
359 ;  unaccounted  for,  25,028,988.  For  additional  details,  see  Table  XXI,  Electric 
current  generated  and  fuel  consumed,  Table  XXIII,  Source  and  disposition  of  electric 
current;  Table  XXIV,  Consumption  of  electric  current. 

Load  Data. —  Generating  station  capacity,  71,550  kws. ;  eub-station  capacity,  72.470 
kws.  (see  Tables  XV  and  XXI)  ;  maximum  load,  67,200  kws..  on  December  19,  1916, 
at  5  :30  p.  m. ;  see,  also,  Table  XXII,  Variation  of  output  and  of  load.  Cdnnected 
load  exclusive  of  company  service,  386,921  kws.  (for  details,  see  Table  XX). 

"  Tax  on  land  includes  $156,  and  tax  on  improvements  $312,  chargeable  to  non- 
operating  Income. 

"*  [Under  section  48  of  the  Tax  Law,  the  respondent  deducts  from  its  special 
franchise  levy  the  amounts  paid  for  license  fee  and  tax  on  gross  receipts.  There  is 
also  a  claim  of  $129<606.68  for  overvaluation.  In  its  tax  accounts  the  company  has 
Ignored  these  offsetting  items  and  has  placed  the  full  levy  on  the  books,  thus  over- 
stating its  liability  ana  charge  to  income.] 

**  Deductible  from  special  franchise  levv,  under  Tax  Law,  section  48. 

^  Consists  of  federal  income,  $40,529.53 ;  emergency  revenue,  $1,070.65 ;  normal 
tax.  $2,7«8.97. 

^  The  Brooklyn  bridge  cables  are  owned  Jointly  by  New  York  Bdison  Company  and 
this  company,  and  are  maintained  for  emergency  purposes  only,  not  for  the  distribu* 
tion  of  current  to  consumers. 

^  "A  check  made  early  in  1916  disclosed  errors  in  the  report  for  1915.*' 
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BdiMii  Blectrie  IlliimimitfnK  Company  of  BrooUyii 

AcciOmU.—  See  Tables  XXVII-XXIX. 

BmpU>ueeB  and  Wages, —  Number  of  ealaried  offlcere,  4 ;  total  compensation  daring 
year,  $40,812.50.  Number  of  all  other  ^nployeee,  second  week  in  December,  full-time, 
2,303  ;  i»art-time,  157 ;  total  compensation  paid  to  officers  and  employees^  $2,180,- 
656.97.     (See  Tables  XXX-XXXIV.) 

Oifioers, —  President,  N.  P.  Brady;  Vice-President,  J.  C.  Brady;  Secretary,  H.  P. 
Erwin ;  Treasurer,  P.  B.  Atkinson ;  Auditor,  J.  C.  Van  Duyne ;  Attorneys,  Ingraham, 
Sheehan  &  Moran ;  Vice-President  and  General  Manager,  W.  F.  Wells;  Assistant 
General  Manager,  J.  B.  Murray ;  General  Purchasing  Agent,  H.  F.  F/asse. 

Direeton. —  J.  C.  Brady,  Bernard  Gallagher,  H.  C.  Du  Val,  William  Berrl,  Frank 
Bailey,  N.  F.  Brady,  Thomas  E.  Murray,  Walton  Ferguson,  William  F.  Sheehan, 
Janies  N.  Wallace,  William  V.  Hester,  W.  F.  Wells,  Daniel  J.  Creem,  Adrian  T.  Kier- 
nan,  and  Wm.  C.  Courtney. 

Main  Business  Offies, —  860  Pearl  street,  Brooklyn,  N.  Y. 

Report  Terifled  by  P.  B.  Atkinson,  Treasurer,  April  16,  1917. 


EMPIRE  CITT  SUBWAY  COMPANY  (LIMITED) 

History, —  Incorporated  July  12,  1890,  under  chapter  611  of  the  Laws  of  1876  and 
the  acts  amendatory  thereof  and  supplementary  thereto. 

Its  business  is  solely  the  construction,  maintenance  and  leasing  of  subways  for 
low-tension  electrical  conductors  in  the  streets  and  avenues  of  the  Boroughs  of 
Manhattan  and  The  Bronx. 

[A  contract,  dated  May  15,  1891,  was  made  with  the  City  of  New  York,  under  the 
provisions  of  chapter  231  of  the  Laws  of  1891,  for  the  construction  and  maintenance 
of  low- tension  subways  In  the  streets  and  avenues  of  the  Boroughs  of  Manhattan 
and  The  Bronx.  This  contract,  made  with  the  consent  of  the  Consolidated  Tele- 
graph and  Electrical  Subway  Company,  constituted  a  modification  of  the  prior  agree- 
ment with  that  company.  One  of  the  rights  so  transferred  from  the  prior  contracts, 
dated  respectively  July  22,  1886,  and  April  7.  1887,  gave  an  option  to  the  City  of 
New  York  to  purchase  all  the  subways,  conduits  and  ducts  of  the  company.  Another 
provision  was  that  when  the  cumulative  annual  profits  of  the  company  should  exceed 
10  per  cent  upon  the  actual  cash  capital  invested  in  the  plant,  the  excess  of  such 
profit  should  be  paid  into  the  treasury  of  the  City  of  New  York.] 

The  control  of  this  company,  through  the  ownership  of  a  majority  of  its  capital 
stock,  was  acquired  by  the  New  York  Telephone  Company  on  or  about  January 
21.  1897. 

Btoekholders  and  Members. —  Number,  December  31,  1916,  7;  resident  in  New 
York  State,  5.  Total  voting  power  (number  of  shares),  56,900  of  $100  par  value 
each,  of  which  56,890  were  held  by  members  residing  in  New  York  State. 

Votes  cast  at  general  meeting  of  April  25,  1916,  54,960;  by  Frank  H.  Bethell  as 
proxy  for  New  York  Telephone  Company,  49,745,  on  behalf  of  himself,  10 ;  by 
Waldron  Hoppins,  5,  as  proxy  for  Theodore  N.  Vail;  by  Howard  F.  Thurbur,  on 
behalf  of  himself,  5,  and  as  proxy  for  The  Bdison  Light  and  Power  Installation  Com- 
pany, 5.185,  and  5  for  J.  W.  Lelb,  Jr. ;  by  Union  N.  Bethell,  6,  on  behalf  of  himself. 
Important  Changes  During  the  Year, —  Extensions  of  respondent's  subways  were 
constructed  in  various  parts  of  the  Boroughs  of  Manhattan  and  The  Bronx. 

Capital  stock  to  the  amount  of  |194,000  and  $194,000  first  mortgage  telegraph 
and  telephone  bonds  were  Issued  and  sold  at  par  for  cash  to  pay  for  subways  con- 
structed during  the  year  1915. 

No  new  powers  or  franchises  were  acquired  during  the  year. 

Lease  of  space  for  blower  station  at  111-116  West  88th  street  was  canceled. 
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Deoember  Sl« 
1915 

9881,432  89 

821.996  64 

80,488  76 

2,716  00 

333  34 

39,800  41 

8,000  00 

9,916,514  47 

1,224.937  61 

2,242  86 

2,697.685  32 

1S^841,S80  BS 

906,369  8S 

19,985,010  kt 

670  06 

$14,220,448  51 


$8,090  26 
87,412  21 

184,880  00 

7,996,000  00 

20,271  37 

5,496.000  00 

427.794  68 

$14,220,448  51 


Empire  City  Subway  Convany  dimitad) 

BALANCE  SHEET 

Deoember  31. 

AaaiTB  BIDB  1916 

Cash    Sk296,471 64 

Consumers*  accounts  receivable 668,029  98 

Other  accounts  receivable 99,981  90 

Special  deposits   2,000  00 

Prepayments   (rent)    333  34 

Materials  and  supplieB 64,091  23 

Miscellaneous  investments 8,000  00 

"  Fixed  Capital.  Dec.  31,  1908  "  : 

Telegraph  and  telephone  subways..  9,908,284  30 

Edison  subways   1,198,979  32 

Furniture   and   fixtures 2,135  06 

FUed  caplUl  insUlled  since  1908 8,619.532  60 

Total  fixed  capital  —  gross H,ltBfiil  91 

Less  accrued  amortisation 1,156,694  65 

Total  fixed  capital  —  net 13^79,236  69 

Suspense    1,724  49 

Total    $14,711,869  10 

LIABILiniS  BIDS 

Taxes  accrued    $8,000  00 

Miscellaneous  accounts  payable 142,486  46 

Dividends  declared 841.400  00 

Interest  accrued  on  funded  debt 190,700  00 

Mortgage  bonds   8,190,000  00 

Provident  fund  reserve 25,000  00 

Common  stock    5,690,000  00 

Corporate  surplus    124,282  65 

Total    $14,711,869  10 


lD< 

(D) 

D  $35.961 85 

D  153,966  66 

19.493 14 

D         716  00 

24.290  82 


D      8,230 17 

D    25,958  29 

D  107  80 

921.847  28 

887,551  0t 

950,394  82 

6S7Ji96  99 

1.054  44 

$491,420  59 


D         $9025 

55,074  24 

341.400  00 

5.820  00 

194.000  00 

4,728  63 

194,000  00 

D  303,512  03 

$401,420  59 


Vaiuation  of  Property  for  Purpoaet  of  Taaeatiim 

Cost  to  Same  — 

reproduoe  new        present  value 

Valuation  as  of  January  1,  1916,  filed  by  respondent : 

Real  property  in  streets  —  tangible $11,989,480  87  $8,782,208  03 

Borough  of  Manhattan 9,870,934  84  7,236,075  66 

Borough  of  The  Bronx 2,118,54608  1,546,13237 

Boroughaof 
Manhattan  MM 
Assessed  valuation  for  1916  taxes:  The  Bronx 

Real  property  outside  streets  and  public  places $500  00 

Real  property   (tangible  and  intangible)  In  streets 11,106,720  00 


Fiwed  Capital  Installed  since  Deoember  31,  1908. — Organization,  $500 ;  fornitore 
and  fixtures,  $6,895.83,  whereof  $1,964,59  was  added  during  year ;  subways,  $3,587,- 
136.77.  whereof  $906,882.69  was  added  during  the  year;  tools  and  Implements, 
$26,000,  of  which  $13,000  was  added  during  the  year;  total  as  of  Dec.  31.  1916. 
$3,619,532.60. 

Bpeotal  Deposits. —  With  Commissioner  of  Public  Works,  City  of  New  Torfc,  $2,000. 

Materials  and  Bupplies.—  Tools,  $15,782.44  ;  supplies,  $48,308.79 ;  total,  $64,091.23. 

Miscellaneous  Investments. —  Corporate  stock,  City  of  New  York,  $8,000;  doe 
1959;  4  per  cent  payable  May  and  November.  Oirried  on  books  at  par;  deposited 
with  State  Industrial  Commission ;  income  accrued  and  received  during  the  year,  $320. 

Buspenst. —  Experiments,  $1,724.49. 
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Bmpire  City  Subway  ComfMuiy  (Limited) 
Funded  Deht^ 

Term  Amount 

of  bond        Dates  of              iasued  and  Cash 

n^-     M^  A  ^ fH  1        ^  »i       «  ..  ^       .       (y^)*  issue*  outstanding    realist 

Consolidated  Tel.  and  Elec.  Sub.  Co. :  * 

let  mtge.  telegraph  and  tel.  bonds.  ..     [50    May  20, 1800]  $1,126,000  (•) 

2d  mtge.  telegraph  and  tel.  bonds [60     May  20, 1890]     1,126,000  (■) 

Ist  mtge.  Edison  bonds [50     May  20,  1890]        125,000  (■) 

2d  mtge.  Edison  bonds [50     May  20, 1890]        125,000  (■) 

Empire  City  Subway  Co.,  Ltd. : 

l8t  mtge.  telegraph  and  tel.  bonds [50    July    1, 1892]     5,089,000  $5,089,000 

2d  mtge.  telegraph  and  tel.  bonds....      [50     July    1,1892]          82,000  82,000 

1st  mtge.  Edison  bonds [50     July    1,1892]        519,000  519,000 

'Tot*!    —  $8,190,000  $5,690,000 


The  Interest  rate  on  these  bonds  is  6  per  cent ;  on  the  Consolidated  Telegraph  and 
Electrical  Subway  ODmpany  bonds  it  is  payable  June  and  December  and  on  the 
Empire  City  Subway  Company  bonds  in  January  and  July.  Total  interest  accrued 
during  the  year,  $401,400 ;  amount  paid,  $485,580 ;  accrued  but  not  yet  due,  $178,200  ; 
matured  and  unpaid,  $12,500. 

Oapital  Stock. —  Common  stock  authorised  by  company,  60,000  shares  of  $100 
par  yalue  each ;  amount  outstanding  December  31,  1916,  $5,690,000 ;  cash  realized 
on  actual  issue,  $5,690,000;  issued  during  the  year,  $104,000;  dividends  declared, 
6  per  cent  on  $6,496,000,  $329,760,  payable  January  25,  1916;  declared  payable 
January  28,  1917,  6  per  cent  on  $6,690,000,  $341,400. 

Mi€cettaneoua  AecounU  Payable, —  New  York  Edison  Company,  maintenance, 
$48,820.60;  Western  Electric  Company,  materials  and  supplies,  $15,608.33;  other, 
$7S,0574S2 ;  total,  $142,486.45. 

7iurat  Aeerued. —  See  schedule  supporting  Income  Statement. 

ReBerves. — Accrued  Amortization  of  Capital  * :  Credit  balance,  December  31,  1916, 
$906,369.88;  credited  during  the  year,  $254,024.56  for  depreciation,  and  $928.80 
from  sale  of  Junk ;  charged  during  year,  plant  removal,  $2,765.97 ;  cost  of  removal, 
$1,862.67;  balance^  December  31,  1916,  $1,156,694.66. 

*'  Liability  on  Account  of  Provident  Fund  '* :  Credit  balance,  December  31,  1916, 
$20,271.37 ;  credits  during  the  year,  by  appropriation,  $14,752.95 ;  by  interest, 
$661v46 ;  debits  during  year  on  account  of  relief  department  and  pensions,  $7,176.77 ; 
on  account  €i  accidents,  $3,499;  credit  balance,  December  31,  1916,  $26,000. 

INCOME  STATEMENTS 

Spaces  rented 
Deo.  31,  1916 

(finale  duet        Amount  for        Inerease  or 
feet)  year  (D)  deerease 

Operating  revenues  —  subway  rents : 

American  District  Telegraph  Company 24,229.21  $4,674  S3  D        $173  82 

Automatic  Fire  Alarm  Company 28,743.25  4,283  24  66  03 

Commercial  Cable  Company 970.80  166  48    

Holmes  Electric  Protective  Company 96, 648.00  16, 167  49  44  51 

Interborough  Rapid  Transit  Company 11,198.40  1,906  88    

*  Trustees:  For  the  first  mortgage  telegraph  and  telephone  and  first  mortgage 
Edison  bonds  of  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  the 
Metropolitan  Trust  Company  as  successor  to  the  Atlantic  Trust  Company ;  for  the 
other  Issues,  the  Bankers  Trust  Company  as  successor  to  the  Mercantile  Trust 
Company. 

'Assumed  by  respondent  in  acquisition  of  subways  from  Consolidated  Telegraph  and 
Electrical  Subway  Company. 

'  [As  reported  by  company  in  1910.  First  mortgage  telegraph  and  telephone  bonds 
of  Ehnpire  City  Subway  Company  have  been  issuea  each  year  under  supplemental 
mortgages,  dated  January  1.    Date  of  original  mortgage  was  January  1,  1892.] 

*  See  paragraph  Depreciation,  page  445. 

*  Annual  rental  value  for  whlcn  no  bill  is  rendered,  city  departments.  1,722,989.06 
duct  feet,  $286,482.06 ;  not  taken  into  income  account. 
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Bmpire  City  Subway  Company  (Limited) 
IiffooMfl  STATflMEMT  —  Condudsd 

Spaoea  rented 
Deo.  31.  1916 

(single  duot  Amount  for  Increase  or 

feet)  year  (D)  decrease 

Manhattan  Fire  Alarm  Company 1,404  SI  J232  82  D           $5  41 

Mercantile  Burglar  Alarm  Company 6.416.77  88132  UO  71 

New   York  Quotation  Company 19.235.89  8.140  37  D              187 

New  York  Telephone  Company 7, 886.363.92  1. 284, 951  92  44, 482  OS 

Postal  Telegraph  —  Cable  Company 173, 107.77  27,787  60  676  71 

Special  Fire  Alarm  Electrical  Signal  Co 1. 955.60  303  14    

Stock  Quotation  Telegraph  Company 39.644.98  6,32146  437  91 

Western  Union  Telegraph  Company 214, 766 .70  35, 061  24  100  09 

The  New  York  Edison  Company 1,265, 607.98  210, 162  79  D       4,4«l>  50 

Total 9.772,293.08  |1>696.08198  141.176  41 

Miscellaneous  revenue  9,866  28  D      1.391  U 


11.606.397  26 


138;  78621 


Operating  expenses : 

Maintenance  of  subways  $89,428  72  $2,705  79 

Operation  of  subways 49.54879  1,18680 

Salaries  and  expenses  of  general  oflBcers 28, 473  07  3,774  29 

Salaries  and  expenses  of  general  office  clerks 18.479  69  D      4,688  06 

General  office  supplies  and  expenses 761  16  D      6,013  19 

General  law  expenses 10.633  11  D     14,192  OS 

Miscellaneous   general   expenses 4.347  00  D          383  19 

Relief  department  and  pensions •16.464  36  9.610  64 

Franchise   requirements    30.314  23  7.883  35 

Accidents  and  damages 988  75  278  18 

General  stationery  and  printing 692  58  692  58 

Total  of  foregoing $246,021  36  $1,804  63 

General  amortization  254.024  56  6,657  18 

Total  (Including  amortization) $499.045  91  $7,46171 

Tax  accruals  239.618  85  85.66818 

Miscellaneous  rents   6.749  68  D       1.79199 

Total  expenses  and  taxes $744.314  44  $41,337  10 

Operating  income  applicable  to  corporate  property $861,062  82  D     $2,662  62 

Non-operatlng  income :    Interest  charged  New  York  Tele- 

MQ9°/on^°'    **°    deferred    payment    for    securtties    sold, 

K-  1    ° '.  °°  corporate  stock,  city  of  New  York,  $320 :  on 

bank  balances,  $3.691.24 ^^^^  ^^  ^^ 

DXt'iorT'  *°''"^' 1^75,022  26  D      $2,215  8 

491,400  00  U.64O00 

Net  corporate  income 

^ $383,622  26  D    $13.85623 


Pi^baWy'l^pi^deWiTmin'^^^^^^^  The  baUnce    (l.<M».9e)   wis 
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Tfliplre  Cltj  Svbffvaj  Company  (Ufldtod) 

OOBFORATB  SURPLUS 

Sarplus,  December  81.  1915 $427,794  68 

Balance  for  year  transferred  from  Income  account 383,622  26 

Unclaimed  wages 28  26 

Total $811,445  20 

Dividends,  6  per  cent  on  $5,496,000  of  common  stock $329,760  00 

Dividends,  6  per  cent  on  $5,690,000  of  common  stock 841,400  00 

Amortisation  elsewhere  unprovided  for 5,572  00 

Other  appropriations  (cash  bonus  to  employees) 10,146  57 

Bad  debts  written  olT 288  98 

Total  deductions 687,162  56 


Surplus,  December  81,  1916 $124,282  65 


DepreeUition. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission  for 
electrical  companies  provides  that  operating  expenses  shall  include  the  estimated 
amount  of  capital  consumed  which  is  defined  as  **  the  amount  estimated  to  be  neces- 
sary to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  " 
during  the  fiscal  period  in  the  tangible  fixed  capital,  and  "  such  portion  of  the  life 
of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be 
necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraordinary 
casualties."  From  the  total  estimated  deterioration  during  the  period  there  is 
deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to 
the  account  *'  General  amortisation  "  which  has  been  provided  in  operating  expenses. 
Amounts  charged  to  this  account  should  be  concurrently  credited  to  "Accrued 
Amortization  of  Capital,*'  the  ofllcial  title  of  the  reserve  for  depreciation,  etc., 
against  which  is  chargeable  such  portion  of  the  matured  or  realised  depreciation  as 
has  accrued  since  the  establishment  of  the  reserve.  This  company  has  never  filed 
a  rule  of  depreciation  with  the  Commission  nor  does  it  state  the  basis  for  its 
charges.  In  1916  it  charged  to  general  amortisation  and  credited  to  accrued 
amortisation  of  capital,  $254,024.56. 

Tamea 

Amount  Charged  Amount  Due  and 

CLASS  or  TAX  of  levy  to  income  paid  unpaid 

Special  franchise $227,470  68  $227,470  68  $227,470  68  

State  franchise  tax  on  dividends.       8,090  25  8,000  00  8,090  25  

Federal  income 4,036  71  4,036  71  4,036  71  

Real  estate  1146  1146  1146  


Total  .  • $239,609  10     $239,518  85     $239,609  10 
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Bnipiro  CUj  Snlnniy  Gonpuiy  QAuHbtt^ 

MISCELLANEOUS  INFORMATION 

Und«rffround  ConduUa 


ADDED  DUSXNO  TBA.R    | 

BKIRED  DUBDrO  TnABj 

AT  CLOea  OF  TKAU 

NUMVEB  OW  DUVIV 
PBB   CONDUIT 

Treneh 
feet 

Duet 
feet 

Treneh 
feet 

Duot 
feet 

Treneh 
feet 

Duot 
feet 

Tdephooe  and  Telegraph  Tubes  —  Manhattan  and  The  Bronx 

1-127 

131.976  11.809.723  | 

4.677  1     188.369    | 

U, 666.492  1 

V22.435.816 

Ediaon  Tubes  —  Manhattan 

1 

9.909 

846 

268 

16 

7 

45 

9,910 

693 

803 

59 

35 

268 

26,633 

2,674 

.327 

116 

123 

831 

• 

26,633 

1.098.960 

16.794 

738 

776 

129 

6.063 

1,803 

216 

752 

108 

814 

143 

364 

513 

296 

745 

267 

194 

499 

260 

126 

62 

19 

18 

1.098.060 

2 

6,348 
981 
460 
616 

1.986 

31,5SS 

8 

2.214 

4 

3.104 

6 

642 

6 

30.379 

8 

14.424 

9 

1,019 

10 

7.615 

11 

1.190 

12 

9.763 

13 

1.863 

14 

6.007 

16 

7.60S 

16 

4.716 

17 

12.650 

18 

4,635 

19 

3.686 

23 

11,477 

24 

6.240 

26 

3.160 

27 

1.404 

32 

608 

36 

648 

Total 

10.590 

11.708 

29,203 

36.023 

1,128.638 

1.266.608 

Grand  total 

142.665 

1.821.491 

33.880 

223,392 

2.684.130 

•23.701.424 

Type  of  Duot, —  Wrought  Iron,  clay,  wood,  cement,  asphalt,  sine.  Manner  in  which 
ducts  are  laid :  Bare  with  creosoted  wood  protection ;  concrete  foundation ;  concrete 
envelope  with  concrete  joints  and  wood  protection.  Pa?lng :  Wood  block,  asphalt ; 
granite  on  concrete,  old  macadam,  briclK ;  number  of  square  yards,  1,394,553.  Man- 
holes :  Brick,  concrete  and  cast  iron ;  slse,  2  ft.  6  in.  x  2  ft.  6  in.  x  2  ft.  6  in.  for 
the  smallest  to  9  ft.  x  12  ft.  x  12  ft.  (average)  largest. 

Accidents.—  See  Tables  XXV-XXIX. 

Employees  and  Wages. —  Number  of  general  oflBcers,  10 ;  total  compensation  during 
year,  $30,133.34 ;  number  of  all  other  employees,  second  week  In  December,  full-time, 
849 ;  part-time,  6 ;  total  compensation  paid  to  officers  and  employees,  1587,026.31 
(charged  to  operating  expenses,  $119,496.73;  to  fixed  capital,  $467,629.58).  (See 
Tables  XXX-XXXIV.) 

O/yic0r«.— President,  Union  N.  Bethell ;  First  Vice-President,  Frank  H.  Betbell : 
fiecond  Vice-President,  Howard  F.  Thurber ;  Secretary  and  Treasurer,  Walter  Brown ; 
Assistant  Secretary,  Waldron  Hopkins ;  General  Auditor.  Jacob  8.  Wiley ;  General 
Solicitor,  Charles  T.  Russell;  General  Manager,  James  A.  Stewart;  Chief  Engineer. 
B.  F.  Sherwood ;  Genera]  Superintendent,  C.  I.  Walker. 

Direcfors. —  Union  N.  Bethell,  Frank  H.  Bethell,  John  W.  Lieb,  Jr.,  Howard  F. 
Thurber,  Theodore  N.  Vail. 

Main  Business  Orfflce, — 16  Dey  street,  New  York  City. 

Report  verified  by  Walter  Brown,  Treasurer,  April  13,  1917. 

^Of  the  above.  1,166.344  trench  feet  and  17,642.306  duct  feet  are  in  the  Borough 
of  Manhattan,  and  389,148  trench  feet  and  4.793,509  duct  feet  are  in  the  Borough 
of  The  Bronx. 

'  Of  the  above,  12,206,141  duct  feet  are  unoccupied. 
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THE  FLATBUSH  GAS  COMPAHT 

Hiitonf, —  Incorporated  [April  2,  1864]  ^  ander  an  act  of  the  Leglslatare  [to 
authorise  the  formation  of  gas  light  companies]  passed  February  16,  1848.  [On 
December  18,  1893,  the  company  filed  an  amended  certificate  of  incorporation  extend- 
ing its  objects  to  include  the  manufacture  and  distribution  of  electricity.  The 
franchises  and  property  of  the  Knickerbocker  Electric  Light  and  Power  Company  were 
acquired  by  purchase  December  27,  1893.]  *  Electric  operations  were  commenced 
In  1893. 

The  company  supplies  electricity  and  water  gas  to  the  Twenty-ninth  warJ, 
Borough  of  Brooklyn,  and  electricity  on  Ocean  Parkway  from  Foster  avenue  to  the 
Atlantic  ocean.  It  has  no  gas  plant  and  gas  is  purchased  from  the  Brooklyn  Unl>n 
Gas  Company. 

Stock  control  of  the  company  is  held  by  the  Brooklyn  Union  Gas  Company  which 
acquired  the  respondenrs  entire  capital  stock  on  May  31,  1897. 

Stockholders  and  Members. —  Total  voting  power  of  all  members,  4,000;  each 
holder  of  $50  i>ar  value  of  stock  having  one  vote.  Total  number  of  stockholders  at 
date  of  last  election,  8 ;  all  residents  in  New  York  State.  Votes  cast  at  last  gene»'<«l 
meeting,  April  11,  1916.  4,000;  of  which  3,995  were  cast  by  A  F.  Stanlford  (10  on 
behalf  of  himself'  and  8,9)85  on  behalf  of  Brooklyn  Union  Gas  Company)  and  6  by 
F.  B.  Jourdan  on  behalf  of  himself. 

Important  Chanffea  during  the  Year. —  For  details  of  distribution  mains  and 
underground  conduits  laid  during  the  year  see  these  headings  under  Miaoeilaneoue 
information.  T.  P.  Payne  was  appointed  additional  assistant  treasurer,  on  June  1. 
1916.    No  new  powers  or  franchises  were  acquired  during  the  year. 

BALANCE  8HEET« 
December  31,  December  31,  Increase  or 

1915  ASSBTS  sron  1916  (D)  deerease 

$29,897  27     Cash $(|9,948  19  $40,050  92 

34,170  52    Accounts  receivable  from  City  of  New 

Y<»rk  (for  gas  and  electricity) 33,876  66  D         293  86 

64,982  12    Consumers'  accounts  receivable 91,909  00  26,926  88 

34  71     Accounts    receivable    from    associated 

companies , . . .  D  84  71 

14,812  76    Other  accounts  receivable 19,642  07  4,829  81 

100  00     Interest  and  dividends  receivable 144  17  44  17 

18,843  75     Special  deposits 20,167  50  1,323  75 

8,952  24     Prepayments  (insurance)   5,146  38  D      3,805  86 

75,885  77     Materials  and  supplies 96,654  91  20,669  14 

"  Fixed  Capital,  Dec.  31,  1908  " : 

534,649  68         Electric  department   528,838  50  D     6,711 13 

711,458  18         Gas  department 710,332  78  D      1,125  40 

Fixed  capital  installed  since  1908 : 

994,528  55         Electric  department    1,119,562  71  125,039  16 

1,104,850  94         Gas   department    1,154,519  42  49,668  48 

78,816  56         General  capital   85,418  49  6,60193 

S,4Bi498  8$            Total  fixed  capital  —  gross S,598,971  90  174>479  04 

841,669  80     Lees  accrued  amorUsation« 1,0^3,037  67  tO  1,367  57 

t,S8t,599  06             Total  fixed  capital  —  net ,  t,55S,6Sk  53  D  t6,89i  53 


$2,880,208  20  Total    $2,893,023  41         $62,815  21 


^  [Date  when  certificate  of  incorporation  was  filed  with  Secretary  of  State.  The 
company  reports  March  31,  1864,  the  date  when  the  certificate  was  executed.] 

'  [See  Annual  Report  of  the  Commission,  1910,  Vol.  I,  pp.  288-291.] 

'  The  certificates  of  stock  are  endorsed  in  blank  and  held  by  the  Brooklyn  Union 
Gas  Cb. 

*  ("Accrued  amortisation  "  was  reported  by  the  company  as  a  reserve  on  the  lia- 
bilities side ;  the  balance  sheet  is  here  amended  by  the  transfer  of  this  item  to  the 
assets  side  where  it  is  shown  as  a  deduction  from  fixed  capital  in  accordance  with 
the  requirements  of  the  report  form.] 
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The  Flatbndi  Oas  Comptny 

Balancb  Shbr — Conduded 

December  31.  ^^^^Sf  ^^*  fn\  A^^^at, 

1915  LIABILITIES  BiDB  1»16  (D)  decreMC 

.     $6,21296  Taxes  accrued    $9,27665  J?'????? 

500,000  00  Bills  payable  —  due  on  demand ^       '^  oa 

97,342  76  Consumers'  deposits    113.02111  15,678  36 

2,526,220  85  Accounts  payable  to  associated  com- 
panies        3.101,85423  576.m38 

30,627  17  Miscellaneous  accounts  payable 26,87167  D     3,755  50 

8,939  92  Interest  accrued  on  unfunded  debt. . .  6.806  08  D      2,133  84 

5.382  98  Other  unfunded  debt  —  wages  accrued  15,006  62  9,623  W 

49,859  28  Casualties  and  insurance  reserve 88,340  10  33,480  8* 

200,000  00  Cbmmon  stock 200,000  00     1*  *  * '  it 

D      694,377  71  Corporate  deficit    ^  663  JSS  05  68,775  J4 

$2,830,208  20  Total $2,893,023  41         $62,815  21 

Contingent  LiabiUtieB. —  None. 

Valuation  of  Property  for  Purpose*  of  Tarnation 

Cost  to  Same  — 

Valuation  as  of  June  80,  1916,  filed  by  respondent :  reproduce  new      J««*°*  ^™^ 

Real  property  outside  streets  and  public  pUces. ...:..  $1,463,307  00  *1.4«3.307  00 

Real  property  in  streets  -  tangible 1J51.561  67    1.761.561  6. 

Tntangible  property,  including  franchises — "       tl^*^^g^.A 

Tangible  personal  property   778,450  14       778,450  14 

Assessed  valuation  for  1916  taxes:  ^rS^^S 

Real  property  outside  streets  and  pubUc  places:  Z^!^^!^m 

^""^ ; ....   1,009.000  00 

Improvements   i  oti  440  00 

Real  property  (tangible  and  intangible)  in  streets i.Z7i.4«u  w 

Tangible  personal  property _^JJJ=11111^ 

Details  of  Assbts  an©  Liabilitibs 
"Fiwed  Capital,  December  31,  I»a«."«-- Electric:  Book  cost,  December  31,  1915, 
$534,549.63;  withdrawn  during  year,  $5,711.13;  book  cost,  December  ^l*  ^^^^' 
$528,838.50.  Gas :  Book  cost.  December  31.  1915,  $711,468.18 ;  withdrawn  during 
year,  $1,125.40;  book  cost,  December  31,  1916.  $710,332.78.  Book  cost,  gaa  ana 
electric,  December  31,  1916,  $1,239,171.28. 

Fimed  Capital  Installed  since  December  31,  1908  —  Blectrie 

INSTALLBD  DURING  TBAB  , 

, * — .    Retired  or  -,11. 

Additions      Renewals       withdrawn  Total  cash 

and                and           during  y«»r  ,^_*™J2«- 

TTTLB  OF  ACOOUMT                     betterments  replacements  (deducted)  Deo.  31,  ivio 

Land  devoted  to  electric  operations :  o   m 

Occupied  by  generating  stations $34,198  IS 

Other  land •  $4  00     1'751 00 

Franchises  (electric) 5OO00 

Power  plant  buildings » 4,349  00     $288  37  25,358  68 

Furnaces,  boilers  and  accessories. ...     •  2,515  OS     45,541 57 

Steam   engines    •719  39     " 83,764  92 

Electric  generators 8  76     27,020  SU 

•  No  details  reported. 

•  Sewer  assessment. 

^  Construction  of  coal  bins,  $1,029 ;  construction  ot  transformer  bouse,  $3,320 ; 
total,  $4,349. 

*  Installation  of  cylinder  arrester. 

*  Includes  connection  to  Worthington  cooling  tower,  $542. 
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The  Flatbtttb  Oas  Comptnj 
Capital  Instaile*  flNoe  Deeemher  SI,  1908  —  Bleetfic  —  Concluded 

imTAXXBD  DUBINO  TKAR* 


Retirfd  or 


Additiona       Renewals       withdrawn  Total  eaah 

and                and           during  year  coat  to 

rma  of  acooumt                    bettermenta  roplacemanta  (deducted)  Deo.  31. 1016 

Accessory  electric  power  equipment.  ^  |2»99fi  28  $28J42  47 

Miscellaneoiis  power  plant  equipment           87  26     2,979  29 

Poles  and  fixtures 3,152  91     16,709  65 

Underground  conduits    18,818  84        $116  08            $4  00  187,690  22 

Distribution  system : 

a.  Overliead 2,702  00     173  64  46,412  77 

b.  Underground    (other   than    Ed. 

tube) 20,711 89     168  86  121,944  80 

Line  transformers  and  devices 7,158  30     43.608  04 

Electric  services 41,369  05     •       413  14  260,202  86 

Electric   meters   13,75164     2150  95,269  93 

Municipal  street  lighting  system 7,564  57     301  69  87,038  43 

Electric  tools  and  implements 835  53 

Electric   laboratory   equipment 448  46     3,944  03 

Mlacellaneous    construction    expendi- 
tures    2,049  90 


Total    $126,289  28        $116  08     $1,366  20  $1,119,562  71 


Fiaed  Oaitiial  iMtaUed  since  December  SI,  1908  —  Gas 

Land  devoted  to  gas  operations : 

Occupied  by  gas  works $21,308  39 

Other  Und 15,396  99 

Works  and  sUtion  structures $48  31     39,218  45 

Holders    301,742  24 

Gas  engines 25,291  77 

Miscellaneous  power  plant  equipment     1,189  46 

Accessory  equipment  at  works 80.221 36 

Trunk  Unes  and  mains 27,799  64     $349  38  519,087  53 

Gas  services   7,926  57     146  00  98,747  71 

Gas  meters   14,149  66     10  32  98,626  94 

Gas  tools  and  implements 250  00     250  00 

Engineering  and  superintendence 570  08 

Miscellaneous    construction    expendi- 
tures      2,868  50 


Total    $50,17418     $505  70  $1,164,519  42 


Fiaed  Capital  Installed  since  December  SI,  1908  —  (General 

General  structures    "$4,576  79     $246  00       $55,293  80 

General  equipment    3,380  39     1,109  25         30,124  69 


$7.957 18     $1,355  25       $85,418  49 


,  ^*  Includes  installation  of  two  type  B.  R.  feeder  regulators,  $2,176.10,  and  regu- 
lator panels,  $698.63.  ^  ^      ^       . 
"  Includes  construction  of  sump  at  sales  office,  $830.44,  and  wagon  shed  extension, 

1918.86. 

16 
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The  Ffatbaah  Om  CompMiy 
Equipment  Betirwl  during  tk€  Tear 


Number 
of  unite 


CLASS  or  BQUXnCBHT  BBTlBaD 

street  mains  (feet)   1,680 

Gas  services  16 

Gas  meters  57 

Wiiter  meters  2 

K  tchen  sinks  2 

Laundry  tubs   1 

Mantelpieces    1 

Batb  tubs 2 

Hot  water  boilers  2 

Horse    1 

Typewriter    '. 1 

Bicycles  3 

Automobile   1 

Wire   (feet)    B8.21S 

Lead  cable    (feet) 7,941 

Poles   82 

Slectric  meters  52 

Arc  lamp  poles   (complete) 6 

Coal  bin  1 

Manbole  covers  4 

Cut-out  boxes  92 

Fuse  boxes  10 

Mast  arms  • 

Mast  arm  braces  68 

Iron  windlasses  14 

Brackets   5 

Couplings  102 

Total  


Amount  off 
Cost  of       ealvaoe 
equipment  ohargca  to 
ma  «nat 


AMomrr 


retired 

81,21188 

161  00 

268  72 

190  00 

800 

800 

20  00 

40  00 

20  00 

286  00 

99  00 

90  25 

686  00 

2.616  63 

1,000  90 

1,280  65 

878  76 

297  00 

288  37 

19  39 

518  24 

64  60 

96  00 

38  86 

42  00 

253 

3  61 


1389  48 

6  60 

7  50 
400 
3  00 
500 

10  00 
800 

2125 
900 

25  00 
764  OB 
689  96 

15  25 
104  22 

80  07 

582 

688 

60 

137 

1  11 

143 

07 

63 


, — i — . ■■  » 

Aoerued  Suxplua 
amortasa.ion       or 

of  Mental  d     cit 

90937  $39253 

150  26  10  74 

85  77  lt6  35 

166  54  1&96 

400    

15  00    

1200    

286  vv  ••........ 

77T5    

8126    

610  00    

1,-882  69  379  » 

28661  2434 

902  69  362  n 

462  94  3U  59 

232  79  34  14 

28837    

10  28  3  29 

381  95  129  91 

4869  5  SI 

60  70  33  93 

2136  16  S9 

26  S6  14  22 

146  101 

2  38  50 


$10,063  68     $2.099  81     $6.06119     fl,9t3  68 


Special  Deposits. —  Deposit  with  bids  for  municipal  street  lighting,  $1,436.25; 
aecnrlty  for  paving.  Ocean  Parkway  franchise,  $750 ;  deposited  with  State  Industrial 
Commission.  4  per  cent  corporate  stock  of  the  City  of  New  York,  par  value,  $15,000, 
cost  $14,981.25 ;  with  City  of  New  York  to  cover  cost  of  repavlng,  $3,000 ;  total, 
$20,167.50. 

Materials  and  Supplies 


On  hand  at 
■LSCTBic  raPART^BNT  cloee  of  year 

Bituminous  coal  (long  tons) 98 

Anthracite  coal  (long  tons) 1,870 

Incandescent  lamps,  carbon 7,469 

Incandescent  lamps,  tungsten 20,378 

Incandescent  lamps,  other 1,575 

Heaters,  fans,  etc 2.274 

Poles,  wood   64 

Poles,  iron   7 

Cross-arms    1,080 

Pins    3,015 

Brackets 240 

Insulators 3,728 

Iron  guy  and  susponsion  wire  (feet) 13,826 

Brighter  Brooklyn  posts 84 


Average  ooat 
per  unit 

$3,981 

2.715 

.1822 

.4241 

2.1329 


10.57 

31.18 
.6344 
.015 
.0841 
.074 
.009 

19.40 


OoUtct 

quantify 
on  hand  at 
eloee  of  year 

$390  16 

5,074  28 

1,361  23 

8,642  66 

3,359  47 

5,406  37 

676  48 

218  00 

695  21 

45  23 

20  18 

275  87 

124  90 

66130 
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The  FlAtVush  GaB  Company 
Materials  and  8uppUe9  —  Concluded 

On  hand  at 

■LBCTBic  DBPARTMBifr — Condvded  dose  of  year 

Lubricants    1,485 

Lead  cable 85.847 

W.    P.   Wire.. 82,860 

Undersroand  tubing  material 26,385 

Service  stock   

DiBtributlon  stock 

Station  stock    

Total  —  electric   

GAS    DBPABTMBNT 

Cast  iron  pipes  and  fittings 

Gas   ranges,   water  heaters,   industrial   appli- 
ances, etc 758 

Gas  lamps 

Distribution  stock 

Total  —  gas    

Total  —  electric  and  gas 


Cost  of 

quantity 

on  hand  at 

perimit 

close  of  year 

$.2775 

$412  09 

.2089 

7,490  60 

.0856 

2,818  26 

.0496 

1.259  10 

8.174  18 

14.529  14 

989  92 

$62,609  53 


$2,289  18 

2.355  51 

7,952  57 

21.348  12 

$33,945  38 

$96,554  91 


Capital  Stock. —  Common  :  Authorized.  4,000  shares  of  $50  par  valne  each  ;  issued 
prior  to  year  and  outstanding  at  close  of  year,  $200,000 ;  cash  received  as  considera- 
tion of  iseue.  $200,000 ;  no  dividends  were  declared  or  paid  during  the  year. 

Accounts  Payable  to  Associated  Companies. —  Brooklyn  Union  Gas  Company : 
Advanced  during  year,  $1,103,048.75;  repaid.  $527,415.37;  amount  owing  at  dose  of 
year,  $3,101,854.23  ;  interest  accrued  and  paid,  $91,048.14. 

Consumers*  Deposits. —  Balance  at  beginning  of  year,  $97,842.75;  added  daring 
year,  $53^389;  refunded  by  cash.  $32,997.84,  and  credits  to  consumers'  accounts. 
$4.712.80 ;  balance  at  close  of  year.  $113.021.11 ;  interest  accrued  during  year, 
$6.268.67 ;  interest  paid  during  year,  $3,311.29.    For  number  of  deposits  see  Table  XL. 

TVmm  Aoerued, —  See  schedule  supporting  Income  Statement. 


Reserves 

Credit  balanoe       Credits  dur>    Debits  dur-  Credit  balance 
Dee.  31, 1915  ing  year  ing  year    Deo.  31.  1016 


AecnMd  amortisation  of  capital  — 
elflCtrtc"    $531.75189       $137,190  63 

Accraed  amortisation  of  capital  — 
gas"    300.91791  70.238  18 

Casualties  and  insurance— elec- 
tric       88.792  66  30,000  00 

Casualties  and   insurance  —  gas. .         11.066  62         10,000  00 


$4.828  29 

$664,114  23 

1,282  90 

878.928  14 

4.058  50 
2.460  68 

64.734  16 
18.606  94 

^  The  report  states  that  this  reserve  includes  "  contingencies  "  and  "  if  any  such 
monies  remain,  minor  extensions  and  additions."  [The  rule  of  depreciation  filed  by 
the  company  was  based  in  part  on  a  resolution  of  the  board  of  directors  that  pro- 
vision should  be  made  for  these  elements  under  amortisation  in  addition  to  those 
specilled  in  the  accounting  order.  The  inclusion  of  such  elements  is  contrary  to 
the  accounting  order.] 
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The  FlAtbush  Oat  Company 

INCOME  STATEMENT 

(A)   Bleotrie  Department 

Itate  or 

Operatiog      revenues  —  sales      of  Quantity             *prio?*       Net  amount    In. 

electric  current :  (Kw.  boon)           (oenta)           for  year      (D) 

Municipal  street  lighting  — arc D  166,696  18 

Municii»al    street    lighting  —  in- 
candescent    1,226,315 

Lighting  municipal  buildings...  101  ,€28 

Municipal  heat  and  power M,347 


Commercial  flat  rate  lighting.. 

Commercial  metered  lighting...  2,461,297 

Commercial  metered  power 862,446 

Battery  charging  60,668 


7.46 

$91,892  64 

60,060  eo 

7.96 

8,066  74 

336  53 

6.33 

4,07166 

1.013  16 

10.42 

3000    D 

42  24 

11.64 

899,286  61 

80,406  04 

4.06 

86,09010 

13,00  28 

4.99 

2.626  40 

G»  U 

Total  sales  6,767,889  |640,4S1 96         $89,346  34 


Miscellaneous  revenue :    Rent  of  electric  appliances,  $67.26 ; 
electric  merchandise  and  Jobbing,  $3,641.06 8,69880  2.12883 


Total  electric  operating  revenues $544.180  26        $91,468  17 


Operating  expenses  :  1^^  hfu 

Power  plant  labor 0.38  $33,719  14  $6,398  63 

Fuel  for  power 0.67  60,679  86  7,780  50 

Other  supplies  and  expenses 0.07  6,684  66  3.272  71 

Repairs    0.15  12,879  68  3,785  51 


Total  production  expense  1.78  $102,862  74  >«$20,237  25 

Distribution    1.06  60.810  92  3,34108 

Commercial  utilization   0.31  18,068  43  306  81 

Municipal  street  lighting  0.21  12,098  71  D     8.670  12 

Commercial  administration   0.83  19.106  98  7,063  93 

Promotion  of  business  0.06  8,266  23  D     1,089  01 

General  expenses  (excluslye  of  depreciation)...  1.04  69,830  44  D        247  92 


Total   of  foregoing 4.79       $276.023  45         $26.932  06 

General  amortizatiou  (reserved)    2.38        187,19063  21,622  19 


Total  operating  expenses   7.17       $413,214  08        $17,664  24 

Uncollectible  revenue  0.02  1,13827  674  90 

Tax   accruals    0.41  23,782  49  4,063  44 


Total  expenses,  taxes,  etc 7.60       $438,134  84        $62,198  68 


Electric  operating  income  applicable  to  corporate 
property    1.84       $106,046  41        $89,276  69 


"  First  four  lines  based  on  kw.  hrs.  generated.  8.806,297 ;  the  following  lines 
on  kw.  hrs.  sold.  5,767,889. 

^The  constituents  of  this  item,  entered  above,  were  computed  by  the  Bureau  of 
Statistics. 
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The  Flfttbush  Gas  Compftny 

Income  Statement  —  Concluded 

(B)    009  Department 

Rate  or 


Quantity 

Operating  revenae  —  sales  of  gas :  (M  cu.  ft ) 

Municipal  street  lighting  18,914 

lAghtiJig  municipal  buildings...  4,612 

Municipal  heat  and  power 1 .56tf 

Prepaid  gas  14,111 

Commercial  metered  lighting...  827,688 

Commercial  heat  and  power....  6,482 


average 
price 

(oenta) 

Net  amount 
for  year 

Inereaeoor 
(D)  deoreaae 

76 

$14,182  61 

D 

1276  61 

75 

3,457  76 

D 

1,688  77 

75 

1,174  18 

97  26 

80 

11,288  86 

18  08 

80 

662,004  06 

43.810  29 

80 

4,386  84 

88  64 

Total  aalea  872,374  $696,483  21        $42,244  88 


Miscellaneous  rerenae:    Bent  of  gas  appliances,  $6,000.24; 
gas  merchandise  and  Jobbing,  $15,468.86 21,464  20  4,470  68 


Total  gas  operating  rerenues $717,8^41        $46,716  67 


Operating  expenses : 

Gas  porcbased"  

Production  (including  storage)    

Transmission   and   distribution 

Municipal   street  lighting  —  repairs 

Commercial  administration   

Promotion  of  business  

General  expenses   (exclusive  of  depreciation).. 


PerM 
cubic  feet 
sold 
(cents)  u 

54.41 

$474,674  78 

$28,512  00 

0.89 

7,794  70 

D 

6,469  59 

12.83 

111.957  46 

D 

15,761  10 

.01 

57  16 

D 

24  6C 

5.28 

45.664  59 

D 

2.437  08 

0.99 

8,609  56 

629  93 

4.37 

38,086  34 

D 

6,64123 

Total  of  foregoing  78.73       $686.844  53    D    $1,18182 

General  amortisation  (reserved)   8.05  70,238  13  24.676  71 


Total  operating  expenses   86.78  $757.082  68  $28.494  89 

Uncollectible  revenues  0.22  1,908  69  206  62 

Tax  accruals  4.03  36,122  88  8,776  57 

Miscellaneous  rents  .02  210  00  87  50 


Total  expenses,   taxes,   etc 91.05       $794.324  28        $82,665  68 


Gas    operating    loss    applicable    to    corporate 
property    8.76        $76,366  82    D  $14,149  99 


(C)   Bleotrio  and  Oaa  Departments  Comttined 

Net  amount        Incrrasc  or 
for  year  (D)  df^crease 

Operating  income  —  electric  and  gas $29,678  69        $63,426  58 

Non-operating  Income :    Interest  on  bank  balances,  $1,643.84 ; 

on  New  York  City  bonds,  $600 ;  on  minor  accounts.  $82.60 ; 

miscellaneous  rents,  $326.30  (net  after  deducting  expenses, 

126.70)    2.652  64  270  38 


Gross  corporate  Income  $32,331  28        $63,696  96 

Deduct  interest:  On  notes  payable.  $1,833.34;  on  advances 
by  Brooklyn  Union  Gas  Co.,  $91,048J14;  on  consumers'  de- 
posits,   $6,288.67    .....* 99,170  06    D        971*7 


Net  corporate  loss   $66.838  82    D  $54,668  33 


"  Based  on  872..374  M  cubic  feet  sold  to  the  nubile. 

>*Gas  famished  by  the  Brooklyn  Union  Ons  Company,  049,349,468  cubic  feet  at  50 
cents  per  M.     Delivered  at  mains  of  respondent  and  measured  at  consumers*  meters. 
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TIm  Fteilmih  0«a  CcMiipany 

cx>iuposATs  DBncrr 

Deficit,  December  31.  1916 $594,377  71 

Loss  for  y'ear  transferred  from  Income 66,838  82 

Fixed  caplUl  reUred 1.902  68 

Bad  debts  written  off T07  27 

Adjustments  of  account  with  City  of  New  York 237  75 

Gratuities,  etc 20  00 


Total $664,084  23 

Sale  of  scrap |534  84 

Reserved  for  Federal  Income  tax  1915  (do  tax  levied) . .  325  00 

Adjustment  of  inventory 44  57 

Bad  debts  collected 26  77 


Total  additions   931 18 


Deficit,  December  81,  1916 $663,153  05 


Municipal  Street  Lighting" 

■LBCrBic  Price  per        Amount  of 

CLASS  or  LAMP                     Number  year                revenue            Consumption 

A.  C.  series  gas  filled  400  c.  p 867  $85  00 

A.  C.  series  gas  filled  100  c.  p 151  28  00 

A.  C.  multiple  400  c.  p 137  86  00 

A.  C.  multiple  100  watts 94  28  00 

OAS 

Welsbach    1,351  10  37            14.182  61       18,914,343  cu.  ft. 


$91, 892  84        1, 236, 815  kw.  hn. 


Total    2,600       $106,575  15 


Merchandise  and  Jolihing  Revenue 

Gsa  Eleeirio 

Receipts  from  sale  of  merchandise  and  from  Jobbing. . .       $72,507  69  $29.487  90 

Deduct  cost  of  materials  sold "  57,133  73  25,846  85 


Amount  credited  to  revenue $15,463  96  $3,641  05 


Operating  Expeneee. —  For  details,  see  Table  XXXVI-B,  Electric,  and  Table 
XXXV-B,  Gas. 

Deprcciat'.on. —  The  Uniform  Systems  of  Accounts  prescribed  by  the  Commission 
for  gas  and  electrical  companies  provide  that  operating  expenses  shall  Include  the 
estimated  amount  of  capital  consumed  which  is  defined  as  "  the  amount  estimated  to 
be  necessary  to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have 
accrued  "  during  the  fiscal  period  in  the  tangible  fixed  capital,  and  "  such  portion  of 
the  life  of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated 
to  be  necessary  to  provide  a  reserve  to  cover  the  coat  of  property  destroyed  by 
extraordinary  casualties."  From  the  total  estimated  deterioration  during  the  period 
there  is  deducted  the  actual  amount  expended  in  rep&lrs  and  the  remainder  is  charged 
to  the  account  "  General  amortization "  which  has  been  provided  In  operating 
expenses.  Amounts  charged  to  this  account  should  be  concurrently  credited  to 
"Accrued  Amortization  of  Capital,"  the  official  title  of  the  reserre  for  depreciation, 
etc.,  against  which  is  chargeable  such  portion  of  the  matured  or  realised  depreciation 
aa  has  accrued  since  the  establishment  of  the  reserve.    Under  date  of  April  15,  1909, 


3U  ^u^^ft  *^*'°*"«^  ^^  y**'*  ■^»^''^^'  New  York  City  schedule.     Gas  per  lamp  hour, 

fn»  Sf«^^fA®11  purchased  gas  appliances  from  Brooltlyn  Union  Gas  Company  dor 
mg  the  year  to  the  amount  of  $40,766.58. 
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The  Flattnuh  G«s  Comptay 

this  company  filed  witb  th«  Commission  rales  of  depreciation  which  provide  for  a 
charge  to  *' General  Amortisation — Electric"  and  concurrent  credit  to  "Accmed 
Amortization  of  Capital  *'  of  three  cents  per  kw.  hr.  sold  [less  cost  of  actual  repairs], 
and  a  charge  to  '*  General  Amortisation  —  Gas  *'  and  concurrent  credit  to  "Accrued 
Amortisation  of  Capital"  of  thirteen  cents  per  M  cu.  ft.  sold  [less  cost  of  actual 
repairs!.    See  note  12. 

OHARQKD  TO   mC05«»» 

Amooat  ^  ■  ■  -   »         * s  Amount  Due  and 

CLASS  OF  TAX  of  levy  Eleotrio  Ga3  piid  unpaid 

L«lid8     11.828  82)  ttiaga  113  689  21$  ^.828  32    

ImproTements  on  land  20.987  20  \  ^*^  ^  '*'•**"  "  (  20,987  20    

Special    franchise   ....  26.445  96  10,578  38  15.867  67  36.446  96    

Francbtae    on     Ocean 

Parkway"    ....i 367  26  367  25  867  26    

Gross  earnings,  state.  6,576  66  2,630  65  3,946  00  6,887  96    

Federal  income,  esti- 
mated       2.700  00  1.060  00  1.620  00  


Totals     158.906  37  123.782  49       136.122  88  $56.516  68 


VncoUectWe  BUU  —  Oas. —  Number  of  uncollectible  accounts,  1.R88;  amount, 
$6,808.43.  Deposits  nppUed  thereto :  number,  875 ;  amount,  $3,3.')6.21  ;  interest  on 
deposits  applied.  $205.80 ;  recoveries,  $1,357.73  ;  net  amount  charged  to  uncollectible 
bills.  $1,908.69.  Amount  of  uncollectible  bills  on  which  above  875  deposits  were 
held,.  $4,648.90. 

Electric. —  Number  of  uncollectible  accounts,  599;  amount.  $3,179.41.  Deposits 
applied  thereto :  number,  254 ;  amount,  $1,376.59 ;  interest  on  deposits  appl'ed, 
$53.73;  recoveries,  $610.82;  net  amount  charged  to  uncollcct'ble  bills,  $1,138.27. 
Amount  of  uncollectible  bills  on  which  above  254  deposits  were  held,  $1,970.24. 

MISCELLANEOUS  INFX)RMATION 

Cfat  Works  and  Holders. —  Company  has  no  manufacturfng  plant,  but  purchases 
gas  from  the  Brooklyn  Union  Gas  Company.  Holders,  2;  combined  capacity,  6,000 
M  cu.  ft.     (See  Table  IV.)     For  auxiliary  gas  works  apparatus,  see  Table  III. 

aa$  Moins. —  Transmission  pipe  line,  length  In  feet.  24,009 ;  none  laid  or  taken  up 
during  year.  Distribution  pipe  line,  length  In  feet.  5S0.185  ;  lad  within  year,  15,315  ; 
taken  up.  1,680;  net  increase  during  year,  13,635.     (See  Table  V.) 

Chaa  Services, —  Number  in  use  at  end  of  year,  12,624;  added  within  year,  453; 
removed,  15  ;  net  increase  during  year,  438.     (See  Table  VI.) 

Gas  Meters. —  Number  of  consumers'  meters  in  service  at  end  of  year  (excluding 
1,383  sfc  but  locked  or  cut  out),  28,290 ;  net  increase  during  year,  2,140 ;  total  owned 
at  close  of  year,  30,366 ;  bought  during  year.  2.237  ;  retired,  57.  (See  Tables  YII  and 
VIIL) 

Gm  Bought  and  Bold  {eu.  ft,). —  Purchased  from  Brooklyn  Union  Gas  Company, 
*<0.349.468  at  50  cents  per  H ;  used  by  company.  1,027,200;  sold  to  public,  872.374,- 
*^5;  lost  and  unaccounted  for,  75.947,958.     (See  Tables  XII  and  XIII.) 

Blectrie  Power  Plant. —  Generating  station,  one  at  273  Clarkson  street ;  capacity, 
'  075  k.  V.  a.  (For  number  of  units,  capacity  and  kind  in  service  at  close  of  year, 
>^ee  Table  XV.) 

'*A71  taxes,  except   franchise  on   Ocean   Parkway,  are  appirtioned  between  the 
drp'irtments — to  electric  40  per  cent  and  to  gas  60  per  cenC 
*^Two  per  cent  of  gross  receipts  in  territory  In  1915. 
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The  Fktiradi  Gmt  Company 

Underground  Conduits,  Decemhor  SI,  19 IS 

HUMBBB  or  DUCTS  PKR  CONDUIT  TroQch  feet  Euct  feet             Type  of  dodt 

1 3,425.58  3,425.58  TUe 

2 51.010.35  102.020.70  " 

3 32,108.74  96,826.22  " 

4 12,1)63.75  51,855.00  *• 

6 5,633.42  83,800.52  " 

9 4,020.92  36,188.28  *• 

12 295JS8  3,546.96  " 

4 13,547.33  54,189.32  Tile  and  fibre 

5 1,870.00  9,360.00 

2 2,214.67  4,429.34  Fibre 

3 42,187.36  126.562.08  " 

4 14,323.92  67,295.68  " 

6 15,291.22  91,747.32  •• 

8 1,671.00  13,368.00  " 

9 7,315.08  65,835.72  " 

12 2,587.25  31,047.00  " 

16 785.00  12,560.00  " 

20 518.00  10,360.00  ** 

1 1,307.50  1.307.50  Wrought-Iron  pipe 

2 616.84  1,233.68 

4 266.75  1,067.00 

6 * 85.17  511.02                    • 

7 161.83  1,132.81                    * 

Total 214,207.26  809,159.78 


.\dded  during  year,  13,551  trench  feet,  48,0 4G  duct  feet ;  none  retired. 

drcuits,  Poles  and  Line  Transformers. —  See  Table  XVI. 

Eleotrie  Services,— See  Table  XVII. 

Bleetric  Meiers, —  Number  at  beginning  of  year,  10,824 ;  bought  during  the  year, 
2,136 ;  condemned,  lost  or  destroyed,  52 ;  number  at  close  of  year,  12,908  (in  use  by 
consumers,  including  631  cut  out,  12,572 ;  company's  service,  23 ;  in  repair  shop,  9:^ ; 
in  stock,  220).     (For  details,  see  Tables  XVIII  and  XIX.) 

Electrio  Current  Generated  and  Sold  {kw.  hrs,). —  Generated,  gross,  8,806,297: 
used  at  generating  station,  1,469,819 ;  net  output  from  generating  station,  7,336.478 ; 
used  by  respondent  in  offices,  etc.,  345,715 ;  supplied  for  municipal  street  Ugbtlng. 
1,226,315 ;  metered  on  consumers*  premise.^,  4,341,574 ;  unaccounted  for,  1,222,874. 
For  additional  details  see  Table  XXI,  Electric  current  generated  and  fnel  consumed; 
Table  XXIII,  Source  and  disposition  of  electric  current ;  Table  XXIV,  Consumption 
of  electric  current. 

Load  Data. —  Maximum  load,  3,210  kws.,  on  December  30,  1916.  (See  also  Tkble 
XXII,  Variation  of  load  and  output.)  Connected  load,  exclusive  of  company*s  serricc, 
11,896.     (For  details,  see  Table  XX.) 

Accidents, —  See  Tables  XXV-XXIX. 

Employees  and  Wages, —  Number  of  general  officers,  9  ;  no  compensation  paid  durint; 
the  year;  number  of  all  other  employees,  second  week  in  December,  foil  time,  373; 
part  time,  65 ;  total  compensation  paid  to  employees,  $361,679.44  (electric  depart- 
ment, $176,753.73;  gas,  $184,925.71).     (See  Tables  XXX-XXXIV.) 

Officers. —  President.  B.  R.  Chnpman ;  Vice-President,  A.  F.  Staniford ;  Secretary, 
F.  B.  Jourdan ;  Assistant  Secretaries.  F.  R.  Wogan  and  H.  E.  McGowan ;  Treasurer. 
J.  H.  Benedict;  Assistant  Treasurer,  Herbert  Wellington;  Auditor.  James  Gilmer: 
Assistant  Treasurer  and  Assistant  Auditor.  T.  P.  Payne;  General  Counsel,  Cullen  & 
Dykman  ;  Claim  Agent,  G.  M.  Kirchmer ;  General  Manager,  H.  E.  McGowan ;  Engineer. 
J.  H.  Jonrdan ;  Purchasing  Agent,  G.  W.  Gatehouse. 

Directors. —  E.  R.  Chapman,  M.  D.  Chapman.  J.  H.  Jourdan,  F.  B.  Jourdan,  A.  T. 
Staniford,  H.  E.  McGowan,  J.  IT.  Benedict. 

Main  Business  Office. — 1034  Flatbush  avenue,  Brooklyn,  N.  Y. 

Report  verified  by  H.  E.  McGowan,  General  Manager,  April  16,  1917. 
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TH£  JAMAICA  GAS  LIGHT  COMPANY 

H^§9tory. —  Incorporated  February  18,  1856,  under  an  act  of  the  Legislature  passed 
February  16,  1848.  The  company  furnishes  water  gas  to  Ward  4,  in  the  section  known 
as  Jamaica,  Borough  of  Queens,  New  York  City.  The  entire  supply  is  purchased  from 
the  Brooklyn  Union  Gas  Company  as  the  company  has  no  manufacturing  plant. 

^tock  control  of  the  respondent  is  held  by  the  Brooklyn  Union  Gas  Company, 
whlcb  acquired  the  capital  stock  in  July,  1897. 

Stackholdera  and  Memhera. —  Number  at  date  of  last  election,  6,  all  residents  of 
New  Tork  State.  Total  voting  power  (number  of  shares),  2,000  of  $100  par  value 
eacb.  Number  of  votes  cast  at  last  general  meeting,  September  18,  1916,  2,000,  of 
whlcb  P.  B.  Jourdan  cast  *  5  in  behalf  of  himself  and  1,995  in  behalf  of  the  Brooklyn 
Union  Gas  Company. 

Important  Changea  during  the  Year. —  No  additional  powers  or  franchises  were 
acquired.  T.  P.  Payne,  Assistant  Auditor,  was  appointed  as  an  additional  Assistant 
Treasurer.  For  details  of  transmission  and  distribution  mains  laid  during  the  year, 
M^e  Maina, 

[The  Public  Service  Commission  ordered  this  Company  on  May  25*,  1916  (Case 
No.  1807),  to  reduce  its  rate  to  95  cents  per  M  cu.  ft.,  effective  July  1,  1916.  The 
Company  subsequently  secured  a  writ  of  certiorari  and,  on  July  27,  1916,  the  Court 
ordered  the  Company  to  set  aside  as  a  special  deposit  subject  to  the  further  orders 
of  the  Court  the  difference  between  the  amount  collected  for  gas  and  the  rate 
ordered  by  the  Commission.  Bills  are  rendered  at  $1  per  M  cu.  ft.,  but  the  Com- 
pany credits  to  revenue  only  95  cents,  the  difference  of  5  cents  being  credited  to  a 
reserve.  Commercial  metered  lighting  and  prepaid  gas  in  suspense.] 

BALANCE  SHEBT 

December  31,  December  31,  Inerease  or 

1915  AS8KTS  SXDB*  1916  (D)  decrease 

f  9.219  92     Cash   $18,870  40  $4,650  48 

1,515  08  Accounts  receivable  from  City  of  New 

York    (for  gas) 876  69  D         638  39 

10,113  50     Ck>nsumers'  accounts  receivable 17,898  20  7,784  70 

2,753  40  Accounts    receivable    from    associated 

companies 546  84  D      2,207  06 

7,787  68     Other  accounte  receivable 10,997  04  3,209  41 

33  32     Interest  and  dividends  receivable 33  32     

5,119  00     Other  special  deposits   8,500  54  3,381  54 

949  02     Prepayments  —  insurance    613  05  D         335  97 

22,580  03     Materials  and  supplies 23,751  34  1,171  31 

419,868  86  "Fixed  Capital,  Dec.  81,  1908".....  415,55136  D      4,317  50 

308,384  91     Fixed  capital  installed  since  1908 341,322  33  32,937  42 

7t8,t5S  77         Total  fixed  capital  — gross. . .'. 756,878  69  »8,619  92 

88,ltt  98    Lees  accrued  amortisation  * 102,860  69  14,757  76 

840  JSO  84        Total  fixed  capital  —  net 654,018  00  18,88*  10 

$700.201 74  Total    $731,099  92         $30,898 18 

$1,327  41     Taxes  accrued    $1,547  61  $220  20 

17,426  92     Consumers'  deposits    21,168  86  3,74194 

887,691 47    Accounts  payable  to  associated  com- 
panies       358,240 11  20,548  64 

2,661 30     Miscellaneous  accounts  payable 494  06  D      2,167  24 

1,598  46     Interest  accrued  on  unfunded  debt...  2,266  03  667  57 

644  52     Other  unfunded  debt  —  wages  accrued  1,745  .>5  1,101  08 

3,749  77     Ckisualties  and  insurance  reserve 6,382  23  2,632  46 

Commercial  metered  lighting  and  pre- 
paid gas  in  suspense 5,05111  5,05111 

200,000  00     Common   stock    200,000  00     

185,10189     Corporate  surplus   134,204  36  D         897  53 

$700,201 74  XottA    $731,091)  92         $30.898 18 


OonHngent  lAatdlities, —  None. 


*The  certificates  of  stock  are  endorsed  in  blank  and  held  by  the  Brooklyn  Union 
Gas  Company. 

*  The  balance  sheet  as  submitted  by  the  company  has  been  here  changed  by  the 
transfer  of  the  reserve  "Accrued  amortissation  of  capital"  from  the  liabilities  side 
to  the  assets  side,  where  It  is  now  shown  ns  a  deduction  from  "  Fixed  capital "  lh 
accordance  with  the  requirements  of  the  report  form. 
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Th«  JmflMucft  Gfts  Light  Compagr 
TtOumHon  of  Property  for  Purpooeo  of  TawaUon 

reproduce  new 
ValuAtlon  as  of  June  30,  1916,  filed  by  respondent : 

Real  property  outside  streets  nnd  public  places |149,002  67  $149,002  57 

Real  property  In  streets  —  tangible *. 535,688  65  535,688  65 

Intangible  property,  including  franchises 35,73:^63 

Tangible  personal  property 186,482  58  186»482  5S 

^^—~-  ■  '        ■     -  ■'~~' 

Asfeesed  valuation  for  1916  taxes :  Borousli  of 

Real  property  outside  streets  and  public  places :  Queens 

Land $21,500  00 

Improvements   82,000  00 

Real  property  (tancrible  and  intangible)  in  streets 367,570  00 


Details  of  Asj  kts  and  Liabilittes 
"  Fixed  Capital,  December  SI,  1908  " 


rrsM 

Real  estate 

Franchises , 

Mains  

Services   

Meters   

Tools  and  implements 

Horses,  wagons  and  harness, 
Office  furniture  and  fixtures. 


Bookoost 
Dec.  31.  1915 

$31,353  03 

150,000  00 

181,118  19 

22,903  87 

29,949  63 

1.258  43 

2,226  86 

1,058  85 


Withdrawn 
during  year 


$2,428  04 

1,856  00 

83  46 


Book 
Dec.  31.  1916 

$31. .353  03 

i.'>o  000  no 

178,690  1-^ 

21.047  87 

29.916  17 

1,258  43 

2,226  86 

1,058  85 


Total $419,868  86         $4,317  50     $415,551  36 


Fiwed  Capital  Inatalled  since  December  SI,  1908 


ZNSTjULLBD  dubino  txar 


TRTJI  OT  ACCOUNT 

Land  devoted  to  gas  operations. 

General  structures 

General  equipment    


Trunk  lines  and  mains 25,101  71 

Gas  services 4,550  94 

Gas  meters   5,320  44 

Gas  tools  and  implements 

BngineerlDg  and  superintendence 

Miscellaneous    construction    expendi- 
tures   


Retired  or 
wit!  drawn 
Additions  and  Renewals  and  during  year 
betterments  replaoements  (d. ducted) 

$78  00     

21194     

75151      $1,082  50 

1,201  62 

793  00 


Total 
cash  cost  to 
Dec.  31,  1916 

$18,128  74 

70,927  44 

6.498  88 

186.950  38 

25.546  65 

82JS78  26 

652  79 

565 

33  54 


Total 


$36,014  54      $3,077  12     $341,322  33 


Equipment  Retired  during  the  Tear 


CI^SS  or  SQUIPIISNT 
RETIRSD 

Street  mains,  feet.. 

Gas  services 

Gas  meters   

Auto  truck   


Number 

of  units 

retired 

4,362 

224 

6 

1 


Cost  of 

equipment 

retired 

$3,629  66 

2,649  00 

33  46 

1,082  50 


Amount  of 
salvage 

charged  to 
material 

$1,205  94 


90 
15  00 


AMOUNT  CHABOnn 


AocruMi  amorti- 
sation of  capital 

$1,315  57 

1,606  83 

10  53 

1,067  50 


Surpltts 
$1,108  15 
1,042  17 
^2  03 


Total 


$7,394  62         $1,22184         $4,000  43         $2,172  35 
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The  Junaica  Oas  Light  Companj 

Aec»unU  Receivable  from  Associated  Companies* — The  Newtown  Oat  Company: 
AdTanced  during  year,  $283^5 ;  reimbursed  during  year,  $527.63 ;  amount  at  cloee 
of  year,  $105.20.  The  Richmond  Hill  and  Queens  County  Oas  light  Company: 
Advanced  during  year,  $3,965.12  ;  reimbursed  during  yenr,  $4,425.87  ;  amount  at  close 
of  year,  $226.80.  The  Woodhaven  Oas  Light  Company:  Advanced  during  year, 
$9,017.60;  reimbursed  during  year,  $10,520.23;  amount  at  close  of  year.  $214-34. 
Total  at  close  of  year,  $546.34. 

Bpeeial  Deposits. —  Deposited  with  bid,  Municipal  street  lighting^  $21.56 ;  deposited 
with  City  of  New  York  to  cover  cost  of  repavlng  street  openings,  $250.00 ;  deposited 
with  State  Industrial  Commission  (five  $1,000  4  per  cent  corporate  stock  of  the 
City  of  New  York)  $4,993.75 ;  deposited  with  Bank  of  Long  Island,  $3,235.23,  being 
5  per  eent  of  collections  from  private  consumers  and  prepayment  meters  for  gas  sold 
from  July  1,  1916,  in  accordance  with  an  order  of  the  Supreme  Court,  county  of 
New  York,  entered  July  27,  1916  (this  deposit  draws  interest  at  the  rate  of  2^  per 
cent  per  annum)  ;  total  of  special  deposits,  $8,600.54. 

Materials  and  SuppUes. —  Gas  ranges,  including  water  heaters,  appliances,  etc., 
(9.30),  $5,789.36;  gas  lamps,  $9,656.32;  miscellaneous,  including  construction 
material,  $8,305.66 ;  total,  $23,751.34. 

Capital  Stock. — ^Authorized  issue,  2,000  shares  of  common  stock  of  a  par  value  of 
$200,000 ;  issued  and  outstanding  at  close  of  year,  $200,000 ;  cash  realised  on  amount 
issued,  not  known ;  dividends  declared,  none. 

Jioeounts  Owing  to  Associated  Companies, —  To  Brooklyn  Union  Qas  Co. : 
Advanced  during  year,  $186,238.39;  repaid  during  year,  $165,689.75  ;  interest  accrued 
and  paid,  $10,369.87 ;  amount  owing  at  close  of  year,  $.'{58,240.11, 

dmsumers'  Deposits. —  Amount  at  beginning  of  year,  $17,426.92;  added  during 
the  year,  $10,340;  refunded  during  the  year,  $6,598.06;  balance  at  close  of  year, 
$21,168.86 ;  interest  accrued  during  the  year,  $1,143.82 ;  interest  paid,  $476.25.  For 
number  of  deposits,  see  Table  XL. 

Tattes  Accrued. —  See  schedule  supporting  Income  Statement. 
Reserves. —  Accrued  amortization  of  capital  * :  Credit  balance  at  beginning  of  year, 
$88,122.93 ;  credits  during  year,  based  on  13  cents  per  M  cu.  feet  sold,  less  actual 
repairs,    $18,738.19;    debits   for  mains,   services,    meters   and   auto   truck   retired, 
$4,000.43 ;  credit  balance,  December  31,  1916,  $102,860.69. 

Casualties  and  Insurance  reserve :  Credit  balance  at  beginning  of  year,  $3,749.77 ; 
credits  during  the  year,  $3,000 ;  debits  during  the  year,  $367.54 ;  balance  at  close  of 
year,  $6,382.23. 

Commercial  metered  lighting  and  prepaid  gas  In  suspense « :  100.730.911  cu.  ft.  of 
gaa  sold  since  July  1,  1916,  at  5  cents  per  M,  $5,036.54 ;  interest  earned  on  cash 
deposited,  $14.57;  total.  $5,051.11. 

INCOMB  STATEMENT 

M  cu.  ft.  Rat^  or       Net  amount     Increase  or 

Operating  revenues  —  sales  of  gas :       dplivered    sveraKe  price      for  year       (D)  decrease 

Municipal  street  lighting 88.975  $0  75  *  $66  75  D  $2,390  66 

Lighting  municipal  buildings...  1,971,500  75  1,478  68  D       132  00 

Prepaid   gas    ' 11,940,700  'lOO  •11,634  23  D       697  67 

Commercial  metered  lighting...  197,037,100  'lOO  •192,286  67  17,160  94 

Total  sales 211.038.275        $206,466  33       $14,040  61 

Miscellaneous  revenue: 

Gas  merchandise  and  Jobbing  revenue 16,216  70  3,939  11 

Total  operating  revenues $221,683  03       $17,979  72 


•  The  report  shows  that  'thlff  reserve  includes  "  contingencies  "  and  "  If  any  such 
moneys  remain,  minor  extensions  and  nddltions."  [The  rule  of  depreciation  filed  by 
the  companv  was  based  In  part  on  a  resolution  of  the  board  of  directors  that  pro- 
vtiton  raonfd  be  made  for  these  elements  under  amortizntion  in  addition  to  those 
specified  in  the  accounting  order.  The  Inclusion  of  such  elements  is  contrary  to  the 
accounting  order.) 

•This  is  for  the  difference  between  the  price  of  gns  pold  to  privitte  consumers  and 
through  prepayment  meters  at  $1  per  M  cubic  feet  and  the  rate  of  96  cents  per  M 
cubic  feet  fixed  by  the  Public  Service  Commission  effective)  July  1.  1916. 

*ConsumptioB  on  basis  of  3^  cu.  ft.  per  lamp  per  hour,  3,950  lamp  hours  per 
year.     No  lamps  supplied  at  close  of  year. 

•The  company  renders  bills  at  $1  per  M  cu.  ft.  but  credits  to  revenue  only  96 
cents  the  rate  fixed  by  the  Public  Service  Commission.  The  difference  is  credited 
to  a  reserve.  Commercial  metered  lighting  and  prepaid  gas  in  suspense. 
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The  Junaka  Go  Llgbt  ComiMny 

INCOICB  STATBMUfT  —  CoHCludtd 

PerM 
ou.  ft. 

told  Net  unoont        Increaie  or 

(oenU) ''  for  year           (D)  deeretM 
Operating  expenses: 

Gas  purchased,*  230,161  M  cu.  ft.  at  50  cents.        54.53  1115,080  68         $9,923  42 

Transmission  and  distribution 12.60  26,598  52    D    2.653  80 

Municipal  street  lighting Cr.    .01  Or.       24  87     D        51 74 

Commercial  administration    8.05  16,995  97     D    1,587  81 

Promotion  of  business 2.24  4.719  25           1,960  60 

General    (excluding  depreciation) 9.25  19,514  87           2,627  69 

Total  of  foregoing 86.66  $182,884  42       $10,218  86 

General  amortisation   (reserved) 8.88  18,738 19           5,437 66 


« 


Total    (including  amortization) 95.54     $201,622  61  $15,656  52 

UncoUecUble  reserve .87  779  87  D       906  82 

Tax  accruals 4.79  10,111 44  2.331 29 

Miscellaneous    rents    .17  860  00  126  00 

Total  of  expenses,  taxes,  etc 100.87     $212,873  92  $17,204  99 

Operating  income  applicable  to  corporate  property $8,809  11  $774  73 

Non-operating  income :    Miscellaneous  rent  revenues,  $5,900 ; 

interest  on  bank  balances,  $365.72;  on  bonds,  $200;  less 

rent  expenses,  $2,255.09 4,210  63  16617 

Gross  corporate  income $13,019  74  .    $940  90 

Deductions  from  Gross  income:  Interest  on  consumers* 
deposits,  $1,143.82;  on  obligations  to  associated  com- 
panies, $10,359.87   11,503  69  115  27 

Net  corporate  income $1,516  05  $825  63 


coBPORATB  SURPLUS  Amoimt 

Surplus  December  81,  1915 $135,101 89 

Balance  for  year  transferred  from  Income 1,516  Of* 

Bad  debts  collected 19  00 

Material  recovered  and  sale  of  scrap 794  79 

Other  adjustments 69  75 

Total $187,49148 

Expenses  elsewhere  unprovided  for  (reward) $15  00 

Bad  dents  written  off 1,094  35 

Depreciation  on  fixed  capital  retired 2,172  35 

Other  adjustments    « 5  42 

Total  deductions   3,287 12 

Surplus,  December  31,  1916 $134,204  36 

Merchandise  and  jobbing  revenue* — Beceipts  from  sale  of  merchandise  and  from 
Jobbing,io  $55,015.49,  less  cost  of  material  sold,>*  $88,798.79;  amount  credited  to 
revenue,  $16,216.70. 

Operating  Expenaea. —  For  details  see  Table  XXXV-B. 

*  Based  on  211.038  M  cu.  ft.  Rold. 

*  From  Brooklyn  Union  Gas  Company ;  point  of  measurement,  conaumem*  meters ; 
point  of  dellverv,  mains  of  respondent. 

^  Includes  sales  to  Newtown  Gas  Co.,  $6.07. 

"  Includes  purchases  from  Brooklyn  Union  Gas  Company,  $31,036.28. 
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The  Junaict  Go  Ught  Compaaj 
I>e^reokttion, —  The  Uniform  System  of  Accounts  preaciibed  by  th«  Commitslon  for 
m  companiee  provides  that  operating  expenses  shall  include  tlie  estimated  amount 
odT  capital  consumed  which  is  defined  as  "  the  amount  estimated  to  be  necessary  to 
co'vcr  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  *'  during 
tbe  fiscal  period  in  the  tangible  fixed  capital,  and  *'  such  portion  of  the  life  of 
intan^^le  fixed  capital  as  has  expired.    .    .    and  the  amount  estimated  to  be  neces- 
sary to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraordinary 
casualties."     From   the  total  estimated  deterioration   during   the  period   there  is 
deducted  the  actual  amount  expended  in  repairs,  and  the  remainder  is  charged  to 
tlie  account  '*  General  amortisation  *'  which  has  been  provided  in  operating  expenses. 
Amounts   charged   to   this   account   should   be   concurrently   credited   to   "Ay:crued 
Axnortixation  of  Capital,"   the  ofllcial  title  of  the  reserve  for  depreciation,  etc., 
asainst  which  is  chargeable  such  portion  of  the  matured  or  realized  depreciation  as 
bas  accrued  since  the  establishment  of  the  reserve.     Under  date  of  April  15,  1909, 
tliis  company  filed  with  the  Commission  a  rule  of  depreciation  which  provides  for  a 
chari^e   to   "  General   amortization  —  Gas,"   and  a   concurrent   credit   to   "Accrued 
Amortisation  of  Capital  '*  of  13  cents  per  M  cu.  ft.  of  gas  sold  [less  cost  of  actual 
repairs].    See  note  2,  page  467. 

Taxet 

Amount  Charged  Amount  Due  and 

ClaasofTaz  of  levy  to  income  paid  unpaid. 

Lands $442  90  |442  90  $442  90     

Improvements  on  lands 1,689  20  ^  1.689  20  1,689  20     

Special  franchise    7,57194  7,57194  7,57194     

Gross  earnings,  state 1,297  61  1,207  61  1,177  41     

Federal  tax   (estimated) 250  00  250  00  90  25     


Total $11,251  65       $11,251  65       $10,971  70 


Uncollectitfle  httla. —  Number  of  accounts  written  off.  485;  amount,  $2,888.67; 
deposits  on  accounts  written  off,  number,  297 ;  amount  of  deposits  applied  to 
uncollectible  biUs,  $1,185.26;  Interest  on  deposits,  $52.74;  recoveries,  $370.80; 
balance  for  year  charged  against  revenues,  $770.87 ;  amount  of  uncollectible  bills 
upon  which  above  297  deposits  were  held,  $1,185.26. 

Rent  Receipts. —  Bent  of  land,  Beaver  street,  Jamaica.  Brooklyn  Union  Gas  Com- 
pany, lessee,  $1,490.21 ;  taxes  applicable  to  same,  $1,140.21 ;  net  rent  revenue,  $350 ; 
rent  of  ofiices,  14-20  Union  avenue,  Jamaica,  John  Hancock  Life  Insurance  Company, 
lessee,  $1,100;  the  Jamaica  Water  Supply  Company,  $1,200;  Richmond  Hill  and 
Queens  County  Gas  Light  Company,  $1,250;  The  Woodhaven  Gas  Light  Company. 
$2,000.    Total  revenue,  $5,900. 

MISCBLLANBOUS  INFORMATION 

WofTu  and  Holders. —  Company  has  no  manufacturing  plant  or  holdeni. 

Mains  itength  in  /set) .-—Transmission  pipe  Une,  8.133;  laid  within  the  year, 
none ;  taken  up  within  the  year,  none ;  distribution  pipe  line,  489,204 ;  laid  within 
the  year,  20.040;  taken  up  within  the  year,  4,362;  net  increase  durin^^  the  year. 
15,678.     (See  Table  V.) 

S^rvlees, —  Service  pipes  in  use  at  close  of  year,  7,522;  added  within  the  year, 
454 ;  removed,  224 ;  net  increase  during  the  year.  230.     (See  Table  VI.) 

Meters. —  Number  of  consumers*  meters  in  service  at  close  of  year  (excluding 
458  set  but  locked),  8,051;  net  increase  during  the  year,  842;  number  of  meters 
owned  at  close  of  year,  8,992;  bought  during  the  year.  900;  retired,  6;  increase, 
894.     (See  Tables  VII  and  VIIF.) 

Gas  Bought  and  Bold,  cu,  ft. —  Purchased  during  the  year.  230,161,337 ;  used  by 
respondent,  710,160;  sold  to  public,  211.038,275;  unaccounted  for,  18,412,902.  (See 
Tables  XII  and  XIII.) 


**  Includes  $1,140.21  taxes  charged  against  non-operating  revenue. 
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Tb»  Jiuaaitt  Go  Ligjbt  Oooipaay 

Aooident8. — (See  TaDles  XXV-XXIX.) 

Employees  and  Wages?*  —  Number  of  general  ofllccrs,  9,  compensation*  none.** 
Number  of  all  other  employees,  second  week  In  December,  full  time,  148 ;  part  time, 
119;  respondent's  proportion  of  compensation  paid  to  employees  durins  year, 
$52,110.01.     (See  Tables  XXX-XXXIV.) 

Omccra.^  President,  B.  R.  Chapman;  Vice-President  A.  Fa  Staniford;  Secretary, 
F.  B.  Jourdan ;  Assistant  Secretaries,  F.  R.  Wogan  and  H.  E.  McGowan ;  Treasurer, 
J.  H.  Benedict ;  Assistant  Treasurers,  Herbert  Wellington  and  T.  P.  Payne ;  Auditor, 
James  Qllmer ;  Assistant  Auditor,  T.  P.  Payne ;  General  Counsel,  Cnllen  ft  Dykman ; 
Manager,  H.  A.  I^ovell :  BnRineer,  J.  H.  Jourdan;  Purchasing  Agmt,  G.  W.  Gate- 
house ;  Claim  Absent,  G.  M.  Klrchmer. 

Direetwrs,—  B.  R.  Chapman,  M.  D.  Chapman,  A.  F.  Staniford,  James  H.  Jourdan. 
F.  B.  Jourdan. 

Main  Business  Office, — 14-20  Union  arenue,  Jamaica,  N.  Y. 

Report  vertfled  by  A.  F.  Staniford,  Vice-President,  April  16,  1917. 


KINGS  COUNTY  £L£CTRIC  LIGHT  AND  POWER  COMPANY 

Lbssob 

History. —  Incorporated  June  26,  1890,  in  accordance  with  an  Act  of  the  Legis- 
lature passed  February  17,  1848.  [The  company's  franchise  which  is  stated  to  cover 
the  City  of  Brooklyn,  was  granted  June  23,  1894,  and  is  perpetual  on  the  iwyment 
to  the  city  of  $500  on  the  first  day  of  January  of  each  year,  and  on  pnyment  semi- 
annually of  1  per  cent  of  the  gross  receipts  for  each  preceding  six  months*  period.! ' 
The  entire  plant  and  property  of  this  company  is  leas»vl  from  Seotember.  1899,  to 
1937,  to  the  Edison  Electric  Illuminating  Company  of  Brooklyn.  The  entire  capital 
stock  of  the  Edison  Electric  Illuminating  Company  of  Brooklyn  is  owned  by  this 
company,  and  is  held  by  the  Central  Trust  Company  of  New  York,  as  trustee  under 
6  per  cent  purchase-money  mortgage.     See  Miscellaneous  InvestmenU. 

Stockholders  and  Memhers. —  Number,  February  10,  1016,  1,206,  of  whom  reaidenU 
of  New  York  State,  1,052,  holding  125.250  votes.  Total  voting  power  (number  of 
shares  of  $100  par  value  each)  on  that  date,  134.360.  Principal  stockholders,  Decem- 
ber 31,  1908,  as  shown  in  that  year's  report  were  as  follows :  A.  N.  Brady,  27,055 
votes;  Seth  L.  Keeney,  3,400;  Walton  Ferguson,  2,337;  John  Day  Jackson,  2,030; 
Hugh  J.  Grant,  2,039;  Estate  of  Garrett  A*.  Hobart,  1,800;  Edward  Murphy,  Jr., 
1.696;  Cammann  &  Co.,  1.490;  W.  W.  Freeman.  1.464;  Silas  B.  Dutcher,  1,300. 
Number  of  votes  cast  at  last  general  meeting,  February  28,  1916,  93,879.  of  which 
1,310  were  cast  by  Wm.  BerrI,  1,589  by  Thomas  E.  Murray,  85  by  W.  F.  Wells,  48 
by  B.  A.  Bailey  and  10  by  H.  D.  Watson  on  behalf  of  themselves,  and  90,837  by 
Wm.  Berrl,  Adrian  T.  Klernan  and  Thomas  E.  Murray  on  behalf  of  others. 

Important  Changes  during  the  Yearj—THo  additional  powers  or  franchises  were 
acquired.  The  6  per  cent  convertible  debenture  bonds,  series  of  1910  (the  issuance 
of  which  was  authorized  by  the  Public  Service  Commission  in  case  No.  1,174,  as 
follows:  January  24,  1910,  $2,500,000;  April  7,  1911,  $1,500,000;  total,  $4,000,- 
000),  to  the  amount  of  $178,500  were  converted  Into  stock  in  accordance  with  the 
provisions  of  Issue.  Likewise  of  the  series  of  1913  (the  issuance  of  which  waa 
authorized  by  the  Commission  in  case  No.  1,575,  December  17,  1912,  to  the  amount  of 
$2,500,000),  $2,036,700  were  converted  during  the  year. 

-^        ^  BALANCE  SHEET 

December  31.  ,^         ,      „. 

loiR  December  31,  Increaae  or 

tTiTA-ra  wiSSBTS  BIDE  1916  (D)  d^cresse 

142358444     ?*''•; • $5,86240     D    $1,31836 

x,4^d,584  44     Accounts    receivable    from    associated 

14  070  Ro     ,„f  ""^f  °*^l 1.533,398  66  109,814  22 

'^V^oA     i"^*®^^**  and  dividends  receivable....  13,973  79     D  9703 

A753  40     Special  deposits  for  coupons  and  other 

--jj ^^^^^^ 2,309  40     D  444  00 

panlTs'^r  'wnhSven  cS^YSft  ^'^nmS  !*'^  ^o'nbln*^!  P«y  rolls  of  the  tallowing  com. 

Prom  documents  on  file  with  the  Commission. 
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CMBity  Btectrk  Ug^iit  tnd  Power  Compmy 

Bauhhcm  Srbbt  —  Conduded 

DeeemberSl,  Decomber  31.  InereaM  or 

1915                                      AM«i«  nDK" Condudtd  19  6  (D)  decrease 

$2,690  00     Other  special  deposits   $3,530  00  $840  00 

5,175.870  00     Stocks  of  associated  companies 6,175.870  00     

1,000.000  00     Otber  miscellaneous  Investments  > 1.000.000  00     

4,312.329  75     "  PUed  Capital,  Dec.  31,  1908  "  • 4,282.12175  D    30,208  00 

2,538.903  25     Fixed  capital  installed  since  1908*..  2,986,117  42  447,214  17 

o,9«/.<45  00             Total  fixed  capital 7,«tf8,«5P  i7  417,006  iJ 

12.300,000  00     Temporary     advances     to     associated 

companies    12,300.000  00     

73,333  26     UnamorUsed  debt  discount  and  expense  69,999  93  D      3,333  33 


$26,850,705  68  Total    $27,373,173  35       $522,467  67 


i^ 


UABIUTIXS  BIDl 

$2,690  00  Dividends  declared    $3,530  00  $840  00 

64,038  40  Interest  accrued  on  funded  debt 19.285  40  D   44,748  00 

7,676,000  00  Mortgage  bonds 7.676,000  00     

8.064.000  00  Miscellaneous  funded  debt 848,800  00  D  2,215,200  00 

10,542  00  Premiums  on  stocks 10,542  00     

13.436.000  00  Common  stock   15,651.200  00  2,215,200  00 

2.597,440  28  Corporate  surplus    3,163,815  95  566,375  67 


$26,850,705  68  Total    $27,373,173  35       $522,467  67 


Contingent  IAa1Mitie». —  None. 


f 


Valuation  of  Property  for  Purposes  of  Taxation* 

Coattoreprodui 
June  30,  1916,  filed  by  respondent :  new 

Beat  property  outside  streets  and  public  places $4,948,403  00    $3,956,000  00 


„.  Coat  to  reproduce     Same — i  r  .^-n 

Yaluatlon  as  of  June  30,  1916,  filed  by  respondent:  new  valu 


Dn*Aii>8  or  Ambtb  and  Liabilittb^ 
"  Fimed  Capital,  December  SI,  1908" 

Book  eost  Withdrawn  Book  coi^ 

^                                                                               Dec.  31.  1915  during  year  Dec.  3^.  idlti 
Generating  station: 

Real  estate $303  75  $"03  75 

Btruotures    448.374  63  $12,037  00  435.437  63 

Boilers   117,272  34            7,000  00  109.672  34 

Piping    80,21191  80  21191 

Bnglnes    172,18194  172,l5»l  04 

Mechanical  apparatus 152,027  45  1«'^2  027  45 

Dynamos   23.881  13  2:]  vsi  13 

Electrical  apparatus   118,858  75           0,67100  108.6S7  7r> 

Furniture  and  fixtures 218  42 •  •  •  218  42 

Sundries    5.290 14  '  --'O  14 

Storage  batteries  . .' 41,885  77  "^^  77 

Capital  previous  to  November  1,  1005. .        3,152,323  52  3,r       *J3  52 


Total    $4,312,329  76        $."0.20.9  00      $4.2S-J  1  -1  7" 

^Mn-ludes  $342  000  of  the  company's  own  6  per  cent  P"':*'^  "'^  "■';"?,L??/,V.1,.P"^" 
^^'  d  by  trustee  and  held  in  guaranty  fund.     See  Miscellaneo^  '">^^*V"V      !> 

•  IThis  company  has  set  up  no  reserve  on  its  books  for  Atcruc«l  >^  iVi  «  V^^i^^I?" 
vision  for  depreciation  and  retlren^ents  of  the  combined  P^a°  .^;._^^;'*}^,^„l,/^ltrr  i^ 
lUuralnating  tompanv  and  Kings  County  Electric  Light  «  nd  1  ower  Conipa  ny  >  u 
made  oi  the  books  of  the  Edison  BlectH?  Illumlmtlng  Company,  but  no  apportion- 
ment  of  same  between  the  two  companies  is  shown.  1         .  „  ,__  .i,  ^f  r<>fmnTi(io*i4-t» 

*  Valuation  of  nroperty  in  streets  and  assessed  valuation  for  all  of  r^n^en^^^ 
property  Included  In  the  data  reported  by  the  lessee,  the  Edison  Biecinc  Uiuml^ 
natlng  Company. 
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Kjbcs  Covnty  Blectxk  Lifht  and  Power  Company 

Fitted  Capital  Installed  since  December  31,  1908 

iKBTAUiBO  DUKiNo  TBAB        Retired  or         _     , 

withdrawn         Total 


..*>^ 


Additionaand  Renewalaand    during  ye«r  oaahcoaito 

TSTLB  OF  ACOGUMT                   bettermenta  r^lacements       (deducted)  Dee.  31, 1916 

General  equipment $314  18     $11^7  15 

Power  plant  buildings 63,374  88         $8,300  40  $15,186  57  903332  IS 

Furnaces,  boilers  and  accessories. .   159,729  71         20,904  79     11,771  60  823.823  90 

Steam  engines   19,936  40         62.604  10       4,800  00  671,972  74 

Electric  generators    18,500  47           6,541 00     149.186  88 

Accessory    electric    power     equip- 
ment         85,933  09         22,972  49  C*.  •108  00  306.485  28 

Miscellaneous   power   plant   equip- 
ment         6,215  97      90.853  23 

Substation  equipment 188  79 

Electric  tools  and  Implements 757  94 

Electric  laboratory  equipment 2,374  46     8^35  92 

Miscellaneous    construction    expen- 
ditures           1.16136      25.583  43 


Total    $357,540  47     $121,322  87  $31,649  17  $2,986.11742 


Details  of  Expenditures  for  Property 

Installing  conduits  and  cables  from  the  D.  C.  exciter  switchboard  to 

the    battery    $1,351 65 

Installing  new  buses,  copper  connections,  etc 7.480  27 

Piping  and  valves  for  turbines 980  34 

Installing  equipment  for  4  three-phase  6000-volt  feeders '. .  11.883  29 

Installing  equipment  or  4  three-phase  6000-volt  feeders 3.519  49 

Installing  bus  tie  switches  for  main  and  auxiliary  bus  sections... .  7.95142 
Installing  starting  resistors  for  induction  motors  of  3  2.'30-kw.  in- 
duction motor-driven  exciter  sets 558 10 

One  1600  gallon  per  minute  boiler  feed  pump 5,683  33 

Reinforced  concrete  floor,  boiler  wall  foundations,  etc 4,416  96 

Installation  of  concrete  floor  on  track  floor  of  coal  tower 1,268  76 

Construction  of  additions  to  switch  and  bus  house 28,504  90 

One  30.000-kw.  turbo  generator  unit  complete 48.882  7T 

Coal  valves  and  downtakes  for  sixteen  boilers 6,008  74 

Painting  turbines  and  auxiliaries 1.038  85 

Two  10,000-cubic  feet  McEwen  blowers 7,347  93 

Piping  and  valves  for  No.  4  turbines 5.926  74 

5200-h.  p.  B.  &  W.  boilers 59,791 51 

Installing  feeder  conduits 1,873  80 

Furnishing  and  erecting  condenser  tube  storeroom 1.057  34 

Installing  a  500-kw.  motor  generator  set 12.87053 

Masonry   switch   and   bus   compartments   for   1   generator  and    18 

feeders   '. 4,013  56 

Furnishing  and  installing  coal  valves 6,980  28 

Furnishing   and   installing  structural    steel    work   for   north   boiler 

platform  in  east  half  S.  B.  H 980  37 

Furnishing  alberene  stone,  lumber,  etc 6.784  87 

One  Mead-Morrison  double-roll  coal  crusher 8^46  78 

Flues  for  8  new  boilers  to  be  known  as  33,  35,  37,  39,  41,  43,  45 

and    47    3,406  65 

Eight  cinder  catchers  for  boilers  known  as  33,  35,  37.  89,  41,  43,  46 

and   47    14,186 21 


*  Kepr'  SL  nts  the  difference  between  cost  of  part  of  apparatus.  $2,861.  reported  as 
loVi  Hfol?^  ***  ^^^^'  '^^^^^^^  retained  in  service,  and  actual  withdrtiwals  made  to 

^vJLO,   If A,<bOo. 
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Kinci  Covaty  Bteetric  Light  and  Poww  Oomyaiiy 

Details  of  Bwpenditurea  for  Property  —  Concluded 

Eight  underfeed  stokers  to  be  installed  under  new  B.  &  W.  boilers.  $13,224  25 

Concrete  floor  for  blower  platform 638  72 

Installation  of  sloping  bunker  floor  and   waterproofing  old   bunker 

floor   9,086  36 

Installing  electric  equipment  in  14  6600-v.  8-phase  feeders,  etc 40,694  73 

Construction   of  foundations   for  installation   of   No.   4   30,000-kra. 

turbo-generator    21,879  00 

Six  underfeed  stokers   33,944  63 

Installing    the    electric    equipment    for    No.    4    30,000-kva.    turbo- 
generator     12,167  78 

Cost  of  one  set  of  porcelain-clad  reactance  coils 6,200  00 

Installation    of    structural    steel    foundations    for    No.    4     turbo- 
generator    26,014  53 

Steam,  exhaust  and  all  auxiliary  piping  for  30,000-kw.  turbine  No.  4  28,469  84 

Installing  ventilating  system  for  pump  room 2,920  82 

Equipment  for  laboratory 2,374  46 

Central  oil  system  including  pumps,  piping,  etc 5,182  58 

Building  on  roof,  including  steel  work,  etc.,  for  oil  house 10,889  20 

Installing  steel  trusses,  walkways,  etc.,  for  steam  header  and  wash 

house   2,272  17 

Cast  iron  protection  plates  for  12  columns  at  front  of  boilers 1,849  29 

Shoring  and  cleaning  up  small  jobs 1,161  36 

Miscellaneous  orders  less  than  l-'SOO 956  19 

Total... •$478,470  34 


Equipment  Retired  during  the  Year, —  Boilers  and  accessories,  $19,371.60; 
Wheeler  pump,  $4,800;  power  plant  buildings.  $28,122.57;  accessory  electric  equip- 
ment, $11,924  ;  total,  $64,218.17.  These  are  the  actual  retirements  during  the  year. 
There  was  applied  against  these  credits  a  charge  of  $2,361,  representing  a  correc- 
tion of  a  previous  credit,  making  the  net  credit  to  fixed  capital  and  corresponding 
charge  to  the  Edison  Electric  Illuminating  Company  for  the  year,  $61,857.17.  As 
the  accounting  for  salvage  recovered  and  charged  to  Accrued  Amortization  of  Capital 
is  taken  care  of  by  the  lessee  company,  the  figures  pertaining  to  these  accounts  are 
included  in  its  report. 

Miscellaneous  Investments. —  Entire  issue  of  capital  stock  of  Edison  Electric 
Illuminating  Company  of  Brooklyn,  par  value  $5,000,000,  acquired  in  October,  1898. 
pledged  with  Central  Trust  Company  of  New  York  under  purchase  money  mortgage ; 
amount  at  which  carried  on  books,  $5,175,870 ;  income  accrued  during  year,  none. 
Cash  guaranty  fund  pledged  with  Central  Trust  Company  of  New  York,  trustee, 
under  purchase  money  mortgage,  ^  $1,000,000 ;  amount  at  which  carried  on  books, 
$1,000,000 ;  income  accrued  during  year,  $46,580.46. 

Mis  and  A<icount$  Receivable  from  Associated  Companies. —  Edison  Electric 
Illuminating  Company  of  Brooklyn  :  Bills  receivable,  $12,300,000 ;  no  change  during 
year  and  no  interest  accrued  or  paid.  Accounts  receivable,  advanced  during  year, 
$1,800,028.39;  reimbursed  during  year,  $1,690,214.17;  amount  at  close  of  year, 
•  $1,533,398.66 ;  no  interest  accrued  or  paid. 

Bpeciat  Deposits. —  Coupon,  $2,309.40  ;  dividend,  $3,530 ;  total,  $5,839.40. 

Unamortieed  Debt  Discount  and  Expense. —  Discount  on  first  mortgage.  5  per  cent 
bonds,  unamortized  balnnce  Dec.  .SI,  1915,  $73,333.26;  amount  charged  to  income 
during  year,  $3,333.33  ;  unamortized  balance  Dec.  31,  1916,  $69,099.93. 

*  A  credit  of  $393  representing  a  withdrawal  during  the  year  has  been  incorrectly 
applied  here. 

^Of  the  $1,000,000  deposited,  investments  were  made  by  the  trustee  in  the  fol- 
lowing securities  :  $400,000  Edison  Electric  Illuminating  Company  4  per  cent  bonds, 
cost  $388,000;  $342,000  Kings  County  Electric  Light  and  Power  Company  6  per 
cent  bonds,  cost  $408,960;. and  $200,000  New  York  Gas,  Electric  Light.  Heat  and 
Power  Company  5  per  cent  bonds,  cost  $202,000 ;  cash  balance,  $1,040. , 

*  Credited  hereto  is  $417,006.17,  representing  net  amount  due  from  respdndent  to 
Bdison.  Electric  Illuminating  Company  for  bettennients  during  the  yea:r. . 
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Klasi  Comity  Bl«etric  Ught  and  Power  C^mfunf 

BeouriUeB 

Pureha«e 
TumcmAM  or  atook  aicd       Cammon  Fint  mart-        monev  mart-       ConTcrfble  a«>benhire  boodg 

ruNDKO  DRBT  itook  gBge  boods         iM^  bondi 


Nomiial  date  of 'uBue Oet.,  1897  Oct.  1808          Mor^  IMO          H^-^^fS 

Dftte  of  maturity Oet..  1037  Oct.,  1007         Mar.,  1023          Uar^  10S5 

lnw«t.»..««id.ta. {    ^JJiPJ^  ^^^      mJ.'TSL*      mJ.75 

Denomiiuitioiis lihMV=4100  $1,000  $1,000     $100  ft  $1/XI0     $100  Ar  81 /HO 

Autborued  by  oompany $16,500,000  $8,500,000  $5,176.000  00    $4,000,000  00         82,500.000 

By  public  authority 16,500.000  2.500.000  6,176,000  00     4,000.000  00           ^.^O-SK 

Actually  iasued 15.661,200  2,500.000  6,176,000  00     4.000.000  00           *.5<»!5! 

Issued  prior  to  year 18,436.000  2,600.000  6.176.000  00     4.000.000  00           2.6OO.OD0 

CSaahrealiMd 11,588.000  900.000    4.000,000  00           2.600.000 

Property  eonsideration 1.400,000  1.500.000   •6.176.000  00    

Serrioes  oonsideratioa » 450.000    

Discount 100.000    


Aefeually  issued  during  year...  2,215.200 

Caahrealised 2,215,200  

IMsoouat 

ReMQuired  and  retired,  etc 3, 614. MO  00  2,010.700 

Aetually  outstanding 16.651.200  2.500,000  "5.176.000  00  383,500  00  463..>00 

Interest    accrued   and    divi-  „,„ 

dendsdedared 1,202,564  126,000         810.560  00  26.1A8  00  61,08 

Interest  charged  to  income. . .    (»)                  («)  25.152  00  M.WB 

Interest  ana  diYidendspatd...  1,201.724  124.075         308,906  26  28.0iw  00  9S.6C3 

Interest  and  dividends  not  due    "31.250       » 77,640  00  7.710  00  9.286 

Interest  and  dividends  ma- 

turea  and  unpaid 3,630  u  1,476         » 3,087  76  1.356  40  964 

Market  pr.oe:  highest 131  IOjI                     118  J<.&.  .      -i^ 

lowest,  last  sale 1211.  122}  104,  104f         114|,  116}    am.120| 

Tnatoes  under  mortgages. . . .    Eq.  Triist  Co.  Cent.  Tniat  Co.  —  " 

Accounts  Owing  to  Associated  Companies. —  Loaned  by  Bdtaon  Blectric  Illumtnating 
Company  of  Brooklyn  from  January  1  to  December  31  on  account  of  construction 
work  at  Gold  street,  $422,570.46 ;  Federal  income  tax  withheld.  $370.25 ;  reimbursed, 
by  credits  to  cash,  $5,943.54 ;  by  credits  to  accounts  receivable  fcom  Edison  Com- 
pany, $417.006.17 ;  amount  owing  at  close  of  year,  none. 

INCOME  STATEMENT" 

Net  amount  InereaM  or 

Non-operating  revenue :  for  year  (D)  decrease 

Rent  accrued  from  lease  of  electric  plant $1,800,028  39  $8,973  61 

Interest  revenues  (on  Investments,  $46,530.40;  on 
bank  balances,  $237.14) 46,767  60  4915 


Total  gross  Income $1,846,795  99  $9,022  76 


Deductions  from  gross  Incy.iic : 

Interest  on  debenture  bunds $76,980  00     D  $107,635  00 

Amortization  of  bond   (li.seount 3,333  33     


Total  deductions    $80,313  33     D  $107,635  00 


Net  corporate  income $1,706,482  66         $116,657  76 


CORPOKATB   SURPLUS  AmoUOt 

Surplus,  December  31,  1915 $2,597,440  28 

Balance  transferred  from  income  account 1,706,482  66 

Interest  on  balances  in  guaranty  fund,  1900  to  1U15 2,457  01 


Total    $4,306,379  95 

* "  Issued  in  exchange  for  entire  capital  stock  of  Edison  Electric  Illuminating 
Company  of  Brooklyn.'^ 

^^  Includes  property,  cash,  services  and  organization  expenses. 

"  The  respondent  reports  $342,000  of  tb(  se  bonds  held  by  Cmtral  Trust  Com- 
pany as  part  of  the  guaranty  fund  undor  purchase  money  mortgage. 

u  "  Interest  on  these  bonds  is  paid  by  Edison  Electric  Illuminating  Company  of 
Brooklyn  under  tease  agreement.'*  and  the  liability  therefor  is  not  shown  on  respond- 
ent's bidance  sheet 

>*  Closing  bid  and  asked  prices. 

^The  taxes  (amount  applicible  to  Kings  County  property  not  given)  ;  interest  on 
first  mortf^ige  bonds.  $125,000;  on  purchase-money  bon«^8  $310,560:  and  dlrerton' 
fees,  tlAOO,  are  paid  by  Edison  Electric  Illuminating  Company  of  Brooklyn  OBder 
terms  of  lease  agreamsnt  and  are  not  included  In  this  statement. 
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Kinga  Cwntf  Stoctric  light  and  Power  Compaaj 
COBPOBATB  BUHPLUB  —  Concluded 
IMvldends  declared:  Amount 

On  $13,436,000  stock,  2  per  cent,  payable  March  1. . .     $268,720  00 

On  $15,520,900  stock,  2  per  cent,  payable  June  1 310,418  00 

On  $16,021,200  stock,  2  per  cent,  payable  Sept.  1 810,424  00 

On  $15,650,100  stock,  2  per  cent,  payable  Dec.  1 . . . .       813,002  00 


Total  deductions   $1,202,664  00 


Sorplos,  December  81,  1916 $8,168,816  95 

OS^cen. —  President,  N.  P.  Brady  ;  Vice-President,  J.  C.  Brady ;  Vice-President  and 
Genenl  Manager,  W.  F.  Wells ;  Secretary,  H.  P.  Erwln ;  Treasurer,  P.  R.  Atkinson ; 
Auditor,  J.  C.  Van  Duyne;  Attorneys,  Ingraham,  Sheehan  &  Moran. 

Dirtctors^ — N.  F.  Brady.  J.  C.  Brady,  W.  F.  Wells,  Bernard  Gallagher,  H.  C.  Du 
Val,  Wm.  Herri,  Frank  Bailey.  Walton  Ferguson,  Thomas  B.  Murray,  Wm.  F.  Sheehan, 
James  N.  Wallace,  Wm.  V.  Hester.  DanJ^  J.  Creem,  Adrian  T.  Klernan,  Wm.  C. 
Courtney. 

Main  Bu9ine99  Offiee. —  860  Pearl  street,  Brooklyn,  N.  T. 

Report  ▼erified  by  P.  B.  Atkinson,  Treasurer,  April  16,  1917. 


KINGS  COUNTY  LIGHTING  COHPANT 

BUtory, —  Incorporated  May  26,  1904,  under  Article  VI  of  Chapter  666  of  the 
Laws  of  1890,  entitled  the  "  Transportation  Corporations  Law."  On  July  1,  1904, 
the  c<mipany  absorbed  by  merger  the  Kings  County  Gas  and  IllumlDating  Company, 
which  was  Incorporated  December  18,  1889,  under  an  Act  of  the  Legislature,  passed 
February  17,  1848.  Respondent  supplies  water-gns  to  the  30th  ward  and  a  small 
part  of  the  31st  ward  of  Brooklyn.  Gas  for  municipal  and  general  consumption  was 
first  supplied  In  1891. 

Voting  rights,  covering  all  of  respondent's  capital  stock  outstanding,  are  exercised 
by  C.  K.  O.  Billings,  Frederick  Johnson  and  J.  C.  Brady,  as  trustees  under  voting 
trust  agreement  expiring  June  30,  1919. 

Stockholders  and  Members. —  Number,  December  31,  1016,  4,  all  residing  In  New 
York  State.  Total  voting  power,  20,000  shares,  each  share  of  $100  par  value  having 
one  vote.  According  to  the  company's  1008  report,  the  prlncipnl  stockholders, 
December  31,  1908,  were  A.  N.  Brady,  Hugh  J.  Grant  and  C.  K.  G.  Billings,  trustees 
under  the  voting  trust  agreement  which  expires  June  30,  1919^  Votes  cast  at  last 
general  meeting,  held  January  25,  1916,  19  900,,  all  cast  by  C.  K.  G.  Billings,  Fred- 
erick Johnson  and  J.  C.  Brady,  trustees  under  the  voting  trust  agreement,  of  which 
C.  K.  G.  Bluings  and  Frederick  Johnson  cast  4,340  and  10  votes,  respectively,  in 
behalf  of  themselves. 

Important  Changes  during  the  Year, —  No  additional  powers  or  franchises  were 
acquired.  For  details  of  mains  laid  during  the  year  see  Mains.  On  March  28,  1916, 
G.  W.  Mead  resigned  as  vice-president  and  was  elected  president  to  succeed  G.  O. 
Knapp,  resigned.  On  November  28,  F.  M.  Tait  was  elected  president  and  director  to 
succeed  G.  W.  Mead,  resigned ;  W.  M.  Flook  was  elected  treasurer  to  succeed  W.  H. 
Vander  Poel,  resigned ;  J.  J.  Ricks  also  resigned  as  vice-president. 

Chapter  604  of  the  Laws  of  1916,  which  made  the  80-cent  rate  for  gns  applicable 
to  all  companies  in  Brooklyn,  became  effective  by  Its  terms  July  1,  1916.  This  com- 
pany obtained  an  injunction  restraining  the  enforcement  of  the  act  and  continued 
to  collect  95  cents  per  M  cubic  feet. 

BALANCE  SHEBT 

Dei^mber  31»  December  31,  Increase  cr 

1915  ABBET8  SIDE  1916  (D)  decreMo>e 

$58,363  16     Cash ". . .  $24,019  62  D  $34,343  54 

1,629  06     Bills    receivable  —  time    1,456  63  D         172  43 

191,287  64     Accounts  receivable  from  City  of  New 

YoA    (for  gas) 304,210  69  112,923  05 
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December  31, 
1015 

$112,856  64 

17,447  29 

61,950  00 

9,088  09 

2,894  77 

106,949  71 

4,913,761  70 

906,922  53 

B,8tO,66Jk  tS 

lt0,402  15 

5,700,282  08 

22,917  46 


16,286.515  90 


$7,422  60 

200,000  00 

119.464  00 

59,423  77 

71,325  00 

18,365  38 

1,700  83 

3,178,000  00 

9,663  15 

2,000,000  00 

626,151  67 

$6,286,515  90 


Kings  County  Lichting  Compuiy 

Balancb  Shbbt  —  Conduded 

December  81, 

ABSBTS  8IDB — Conduded  1916 

Consnineis'  accounts  receivable $118,578  17 

Other   accounts    receivable 17,80618 

Special  deposits  for  coupons  and  other 

charges 62,900  00 

Other  special  deposits 49,526  43 

Prepayments    2,811  04 

Materials  and  supplies 107,833  95 

"  Fixed  Capital,  Dec.  31,  1908  *' 4,911.844  17 

Fixed  capital  installed  since  1908 977,957  01 

Total  fixed  capital  —  gross 6,889,901 18 

Less  accrued   amortization ^  lS6,k8S  SS 

Total    fixed   capital -~  net 6,7SS,815  88 

Unamortized  debt  discount  and  expense  22,262  06 

Construction  work  in  progress 9,543  76 

Total    $6,449,266  86 

LXABUtTIBfl  SIDB 

Taxes  accrued   $40,979  12 

Bills  payable  —  due  on  demand  > 200,000  00 

Consumers'  deposits   121,710  00 

Miscellaneous  accounts  payable 152,782  99 

Interest  accrued  on  funded  debt 72,275  00 

Interest  accrued  on  unfunded  debt . . .  16,665  85 

Other  unfunded  debt 2,763  56 

Mortgage  bonds  3,178.000  00 

Sinking  fund  reserve 12,704  30 

Common  stock   2,000,000  00 

Corporate  surplus   651i385  54 

Total    $6,449,266  36 


(D) 


$72153 

360  89 

950  00 

39,588  34 

D           83  73 

384  24 

D      2,417  53 

71,034  48 

e8,91€  S5 

ss,eas  to 

SS,5$S  7f 

D         655  40 

9,543  76 

$162,760  46 

$33,656  52 

2,246  00 

93,859  22 

MM)  00 

3,300  47 

1.063  23 

8>M116 

25,283  87 

$162,750  46 

Contingent  Liabilities, —  None. 


Valuation  of  Property  for  Purposes  of  Taxation 

Coetto 

reproduce  new  present  value 
Valuation  as  of  June  30,  1916,  filed  by  respondent : 

Real  property  outside  streets  and  public  places $2,283,049  00  $2,283,049  00 

Real  property  In  streets  —  tangible 947,446*00  947,445  00 

Intangible  property,  including  franchises N.  R.  N.  R. 

Tangible  personal  property   466,545  00  466.545  00 

Assessed  valuation  for  1916  taxes :  Brooklyn 

Real  property  outaide  streets  and  public  places :  Borough 

Land $472,000  00 

Improvements — 1.269,400  00 

Real  property  (tangible  and  intangible)  in  streets 1.687,280  00 

Tangible  personal  property 


^  This  reserve  was  apportioned  by  the  company  during  the  year  between  two  new 
optional  reserves,  vis.,  to  contingency  reserve,  $103.656.90f  and  to  reserve  for  plant 
withdrawn  from  servlco,  $51,828.45.  Such  transfers  are  not  authorised  by  the 
Uniform  system  of  accounts. 

*  Due  Central  Trust  Company ;  interest,  6  per  cent 
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Kingi  Comty  Lightiac  Company 

DBSAIL8  or  A88BTB  AND  LlABILITIBS 

"Fimed  Capital^  December  SI,  1908" 

Book  oo«t         Withdrawn  Book  cost 

Dec.  31.  1915     during  year  Dec.  31,  1916 

Permanent  Investment « $4,762,523  98     $4,792,526  93 

Constrmrtlon    147,012  04         $2,410  53  144,60151 

Stable  account 1,082  90     1,082  90 

¥%irnitnre  and  fixtures 3,140  83                  7  00  3,133  83 

Total    $4,913,76170         $2,417  53  $4,911,344  17 


Fixed  Oapitia  Inatalled  9tnee  December  SI,  1908 


XNBTALLBD  DURIKO  TBAB 

' s 

Additions        Renewab 

and  and 

betterments  replacements 


TTTLV  OF  ACOOVm 

Land  devoted  to  fras  operations : 

Occupied  by  gas  works 

Occupied  by  outside  holder  stations 

General  structures    

General  equipment   

Works  and  station  structures 

Holders   

Furnaces,  boilers  and  accessories .... 
Miscellaneous  power  plant  equipment 

Water  gas  sets  and  accessories 

Purification  apparatus  

Accessory  equipment  at  works 

Trunk  lines  and  mains 15,994  10 

Gas  services 22,978  86 

Gas  meters   19,870  20 

Gas  meter  Installation 7,116  79 

Gas  engines  and  appliances 777  90 

Gas  tools  and  Implements 

Gas  laboratory  equipment 6  88 

Engineering  and  superintendence 


Retired  or 
withdrawn 
during  year 
(deducted) 


$644  09 

553  40 

2010 

1.537  33 

2,214  77 

858  34 


$15  50 
109  00 


294  06 
625  00 


«  352  79 
50  96 
10  26 
79  80 


Total  cash 
cost  to 
Deo.  31, 1916 

$10,625  33 

4,954  41 

38,342  09 

18,766  78 

150,278  11 

2010 

18,475  08 

6,221  80 

63,253  03 

70,949  13 

23,442  31 

291,755  93 

115,734  08 

120.648  11 

40,742  17 

2,210  15 

717  82 

70  68 

750  00 


Total    $72,47186 


$1,437  37     $977,957  01 


Construction  Work  in  Progreas. —  Relocation  ot  coal .  hoisting  apparatus  and  ex- 
tension to  dock  and  coal  run,  foot  of  55th  street,  $9,543.76. 


Equipment  Retired  during  the  Year 


CLASS  or  SQiriPifaMT  retxrsd 

Blower,  18-inch  

Water  gas  sets,  valves  16  and  18-inch 

Smoke  stack   

Street  mains  (feet) 

Gas  services  

Gas  meters  

Gas  meter  Inst.,  adjustment 


Meter  connections 


Number 
of  units 
retired 

1 

2 

1 

2,007 

29 

7 


Ckwtof 
equipment 
retired 

$179  76 

525  00 

963  22 

> 1.266  36 

SS9  4C 

37  12 

79  80 


162  cocks  1 
251  pairs  } 


132  38 


AMOUlfT  CRAnoSD  TO 


Amoimt  of 

salvage 
charged  to    Accrued 
materials  amortisation    Surplus 

$179  76    


$300  00 
79  07 


38  83 


526  00 
420  58 
852  09 
262  66 
27  12 


60  95 


$242  64 

836  20 

106  80 

10  00 

79  80 

88  60 


'Details  not  shown  in  company's  roport. 

*  Includes  an  adjustment,  $201.20,  for  retirement  in  a  prior  period. 

■  See  note  4. 


470       PcBLio  SsBvicx  Commission — Eiest  Dibtbiot 


CovBly  Ligfatfas  Cooifuiy 

Bquipmmit  ReUred  durinff  the  Ymr — gtowTwdlai 

Anoont  of    Axoxnrr  chabobo  to 

Number      Coat  of       MUvaoe       / * 

of  uaiU    equipment  charged  to     Aeerued 
OLAM  Of  SQuiPMSNT  MBTHUID  retired        retired        materiale  amortisation    Suiplua 

General 'equtpmont   7  $116  00  $12  60        flOO  tt           IS  62 

Arc  lamps  from  shop  building 2  16  60           16  60    '. 

S-lnch  line  from  water  softener 1  114  30           77  60           «  70    

Accounting  error  66  00    66  00 


Total 13,854  90         $628  60     $2,465  84         $866  56 


Special  Depo9it». —  Per  coupons,  $62,900;  witb  Empire  Trvst  Co.,  re  rate  ease, 
*  $34,470.25;  sinking  funds  un'nvested,  $13,553.30;  Bureau  of  Highways^  paving 
deposit.  $1,000;  public  street  lighting  contract  deposit,  $502.88;  total,  $112,426.43. 

PrepaymenU, —  Insurance,  $1,792.57;  rents,  $875;  electricity,  $83.87;  street  car 
tldtets,  $00.10;  total,  $2,811.04. 

MatertaU  and  BuppUes 

On  Cost  of  quanti^ 

hand  at  Average  cost        on  band  at 

mil  close  of  year  per  unit  dose  of  year 

Steam  coal,  anthracite  and  bituminous  (short 

tons) 856.78 

Anthracite  coal    (short   tons) 6,547.88 

Ga.s  oil    (gallons) 346,033 

Iron  oxide  (bushels)   18,367 

Water  gas  tar  (gallons) 6,597 

Bhavlngs  (bushels)    5,844 

Cast  iron  pipes  and  fittings 

Wrought  iron  pipes  and  fittings 

Gas  ranges   462 

Gas  lamps  and  supplies 

Gas  arcs   212 

Gas  irons    71 

Works  material  (brick,  etc.) 

Stove  room  (miscellaneous  supplies) 


Total 


$8.6666 

$848720 

4.9123 

32 162  98 

.0538 

18,627  73 

.217 

3,985  64 

.02 

13194 

.028 

184  41 

36,175  66 

642  94 

11.88 

5.49021 

2.161  00 

7.73 

1,688  25 

1.93 

13711 

1,890  89 
1,618  04 

$107,333  96 

Unamortized  Debt  Discount  and  Expense. —  Original  amount  of  item,  $25,000  (for 
discount  and  mortpago  tax  on  02."  first  mortgage  bonds  due  July  1,  1954,  and  sold  in 
August,  1012 ;  in  connection  with  the  account  a  sfnklqg  fund  is  to  be  established 
bearing  interest  at  4H  per  cent  for  retirement  of  a  like  amount  of  bonds,  in  accord- 
ance with  the  order  of  the  Commission  in  Oase  1474).  Unamortized  balance  Decem- 
ber 31,  1015.  $22,917.46;  charged  to  income  during  year,  $655.40;  nnamortised 
balance  December  31,  1916,  $22,262.06. 

Securttiea 

Kinas  r'ounty  Gas 
and  TUuminating 
PARTZcm.Aiis  OF  STOCK  AND  Companv.  first  First  refundina 

PT'NDED  nKBT  Comuion  stock  mortgase  bonds         mortgage  bonds 

Nominal  date  of  Lssue October  1. 1890  July  1. 1904 

Date  of  maturity October  1, 1040  July  1, 1954 

Interest,  rate  and  dates 5%,  A.  &  O.  5%,  J.  A  J. 

Denominations   1  share  =  $100  $1,000  00  $1,000  00 

Authorized  by  company $2,000,000  00  750  000  00  5,000.000  00 

By  public  authority 750,000  00  2,428,000  00 

•  Represents  the  diffrrenre  between  the  rate  of  95  cents  and  the  statutory  rate  of 
80  cents  collected  for  the  five  months  ended  December  81,  1916.    See  note  15. 
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Sugg  County  lighting  ComiMiiy 
Becurities  •—  Oonektded 

Kinffs  County  Otm 
and  IlIuminatinK 

PARTiCTTLAiis  ow  STOCK  AND                                           Company.  Hrst  First  refunding 

rvHVSD  DJBBT                         Coiumon  stock        mortgage  bonds  mortgage  bonds 

Actvally  issafid  prior  to  year. . .      $2,000,000  00             $750,000  00  $2,428,000  00 

Ca«h  realized N.  R.  1,261.725  00 

Property  consideration    » 2,000,000  00            •750,000  00  •1,112,000  00 

Discoant    N.  R.  64,275  00 

Actually  oatstandlng 2.000,000  00               750,000  00  2,428,000  00 

Interest   accrued  and   dividends 

declared 20,000  00                 37,500  00  121,400  00 

Interest  charged  to  Income 37,500  00  121,400  00 

Interest  and  dividends  paid 50.000  00                 36,500  00  121,450  00 

Interest  and  dividends  not  due 9,375  00     

Interest  and  dividends  matured 

and  lupald »  1,475  00  «•  61,426  00 

Market    price:    highest,    lowest, 

last   sale    No  sales  known                   N.  R.  100,  90,  96^ 

Trustees  under  mortgages People's  Trust  Co.  Central  Trust  Co. 


Oonaumera'  Deposits.— At  beginning  of  year,  $119,464  ;  added  during  year,  $48,640  ; 
refunded  during  year.  $41,394  (by  credits  to  cash,  $80,295,  and  consumers'  accounts, 
$11,099)  ;  balance  at  close  of  year,  $121,710;  interest  accrued  during  year,  $7,512.08 ; 
interest  paid  during  year.  $5,580.98.     (For  number  of  deposits,  see  Table  XL.) 

MiseeJlaneoua  Accounts  Payable. —  Balance  of  consumers'  deposits  applied  to 
unpaid  bills,  $4,573.85 ;  tax  withheld  at  source,  $45.83 ;  other  accounts  payable, 
S148,163.31;  total,  $152,782.99. 

Ttupes  Accrued. —  See  schedule  supporting  Income  Statement. 

Other  Unfunded  Debt, —  Wages  accrued,  $2,250.59 ;  water  accrued,  $178.18 ;  over- 
payments by  consumers,  $834.79 ;  total,  $2,763.56. 

Reserves 

Balance  at 

beginning        Credits  Debits  Balanoe  at 

TtTLB  or  RsssRVS  of  year     during  year    during  year    oloee  of  year 

Accrued  amortization  of  capital 1120.402  16  "  |94, 430  08  »  $214, 832  23    

Contingency  reserve "•103.656  90    8103,666  90 

tteserre    for    plant    withdrawn    from 

serrloe >»51, 82845    51,828  45 

Bond  amortisation  reserve  i« 9.663  15          8.04115    12,704  30 


'  Issued  in  part  payment  for  capital  stock  of  Kings  County  Gas  and  Illuminating 
Company. 

•  Aj'sumed  as  a  result  of  merger  with  Kings  County  Oas  and  Illuminating  Company. 

•  Issued  in  part  parment  for  capital  stock  of  Kings  County  Gas  and  Illuminating 
Company,  1.112  bonds  of  a  par  value  of  $1,112,000;  [the  balance  was  issued  as 
loilows:  217  at  par:  274  at  90;  200  at  97%  ;  625  at  96V^]. 

*•  [There  are  special  deposits  to  pay  these  coupons.] 

«  includes  $94,162.61  base<l  on  gas  sold  In  five  months,  379.831  M  cu.  ft.  at  8 
cents,  $30,886.48.  and  in  seven  months,  554.575  M  cu.  ft.  at  11  Vi  cents.  $63,776.13. 

**  Includes  $155,485.35  apportioned  between  the  "  Contingency "  reserve  and 
••"Reserve  for  plant  withdrawn  from  service."     See  note  1. 

It  g0Q  note  l2. 

>^  FA  sinking  fund  wns  established  for  the  amortization  of  $116,000  bonds  within 
2b  years,  the  paymeats  therein  being  made  annually  In  cash  with  Interest  allowance  at 
•^  14  per  cent.  See  Public  Service  Commission  order  of  July  81.  1912.  in  Case  1474  — 
P.B.^.l 
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Kings  County  lisbting  Company 
INCOME  STATEMENT 

M  cu.  ft.          Rate  or  Net  amoont  Inc 

Operating   reyenue  —  sales    of      delivered    average  price  for  year  (D) 

gas: 

Municipal   street   lighting..           79,538         $1,492  $118,69117  D    $27,808  66 

Ligtiting  municipal  buildings            2,566              .750  1«924  85  D           27110 

Conunercial  metered  lighting        852,-302             .950  » 809,506  84  82,38713 

Total  sales 934,406         $930,122  36  $54,257  37 

Miscellaneous  revenues : 

Rent  of  gas  appliances 2.038  25  578  65 

Gas  merchandise  and  jobbing  revenue ^  16,561  52  4,081 16 

Sale  of  residuals  and  by-products 1,641  00  744  16 

Total  operating  revenue $950,363  13  $59.661 84 

CeatB  per 
Operating  expenses  :  M.  cu.  ft.^' 

Total  works  expense 87.52  $401.52159  $51,524  53 

Deduct  allowance  for  residuals 1 .  15  12,298  32  D      1,886  84 

Pn,dncir.."''r.!°.'!':''"::::::::;     ^}  »««»•>««"  ~1^^7 

Transmission    and   distribution 8.02  74,906  34  14,512  75 

Municipal  street  lighting 3 .  46  32.329  48  D      15,078  15 

Commercial  administration 4. 21  39,298  59  2.338  14 

Promotion  of  business .87  8,133  97  1,128  18 

General     expenses      (excluding     items 

below)    6.15  57,453  70  12,666  62 

Total  of  foregoing 64 .36  $601,345  35  $68,978  91 

Cost  of  manufacturing  residuals  sold..                .17  1,620  40  723  56 

Residuals  and  by-products  expense .01  20  60  20  60 

General  amortization   4.17  39,016  20  13,189  58 

Total  operating  expenses 68. 71  $642,002  55  $82,912  65 

Uncollectible  gas  bills   .80    .  7,526  70  31 

Tax  accruals    8. 13    '  75,975  50  25,548  88 

Miscellaneous   rents    .38  8,519 10  202  94 

Total  expenses,  taxes,  etc 78.02  $729,023  94  $108,664  78 

Operating  income  applicable  to  corporate  property..  $221,33919  D    $49,003  44 
Non-operating    income     (rent,    $4,630.01 ;    interest. 

$1,972.72 ;  less  repairs  for  tenants.  $59.15) 6.543  58  2.663  71 

Gross  corporate  income $227,882  77  D    $46,339  73 

Deductions  from  gross  Income :  Interest  on  funded 
debt,  $168,900;  on  dem.ind  note  ($200,000),  $10,- 
166.66;  on  consumers'  deposits,  $7,512.08;  on  ac- 
count with   Standard   Oil   Company   for  gas   oil, 

"  [Includes  $61,577.22,  the  amount  of  the  difTercnce  between  the  statutory  rate 

ror  gas  of  80  cts.  ner  M  cu.  ft.  and  the  rate  of  95  cts.  charged  by  the  company  for 

the  period  from  July  1  to  December  31,  1917.     This  difference  should  have  been 
deducted  from  the  income  and  set  up  as  a  reserve.] 

materfafs  ^ow'*"??!  462%3'  ™®'^*^^*^'*^^*®  ^^^  ^^^^  Jobbing,  $58,014.25,   Im«  cost  of 

"  ^'Irst  three  items  based  on  1,070,26(^  M  cu.  ft.  made ;  other  items  on  934,406 
M  cu.  ft.  sold. 
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KingB  Coantj  ^^**^g  Comptny 
IifcoMs  Statsubmt  —  Concluded 

Net  amount  Inert 

for  year  (D)  deoreaae 

11,369.87  ;  amortisation  of  debt  disconnt  and  ex- 
pense, $655.40 ;  sinking  fund  accruals,  $3,041.15 ; 
income  tax  on  bond  Interest  assumed,  $834 $182,478  66  $10,010  49 

Net  corporate  Income »  $45,404  11     D    $56,350  22 

COBPORATB  suBPLUB  Amount 

Surplus,  December  31,  1916 $626,151  67 

Balance  for  year  transferred  from  income 45,404  11 

Bad  debts  collected ' 1,865  96 

Refund  of  Penn.  State  tax  on  coal  received,  April,  1914,  to  May,  1915  1,599  79 

Adjustment  of  accrued  amortization  of  capital,  1917 1,734  63 

Woricmen's  compensation  insurance,  1914-15  adjustment 762  48 

Federal  income  tax,  1915  adjustment 882  80 

Excess  dividend  tax,  1916  adjustment 200  00 

Reimbursement  for  mains  retired 191  05 

Minor  items   182  15 

Total    $678,474  68 

Dividends,  1  per  cent  on  $2,000,000  capital  stock $20,000  00 

Bad  debts  written  off 2,658  49 

Adjustment  of  charge  for  lighting  public  buildings  to 

75-cent  basis,  July  1,  1911,  to  Dec.  31,  1915 2,962  28 

Fixed  capital  retirements 809  56 

Minor  Itenis   658  76 

Total  deductions   27,089  09 

Surplus,  December  31.  1016 «•  $651,386  54 


Municipal  Street  Lighting. — Number  of  lamps  (60-candIe  power,  mantle),  5.231; 
hours  burning  per  year  (city  schedule),  3,950;  gas  per  lamp  hour,  8.6  cu.  ft.; 
consumption  for  year,  79,638,368  cu.  ft. ;  revenue  at  75  cents  per  M  cu.  ft,  $118,- 
601.17. 

Sale  of  Residuals  and  By-products. —  For  details,  see  Table  IX. 

Operating  Expenses. —  For  details,  see  Table  XXX V-B. 

Depredation. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission 
for  gas  companies  provides  that  operating  expenses  shall  Include  the  estimated 
unount  of  capital  consumed,  which  is  defined  as  *'  the  amount  estimated  to  be  neces- 
sary to  cover  such  wear  and  tear  and  obsolescence  and  Inadequacy  as  have  accrued  " 
during  the  fiscal  period  in  the  tangible  fixed  capital,  and  **  such  portion  of  the  life 
of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be 
necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraordinary 
casualties."  From  the  total  estimated  deterioration  during  the  period  there  is 
deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to  the 
account  "  General  amortization  "  which  has  been  provided  in  operating  expenses. 
Amounta  charged  to  this  account  should  be  concurrently  credited  to  "Accrued 
Amortization  of  Capital,"  the  oflicial  title  of  the  reserve  for  depreciation,  etc.. 
against  which  is  chargeable  such  portion  of  the  matured  or  realized  depreciation  as 
has  accrued  since  the  establishment  of  the  reserve.  Under  date  of  March  31,  1909, 
this  company  filed  with  the  Commission  a  rule  of  depreciation  which  provides  for  a 
charge  to  **  General  amortization  —  gas  "  and  concurrent  credit  to  "Accrued  amortiza- 
tion of  capital  '*  of  8  cents  per  M  cu.  ft.  of  gas  sold  [less  cost  of  actual  repairs]. 

tender  date  of  July  31,  1916,  a  new  rule  making  the  charge  11^  cents  instead  of 
^  cents  was  filed  to  take  effect  July  1 ;  It  was  actually  put  into  effect  June  1. 


'•Overstated  by  $61..'>77.22.     See  note  16. 


474       Public  Seeviob  Commission  —  Fiest  District 


nngt  Cmmtr 


Taxe» 


CLAflS  OF  TAX 

Land   

ImproTements  on  land . 

Special   franchise    

Gross  earnings,  state  . 
Excess  dividends,  state. 
Federal  income   


Amount 
of  levy 

$0,786  40 

26,484  72 

85,096  42 

3,759  05 

900  00 


Charged 
to  income 

19,786  40 

26,434  72 

35.095  42 

3,759  05 

900  00 


Amoimt 
paid 

$4,893  20 

13,217  36 

17,547  71 

3,663  90 

1,500  00 

1,017  20 


Due  and 
un   aid 

$4,893  20 
13,217  36 
17,547  71 


Total   $75,97569       $75.975  59    »$41,83937       $36,658  27 


XJnooUectihU  BiJls. —  Nnmber  of  uncollectible  acconnts,  8,008;  amount,  $23,144.14. 
I>eposits  applied  thereto:  number,  2,172;  amount,  $9,760;  interest  on  deposits 
applied,  $831.12;  recoveries,  $5,026.32;  net  amount  charged  to  oncollectlble  b;ils, 
$7,526.70. 

Rent  Revenues. —  From  City  of  New  Tork,  for  dock,  foot  of  551ii  street,  $3,739.26 ; 
flat  In  office  building,  $690.75 ;  minor  rents,  $200 ;  total,  $4,680.01. 

MISCELLANEOUS     INFORMATION 

Works  and  Holders. —  Number  of  water-gas  sets,  5 ;  total  rated  24-hoar  capacity. 
7,300  M  cu.  ft.  (See  Table  II.)  Number  of  gas  holders.  4;  total  capacity,  2,700 
M  cu.  ft.    (See  Table  IV.)     (For  details  of  auxiliary  works  apparatus,  see  Table  III.) 

Mains. —  Distribution  pipe  line :  Length  In  feet,  991,343 ;  laid  within  year, 
16,551  ;  taken  up  within  year,  2,097 ;  net  increase  durinj:  year,  14.454.  Trans- 
mission pipe  line:     Length  in  feet,  12,789;  no  change  during  year.    (See  Table  Y.) 

Services. —  Number  available  at  close  of  year,  18,006;  added  within  year,  1,106; 
removed,  29;  net  increase  during  year,  1,077.     (See  Table  VI.) 

Meters. —  Number  of  consumers*  meters  in  service  at  close  of  year  (exclading 
1,489  set  but  locked),  31,898;  increase,  2.973;  number  owned  at  close  of  year. 
33,785 ;  number  bought,  3,120 ;  retired,  7 ;  net  increase  during  year.  3,113.  (See 
Tables  VII  and  VIII.) 

Gas  Made  and  Sold  {cu.  ft.). —  On  hand  at  first  of  year,  2,152,000;  made  during 
year,  1,070,266,000;  sold,  934,406,168;  used  by  respondent,  4,468.200;  unaccouBted 
for,  131,447,632 ;  on  hand  December  31,  1916,  2,106,000.     (See  Tables  XI-XIII.) 

Materials  and  Residuals. —  Contract  price  of  gas  oil.  4.575  cents  for  2.200.893 
gallons  (completion  of  contract  for  7,000,000  gallons)  and  5.375  cents  for  2,221,813 
gallons ;  undelivered  December  31,'  1916.  278,187  gallons.  (For  detatU  of  matetlala 
consumed,  see  Table  IX.) 

AocidenU.^  See  Tables  XXV-XXIX. 

Employees  and  Wages. —  Number  of  salaried  officers,  4 ;  total  compensation  during 
year,  $9,733.33.  Number  of  all  otlier  employees  second  week  in  December,  full-time, 
181 ;  part-time,  38 ;  total  compensation  paid  during  year  to  officers  and  employees, 
$193,815.48.     (See  Tables  XXX-XXXIV.) 

Officers. —  President.  F.  M.  Talt ;  Vice-President,  T.  E.  Byrne ;  Secretary  and 
Treasurer,  W.  M.  Flook ;  Assistant  Secretary,  F.  W.  Fitch. 

Directors. —  C.  K.  G.  Billings,  F.  M.  Tait,  G.  O.  Knapp,  W.  M.  Flook,  J.  C.  Brady. 

Main  Business  Office. —  4802  New  Utrecht  avenue,  Brooklyn.  N.  Y. 

E^ort  verified  by  W.  M.  Flook,  Treasurer,  April  18,  1917. 


>*Excladea  $595.80  paid  for  adjustments  of  prior  years. 
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LONG  ACRE  ELECTRIC  LIGHT  AND  POWER  COMPANY 

Histonf. —  Incorporated  April  24,  1903,  under  article  6  of  the  Transportation 
Corporations  Law.  An  Initial  plant  was  Installed  in  1006.  [It  first  supplied  electric 
energy  on  March  17,  1908.]  *  It  operates  in  the  19th  ward  of  Manhattan,  Second 
aTenue,  from  46th  to  46th  streets ;  but  under  its  franchise  it  may  operate  in  all  the 
territory  of  Manhattan  and  the  Bronx.* 

[Prom  March  22,  1906,  to  September  14,  1912,  490  shares  (of  500  outstanding) 
■tood  In  the  name  of  G.  E.  Bauchle,  trustee,  at  which  latter  date  a  new  certificate  for 
the  entire  outstanding  stock  was  issued  to  Alex.  P.  Bartlett,  William  I.  Eaufmai  and 
George  P.  Toby,  trustees  under  mortgage  of  the  Intercity  Power  Company,  dated 
September  1,  1912,  which  company  holds  the  stock  under  option,  the  equitable  owner 
being  the  Manhattan  Transit  Company.]  * 

BtockhoUten  and  Memhers. —  Total  voting  power,  500;  each  holder  of  $100  par 
▼alae  having  one  vote.  [Votes  cast  at  last  reported  general  meeting,  April  7,  1914, 
500 ;  all  cast  by  H.  S.  Swift,  In  behalf  of  trustees.]  > 

Important  Change*  during  the  Year. —  None. 


BALANCB  SHEBT 


December  31, 
1915« 


Deeember  31, 
1916 


ASSSTS  SXDB 

$103,461  61     Cost  of  plant  and  equipment  • $103,451  61 


1,030  20 

684  98 

446  79 

600,000  00 

229  68 


Materials   and   supplies. 

OiBh 

Accounts  receivable  . . . . 
Investments '  .  .  .  . . . . . 

Special  deposits 

10,500  00    Prepayments 

6,502  36    Soapense 

653,039  61    Deficit 


1.877  34 

3,037  81 

69157 

600,000  00 

229  58 

8,754  76 
647,944  25 


$1,175,885  03 


Total $1,265,486  92 


Increase  or 
(D)  decrease* 

$347  14 

2,352  83 

244  78 


10.500  00 

2,252  40 

94,904  74 

$89,601  89 


^  Report  of  the  company  for  1915. 

*  [This  franchise  was  grahted  by  the  city  of  New  York  on  May  31,  1887.  to  the 
American  Electric  Manufacturing  Company.  It  subsequently  passed  into  the  hands 
of  the  American  Electric  Illuminating  Company ;  was  sold  by  it  at  public  auction 
to  Mnrtin  F.  Mintum  for  $100,  on  December  4.  1897;  and  on  March  21,  1906,  was 
acquired  by  the  respondent  in  exchange  for  $500,000  bonds,  the  Manhattan  Trust 
Company  receiving  |50,000  stock  for  negotiating  the  sale. 

In  1908,  the  Long  Acre  Company  sought  the  consent  of  the  Commission  to  the 
Isanance  of  $10,000,000  preferred  stock  and  the  execution  of  a  mortgage  to  secure 
800,000,000  bonds,  of  which  $12,000,000  was  to  be  issued  at  once ;  by  order  of  June  26, 
1908  (Case  797),  this  application  was  denied.  The  matter  was  appealed,  the  Appel- 
late Division  of  the  S-upreme  Court  reversing  the  Commission's  order ;  the  Court  of 
Appeals,  however,  without  passing  on  the  case,  dismissed,  on  procedural  grounds,  the 
Commission's  appeal  from  the  Appellate  Divis  on's  decision.  Whereupon  the  Commis- 
•ion  held  further  hearings  and  on  July  28,  1911,  issued  an  order  approving  the  issue 
of  $2,000,000  par  value  of  common  stock  and  the  execution  of  a  oU-year  $,10,000,000 
first  mortgage  to  the  Empire  Trust  Company,  as  trustee,  said  mortgaj^e  to  secure  5 
per  cent  bonds,  maturing  July  1,  1961,  redeemable  at  105 ;  and  granting  authority 
for  the  issue  of  $4,000,000  of  these  bonds.  Pursuant  to  a  writ  of  certiorari  obtained 
by  the  New  Tork  Edison  Company,  the  second  determination  of  the  Commission  was 
also  subjected  to  judicial  review.  It  was  aflirmed  by  the  Appellate  Division ;  but  on 
December  81,  1912.  the  Court  of  Appeals  handed  down  a  decision,  reversing  both  the 
Appellate  Division  and  the  Commission,  on  the  ground  that  the  Long  Acre  had  not 
first  obtained  the  permission  and  approval  of  the  Commission  with  respect  to  the 
construction  of  its  plant.  On  January  21.  1913.  the  respondent  renewed  its  petlMon 
and  by  order  of  March  5,  1913  (Case  1624),  the  Commission  aoproved  the  construe- 
tion  of  an  electric  plant  and  authorised  the  issuance  of  $2,0<)0,000  common  stock, 
$4,000,000  5  per  cent  bonds  and  the  execution  of  the  $50,000,000  mortgage  described 
above.  The  authority  so  granted  to  issue  securities  was  not  exercised  before  Decem- 
ber 31    1916.    From  documents  on  file  with  the  Public  Service  CTommiaaion.] 

'From  documents  on  file  with  the  Public  Service  Commission. 

*  Not  reported  in  1916 :  items  taken  from  1915  report  and  re-classlfled  to  conform 
to  the  schedule  used  In  1916. 

•Computed  by  the  Bureau  of  Statiitlcs.^^,  ^^     ^     ^         ..,..„  ^     .         -,»«« 

*  ["  Ffced  capital,  Dec.  31,  1908."  $90,737.04 ;  fixed  capital  installed  aince  1908, 
$12.714.57— Report  of  cpmpanpr  for  1915.]  *     *      «  *  oa 

^  [Public  Service  Telephone  CTompanv  ad  interim  certificates  for  5  per  cent  30-year 
gold  bondi  —  Beport  of  the  company  for  1915.] 
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December  81, 
1015« 

$500,000  00 

890,104  68 

141,984  52 

6,570  44 

34,166  65 

44,659  46 

8,809  28 

50,000  00 

$1,175,885  03 


Look  Acre  Blectilc  light  and  Power  Conpaay 

Bala-ncb  Shbst  —  Concluded 

December  31, 

LiABiLmxs  sn>a  1916 

Funded  debt $500,000  00 

Bills  paynble 478,794  68 

Accounts  payable 143,836  17 

Taxes  accrued   8,753  24 

Interest  accrued  on  funded  debt 4,166  67 

Interest  accrued  on  unfunded  debt. ..  71.626  88 

Reserve :     Accrued     amortisation     of 

capital  .  .      8,809  28 

Capital  stock 50.000  00 

Total $1,265,486  92 


Inereaieor 
(D)  deeresK* 


$88,600  00 

1,85165 

2,182  80 

D    29,99996 

26,967  42 


$89.601 89 


Securitiea 


PABTIGULARS  OF  STOCK  AND 
FDNDBD  DVBT 

Nominal  date  of  issue 

Date  of  maturity 

Interest,  rate  and  dates 

Denominations 

Authorized  by  company 

Actually  issued  and  outstanding. . . . 
Cash  realized   

Interest  accrued  and  dlyidends  de- 
clared   

Interest  charged  to  income 

Interest  and  dividends  paid 

Interest  and  dividends  not  due 


Common  Pint  mortgase  First  mortcsge 

stock  4%  gold  bonds  5  %  fold  bonds 

April  23,1903  [Oct.  16, 1906]  [July  1. 1911] 

Oct  16, 1956  July  1, 1961 

4%,  Apr.  &  Oct  5%,  Jan.  ft  July 

l8hare  =  $100  [$1.00000]      

$2,600,000  00  $1,000,000  00  $50,000,000  00 

50.000  00  500,000  00      

(•)  (•)                 


20,000  00 

20,000  00 

60.000  00 

4,166  67 


INOOMI  StATIMINT       • 

Net  amount  IncreMe  or 

for  year  (D)  decreaae " 
Operating  revenue  —  sales  of  electricity  : 

Commercial  lighting  —  average  price,  6.nic $2,674  53  $98  89 

Commercial  power  —  average  price,  6.59c 495  22  D            25  58 

Total  operating  revenue $3,169  76  $78  81 

Operating  expenses : 
Production  expenses : 

Power  plant  labor $6,684  84  $1,403  94 

Fuel  for  steam  8.279 21  2,91973 

Fuel  for  producer  gas 1,346  94  375  67 

Water  for  steam  power 464  05  72  65 

Lubricants  for  power 1,131 73  148  27 

Station  supplies  and  expenses 372  58  147  81 

Repairs  of  power  plant  buildings 1,010  80  1,010  80 

Repairs  of  furnaces,  boilers  and  accessorieH 2,640  61  2,548  25 

Repairs  of  steam  engines  and  equipment 366  85  12  29 

Repairs  of  gas  producers 1,865  32  101 77 

Repairs  of  electric  generators 222  36  D           121 01 

Repairs  of  miscellaneous  equipment D            50  50 

Steam  from  other  sources D        1,650  00 

Blectrlc  energy  from  other  sources  " 18>000  00  9,000  00 

Total  production  expense $37,386  28  $15.90917 


•  [Capital  stock  and  $500,000  of  bonds  given  in  payment  for  electrical  franchise 
granted  by  the  common  council  of  the  City  of  New  Torlc.  June  13..  1887.  See 
footnote  2.] 

*  Computed  by  the  Bureau  of  Statistics  and  A'ccounts. 

^  Represents  amount  paid  by  respondent  to  Hudson  and  Manhattan  Railroad  Cod- 
pany  in  accordance  with  terms  of  an  agreement  with  that  company  which  became 
effective  July  1.  1915.  but  no  current  had  actually  been  taken  thereunder  prior  to 
the  close  of  the  year. 
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Lone  Acre  Blectrie  light  and  Power  Comptny 

INCOKB  SriLTBicaHT —  Conduded 

Net  amount  Increase  or 

_^  for  year  (D)  decrease* 
Instrlbtitloii  ezpenaes: 

Setting  and  remoTlng  meters  and  transformer!...  $53  36  $47  35 

Ilcpairs  of  electric  servleea 171  75  171  75 

Klectric  meter  operation   46  16  D              3  30 

Total  distribution  expenses ^. .  $27125  $215  80 

Utilisation  expenses: 

Commercial  arc  labor $312  50  D           $35  39 

Commercial  arc  repairs 22  13  D             72  04 

Commercial  incandescent  renewals 276  01  77  81 

Inspection  of  consumers'  premises 11  26  11  25 

Total  utiliaation  expenses $621 98  D          $18  37 

Commercial  expenses:     Administratioxi $159  $159 

Oeneral  and  miscellaneous  expenses: 

Salaries  and  expenses  of  general  officers $1,290  50  $288  75 

Salaries  and  expenses  of  office  clerks 032  52  632  62 

General  office  snpplies  and  expenses 13  23  D              2  62 

Miscellaneous  general  expense 599  36  891  62 

Insurance 840  42  D             64  00 

Accidents  and  damages 6  00  6  00 

General  stationery  and  printing 23  90  23  90 

Inyentory  adjustments 150  51 

Total  general  and  miscellaneous  expenses $3,414  98  $1,426  68 

Total  operating  expenses $41,696  03  $17,534  87 

Taxes 2.212  91  574 13 

Subway  rents 5,059  78     

Total  expenses,  taxes,  etc $48,967  72  $18,109  00 

Lofls  from  electric  operations $46,797  97  $18,035  60 

Income  from  other  operations. 1,369  01  1,294  01 

Total  operating  loss $44,428  96  $16,741  68 

Non-operating  income D  290 

Gross  loss  .  .  . $44,428  96  $16,744  58 

Deductions :  Interest  on  bonds,  $20,000 ;  other  interest, 

$26,967.44  ;  rents,  $3,600 50,667  44  4,926  48 

Net  corporate  loss  for  the  year $94,996  40  $21,671  01 

I>eflcit  at  beginning  of  year 553,039  51 

Surplus  adjustments  —  additions 91  66 

Deficit  at  close  of  year $647,944  26 


Depreciation. —  The  Uniform  System  of  Accounts  prescrlbeil  by  the  Commission  for 
electrical  companies  provides  that  operating  expenses  shall  include  the  estimated 
amount  of  capital  consumed  which  is  defined  as  "  the  nmount  estimated  to  be  neces- 
sary to  cover  such  wear  and  tear  and  obsolescence  and  Inadequacy  as  have  accrued  " 
during  the  fiscal  period  in  the  tangible  fixed  capital,  and  *'  such  portion  of  the 
life  of  intangible  fixed  capital  as  has  expired  ...  and  the  amount  estimated  to 
be  necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extra- 
ordinary casualties."  From  the  total  estimated  deterioration  during  the  period  there 
is  deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to 

*  Computed  by  the  Bureau  of  StatlsticH  and  Accounts. 
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hoBg,  Atn  SltdiiG  Light  «ikd  Powir  CemMV 
the  account  "  General  Amortisation  "  which  has  be«n  provided  In  operating  expenses. 
Amounts  charged  to  this  account  should  be  concurrently  credited  to  "Accrued 
Amortization  of  Capital,"  the  official  title  of  the  reserve  for  depreciation,  etc., 
against  which  Is  chargeable  such  portion  of  the  matured  or  realized  depreciation  as 
has  accrued  since  the  establishment  of  the  reserve.  This  company  has  not  filed  with 
the  Commission  any  rule  of  depreciation. 

Since  1013,  no  provision  for  depreciation  has  been  made,  as  required  in  the  Uniform 
System  of  Accounts.  PrioY-  to  191.1  the  company  made  charges  to  General  Amortisa- 
tion and  concurrent  credits  to  Accrued  Amortization  of  Capital  on  the  baalB  of  10 
per  cent  per  annum  of  its  depreciable  property. 

MISCELLANEOUS  INFORMATION 

Power  Plant, —  Located  at  No.  237  Bast  47th  street.     Station  capacity,  IM  kws. 

Steam  Engine. —  One  single  cylinder,  Brie-Ball  auto,  belt  driven.  240  B-  P.  M- 
75  H.  P. 

Qae  Bnffinee. — ^Two  direct-drive  Diesel  fuel  oil  engines ;  260  B.  P.  M.  75  H.  P. 

Oeneratore,  D,  O, — Two  60  kw.  direct  connected ;  one  40  kw.  belt  connected  and 
one  30  kw.  belt  connected. 

Other  Station  Equipment, —  Three  generator  panels,  one  60  kw.  and  two  switch 
panels,  150  kw. 

Tranamiaaion  and  Dietrilmtion  Syatem. —  Underground  low  tenston  mains,  782 
ft. ;  overhead  low  tension  mains,  60  ft ;  No.  6-120  volt  wire.  120  ft. :  No.  0-120  volt 
cable,  346  ft. ;  400,000  C.  M.  120  volt  cable.  1.216  ft. ;  22  No.  4  services,  440  ft- 

Metera. —  In  use  by  consumers  at  close  of  year.  14. 

Bleotrid  Current  Generated  and  Bold  (*ir.  fcrs. ).— Generated,  D.  C,  186.423;  •old 
to  public.  46.170. 

Franchise  Reguirementa. —  The  company  shall  furnish  free  to  the  dty  one  foil 
arc  light  for  every  60  furnished  to  other  consumers.  Also  for  any  permit  to  open 
the  steets  the  company  shall  pay  one  cent  per  lineal  foot  of  streets  occupied  under 
such  permit. 

Acotdenta. —  None  with  disability. 

Employeea  and  Wages. —  Officers,  only  part  time.  Number  of  all  other  crmployees. 
end  of  year,  12 ;  total  compensation  paid  to  employees  during  year,  payroll,  $8,091.26. 

Otncers. —  President,  Philip  G.  Gossler;  Vice-President,  H.  L.  Denny;  Secretary 
and  Treasurer,  F.  B.  Lasher;  General  Counsel,  Simpson.  Thatcher  ft  Bartlett; 
General  Manager  or  Superintendent,  Charles  Gast. 

Directora, — A.  B.  Leach,  P.  O.  Gossler.  George  P.  Toby,  F.  B.  Lasher,  Pliny  Bisk, 
H.  L.  Denny,  F.  W.  Wals. 

Main  Buaineaa  Office. —  No.  62  Cedar  street,  New  York,  N.  Y. 

Beport  verified  by  F.  B.  Lasher.  Treasurer,  At)ril  14,  1017. 


NEW  AMSTERDAM  GAS  COMPANY 
The  report  of  this  company  combines  with  it  the  report  of  the  Bast  Bt^er  Oas 
of  Long  Island  City  [whose  properties  have  been  in  fact,  though  not  in  law.  merged 
with  those  of  the  New  Amsterdam  Gas  Company.     See  addendwm.\ 

The  New  Amsterdam  Gas  Company,  Equitable  Gas  Light  Company  of  New  York 
and  New  York  and  Bast  River  Gas  Company  were  consolidated  on  March  4.  1808,  to 
form  the  present  New  Awsterdam  Gas  C\>mpany.  Gas  service  by  the  cdssoUdated 
company  was  first  supplied  on  that  date. 

The  company  supplies  water  gas  in  the  Borough  of  Manhattan  from  Canal  street 
to  137th  street.  North  river  to  Bast  river,  and  In  the  Borough  of  Queens,  First  ward 
[under  the  name  of  Bast  River  Gas  Company  of  Long  Island  City],  and  also  has  the 
right  to  operate  In  any  territory  on  Manhattan  Island  and  In  the  Bbrough  of  The 
Bronx. 

The  company  controls  through  title  to  all  or  to  a  majority  of  the  capital  stock 
Npw  vnll  ..  K^f  ^""^  Company.  East  River  Gas  Company  of  Long  Island  City, 
n^n  al.  n"  and  Acetylene  Company    [Inchoate]    and,   indirectly.    Northern 

Union  Gas  Company.     (See  IfiaccWoneous  Inveatmenta,) 
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N«w  ikiBiterdMi  Om  Company 

Stock  control  of  tlie  New  AmsterdAm  Qas  Compaoy  waa  acquired  July  23.  1900 
by  tbe  Consolidated  Gaa  Company.  On  December  31,  1016,  the  Consolidated  Gas 
Company  waa  the  holder  of  record  of  81,377  shares  of  respondent's  common  stock 
and  72  582  shares  of  Its  preferred  stock.' 

Stockholdert  and  Membert. —  Total  voting  power  of  all  members,  211,650,  each 
holder  of  $100  par  value  of  stock  having  one  vote.  Total  number  of  stockholders, 
December  31,  1016,  21,  of  whom -20,  controlling  211,522  votes,  were  residents  of 
New  York  State.  Votes  cast  at  last  general  meeting,  March  2,  1916,  lS9,52oi  of 
which  M.  M.  Graham  cast  50  In  behalf  of  himself  and  18.618  in  behalf  of  other 
members ;  L.  B.  Oawtry,  163,959,  in  behalf  of  Consolidated  Gas  Company ;  Benjamin 
Whiteley.  16,793.  and  George  H.  Church,  100,  each  in  behalf  of  himself. 

Important  Changes  during  the  Year. —  The  Astoria  tunnel,  extending  from  Astoria, 
L.  I.,  to  East  132d  street.  Borough  of  The  Bronx,  was  turned  over  to  respondent  by 
the  contractor,  The  Astoria  Light,  Heat  and  Power  Company,  during  the  year  and 
its  cost  has  been  included  in  fixed  capital.  Lease  of  building  at  No.  22  Bast  22d 
street  was  surrendered  November  1,  1916.  Lease  of  property  at  No.  281  Lenox 
avenue  was  renewed  from  May  1,  1916,  to  May  1,  1918,  at  $1,S00  per  annum.  Lease 
with  Consolidated  Gas  Company  for  floor  space  in  building  at  No.  130  Ekist  15th 
street  was  renewed  from  March  1,  1916,  to  March  1  1917,  at  a  rental  of  $14,000 
per  annum.  The  purchase  money  mortgage  of  the  Equitable  Gas  Light  Company 
was  reduced  on  February  1,  1016,  from  $100,000  to  $78,000.  No  new  powers  or 
franchises  were  acquired. 

BALANCE  SHEET 

December  31,  December  31,  Increase  or 

1915  ASSSTS  BiDB  1916  (D)  decrease 

$88,056  45     Cash   $205,813  67       $117,757  22 

69,556  69    A^scoants  receivable  from  City  of  New 

York  (for  .gas) 47,283  71     D    22,272  98 

109,445  18     Consumers'  accounts  receivable 139,203  11  29,757  98 

*  78,223  14     Accounts    receivable    from  '  associated 

companies    159,051  19  80.828  05 

•  50,280  99     Other  accounts  receivable 41,180  69     D     9,100  SO 

•4,008  48     Interest  and  dividends  receivable 1,57140     D      2,437  08 

2,325  80     Prepayments   547  02  D      1,778  78 

844,223  65     Materials  and  supplies 303,075  33  D    41,148  32 

8.300  00     Stocks  of  associated  companies 8,300  00     

1,975  00     Other  investment  securities 1,975  00     

486,991 44     Real    estate   and   other   miscellaneous 

Investments    493,359  92  6,368  48 

40,300,046  71     "Fixed  Capital,  Dec.  31,  1908 " » 40,246,958  37  D    53.088  34 

977.267  56     Fixed  capital  installed  since  1908 6,406,386  91  5,429.119  35 

kl,t77,S14  t7        Total  fixed  capital   (without  deduc- 
tion of  depreciation) ie,668,S^S  28  6,S76,0S1  01 

16^00  00    Temporary  advances  to  associated  com- 
panies   16,500  00     

41,043  84     Accrued  amortisation  * 41,043  84     

3,996  44     Other  suspense  ■ 3,420  60  D        574  S4 


$42,582,240  32  Total    $48,115,670  76    $5,533,430  44 

*  (The  Consolidated  Gas  Company  reports  In  addition  ownership  of  40.165  shares 
of  common  stock  and  17,331  shares  of  preferred  stock  representing  certificates  not  in 

its  own  name.]  ^„  ,    -  .     -«.««  ^«  ««^^— _^ 

*(The  flgurea  here  reported  do  not  agree  with  thoae  published  In  1915  on  account 

of  changes  subsequently  made  by  the  company.]  « 

'Includes  securities  acquired  through  consolidation.     See  note  20,  P*J« /«»*•_  ^ 

*  (Represents  the  excess  of  actual  cost  over  estimated  cost  of  repairs  for  tne  years 
1909-1914.  inclusive.]  .'  _^^,        .      ..      h.nilfl    nf    ±\^^ 

» [Includes    $1,414.90.    representing    reacaulred    secuiitles    *»*'»« «J?^i^x       Qn?f 
treasurer    (fractional   bond   scrip,  $1,087 ;  fractional   stock  /^^P*   ^^27.00).^  S^^ 
secnrttlea  should  not  be  so  reported  nor  included  under  stocks  and  bonds  outstanding.] 


480        Public  Sbeviob  Commission  —  Fibst  Distbict 


December  31, 
1916 

$265,369  45 
100,000  00 

'  800,000  00 
316,492  12 

«  403.915  65 

219,627  09 

58,333  34 

24,043  22 

21,919  52 

19,135,000  00 


3,112,346  75 
56,078  75 

131,702  99 

9,000,000  00 

12,165,000  00 

S,S17,588  66 

$42,582,240  32 


N«w  Aauterdui  Gms  Company 
Baxjlkod  8h*»t —- Concluded 

UABIUTIBS  BIDS 

Taxes  accrued  •    

Matured  funded  debt  unpaid 

BiUs  payable  —  due  on  demand 

Consumers'  deposits    

Accounts  payf.ble  to  associated  com- 
panies   

Miscellaneous  accounts  payable 

Interest  accrued  on  funded  debt 

Interest  accrued  on  unfunded  debt*.. 

Other  unfunded  debt 

Mortgage  bonds  "   

Construction  advances  owing  to  asso- 
ciated  companies    

Reserve  for  contingency 

Reserye  for  renewals  and  replacements 
—  plant  withdrawn  from  service*.. 

Oasualtles  and  Insurance  reserve.... 

Preferred   stock  ^"    

Common  stock  ^    

Corporate  deficit • 


December  81 1 
1916 

$478,360  33 

78,000  00 

800,000  00 

317,473  28 

479,665  65 

188,767  03 

58,333  34 

47.177  40 

16,041  53 

19,135»000  00 

5,224,598-  72 
3,275,694  28 

114,073  05 

138,071  47 

9,000,000  00 

12,165,000  00 

3,^00,58S  St 


Increase  or 
(D)  decreaM 

$212.990  88 

D  22.000  00 

98116 

D  14,250  00 
D  30.860  06 

23.134  18 
D   5,877  99 


6,224.598  72 
163,347  53 

57.994  30 
6,368  48 


8t,996  79 


Total    $48,115,670  76    $6,533,43044 


Contingent  LiaHimea, —  None. 

Valuation  of  Property  for  Purposes  of  Taxation 

Cost  to  Baine~~~ 

reproduce  new  present  value 
Valuation  as  of  June  30,  1916,  filed  by  respondent : 

Real  property  outside  streets  and  public  places**. .    $14,423,660  23  $14,120,975  28 

Real  property  In  streets  —  tangible 6,832,508  21  6,832.598  21 

/nton^ble  property,  excluding  franchises 13,707,14104 

Tangible  personal  property 1,738,494  36  1,738.494  36 

Assessed  valuation  for  1916  taxes :                                        Borough  of  Borough  of 

Real  property  outside  streets  and  public  places:           Manhattan  Queens 

Land $1,620,000  00  $596,500  00 

Improvements   950.000  00  2.183,40000 

Real  property  (tangible  and  intangible)  in  streets.        3,104,340  00  1,181,030  00 


Dbtails  of  Assets  and  Liabilities 

"  Fixed  Capital  December  SI,  1908  " 

Book  cost  Withdrawn  Book  cost 

Deo.  31.  1915      during  year  Dec.  31, 1918 

Franchise  and  property $:?0,913,536  49  $42,355  85    $36,871,180  64 

New  street  mains 928.326  04  6,644  88  921,681 16 

New  services 56,738  68  435  00  56,303  68 

New  meters    42,400  53  501  47  41,899  06 

Gas  stoves,  rental 14,962  57      14,962  57 

Meter  connections   27,055 11  2,182 16  24,8T2  95 

Horses  and  wagons 1,075  86      1.675  86 

•See  note  53.  pape  4SS. 
^*  }  }^r^  figures  here  reported  do  not  agree  with  those  published  in  1916  on  account 
3no^.«  fil!!;"°5  i°"?®  ^y  ^^^  company,  transferring  $.'550,000  from  Bills  payable  — 

•  Q^  "emand  to  Accounts  payable  tO  associated  companies.] 

!«^^  "^preciation,  page  487.  ^ 

Including  contents  of  buildings. 
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New  Amsterdam  Gas  Company 

"Fitted  Capital,  December  SI,  J908  " — Concluded 

Book  cost          Withdrawn  Book  cost 

Deo.  31,  1915     during  year  Deo.  31,  1016 

Tools  and  Implements |911 92           $227  06  $683  04 

Office  furniture  and  fixtures 1,216  84     1,216  84 

Additions,  No.  1 078,153  39     078,153  39 

Additions,  No.  2 1,886,069  28              741 00  1,834,3^8  28 

Total    ...- $40,800,046  71       $53,088  34  $40,246,958  37 

JPtoed  Capital  Inetalled  since  December  SI,  1908 

UfSTALLBD  DX7BXNO  TBAR 


Retired  or 


Additions      Renewals      withdrawn  Total  oash 

and                and           during  year  cost  to 

TXTLS  OF  AOCOXTNT                     betterments  replacements  (deducted)  Dec.  31.1016 

lAnd  devoted  to  gas  operations : 

Occupied  by  gas  works $5,350  00     $5,360  00 

"  Improyements  to  real  estate  "^          1,236  86     14,176  63 

Other  land 49,225  00     49,226  00 

General  structures   "  7,690  57     "  25,534  12 

General  equipment   » 7,296  23     $1,005  05  43,644  52 

T¥orks  and  station  structures 13,660  03 

Holders    89  87 

Pumaces,  boilers  and  accessories 8,328  54 

Steam  engines 637  20 

Miscellaneous  power   plant   equip- 
ment   8181 

Water  gas  sets  and  accessories 1,182  86 

Accessory  equipment  at  works 200  00     2,100  75  14,86133 

Trunk  lines  and  mains 52,292  52     2,877  12  404,027  16 

Qafl  services 12,141 09     112,026  90 

Gas  meters   31,349  48     775  56  246,990  00 

Oas  engines  and  appliances 22,826  78     126,363  94 

Gas  tools  and  implements 1,919  92     1,844  90  4,615  36 

Gas  laboratory  equipment 194  91 

Other  tangible  gas  capital ^  4,202  57     i«  659  66  23,222  28 

Engineering  and  superintendence. .              978  66     978  66 

"  Astoria  Tunnel "  " 64242,278  61     "5,312,316  70 


Total    $5,438,888  28     .... $9,268  93  $6,406,886  91 


^  Assessments  made  by  Cl^  of  New  Tork  for  paving,  etc. 

"  Consists  of  tunnel  head  house.  East  71st  street,  $5,943.20 ;  Ravenswood  tunnel, 
iron  ladders  and  landings,  $1,109.77 ;  Ravenswood  tunnel,  mains,  $637.60. 

**  Includes  $417.42  transferred  by  the  company  to  this  account  from  Miscellaneous 
construction  expenditures,  where  it  was  included  in  1915. 

u  Consists  of  stable  equipment  —  horses,  wagons  and  harness,  $1,992.65:  stable 
equipment  —  automobiles,  $798.03 ;  office  equipment  —  furniture  and  fixtures, 
$r4,506.66. 

>*  Meter  cocks  and  connections. 

*^  Following  is  an  analysis  of  the  cost  of  the  Astoria  tunnel  to  December  81,  1910 : 

Preliminary  work.  $39,336.63. 

Tunnel  construction :  Engineering  expense,  $201,598.87 ;  office  expense,  $120,- 
224.06;  sundry  expense.  $631,281.77;  plant  and  equipment,  $391,089.46;  tunnel 
shaft  —  Astoria  end.  $496,596.82;  tunnel  shaft  —  Bronx  end,  $228,494.12;  tunnel, 
$1,398,038.20  ;  miscellaneous  items.  $190,283.81 ;  48-lnch  connecting  main,  $18,467.30 ; 
taxes  during  construction,  $70,228.24 ;  interest  during  construction,  $746,202.01 ; 
total.  $4,501,494.65. 

Contents  and  operating  plant :  Engineering  expense,  $21.810.19 ;  office  expense, 
$27,696.55 ;  sundry  expense,  $77,573.34 ;  plant  and  equipment,  $17,041.68 ;  pipe  in 
tunnel  —  6-foot  pipe,  $346,728.24  ;  pipe  In  Astoria  shaft  —  6-foot  pipe,  $26,612.20 ; 
pipe  in  Bronx  shaft  —  6-foot  pipe,  $33,613.93;  steel  plating  and  braces.  $50,150.11; 
electric  wiring,  $11,180.92;  Astoria  head  house  and  contents,  $28,774.68:  Bronx 
head  house  and  contents,  $19,789.53;  drainage  pumps.  $11,616.26;  ventilaung  sys- 
tem, $13,100.04  ;  miscellaneous  items,  $85,678.00 ;  total,  $771,485.52. 

'•Includes  $70,038.09  transferred  by  the  company  to  this  account  from  Taxes 
during  construction  ($65,905.19)  and  Interest  during  construction  ( $4,182.00) . 
where  It  was  included  in  1916. 

16 
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N«w  AaMtwdtiB  OttB  Comptny 

Land  Acquired  durinff  the  Year  and  Devoted  to  Qae  Operatione. —  Nortb  aide  of 
Bast  132d  street,  218.69  ft.  east  of  Locust  avenue,  Borough  of  The  Bronx,  actual 
money  cost  and  amount  at  which  carried  on  books,  |4,500.  Wlnthrop  avenue. 
Borough  of  Queens,  actual  money  cost  and  amount  at  which  carried  on  books,  $850. 
Borough  of  Queens,  between  Broadway  and  Qraham  avenue  and  Sixth  and  SeTenih 
avenues,  actual  money  cost  and  amount  at  which  carried  on  books,  $49,225. 

Bquipment  Retired  during  the  Year 

Amoimt 
charged  to 
renewals 
andreplafle- 
AiQoant         moiU  — 
Cost  of      of  salvaiee      plant  with- 
equipment  oharged  to    drawn  from 
retired        material  aerviee 

$2,106  75  $200  00  $1,906  75 

9,522  00  3,130  86  6,391 14 

7,467  50     7.467  50 

8,524  02     8,524  02 

2,650  00      2.650  00 

2,072  88  306  45  1.766  43 

1,005  05  200  00  805  05 

741  00  400  00  341  00 

6,268  07  553  81  5,714  26 


Number  of 
units 
CLASS  ov  BQUipifBNT  RBTnoiD  retired 

Pump  —  general 1 

Street  mains  (miles) 1.66 

Gas  services 581 

Gas  meters 1,562 

Tunnel  head  house  and  ladders.  Ravens- 
wood  tunnel   

Tools  and  implements 

General  equipment   3 

Coal  pocket 1 

Meter  cocks  and  connections 6,081 

Total 


$40,357  27     $4,791  12  $35,566  15 


Mieee^laneoue  Inveetmente  ^ 

NAMB  or  ISSX71KO  coicpAMT         PsT  vslue  of         Date  of 
A>n>  sscuaiTT  amount  held        aoquisition 

Btoeks  of  aesooiated  eompamiee 

Municipal  Ltg.  Co.,  Inc 18,800  00     May  17, 1915 

E.  R.  Gas  Co.  of  L.  I.  aty 1,000,000  00 

Central  Union  Gas  Co S,600,000  00 

Northern  Union  Gas  Co 740,000  00  ^  ^    ^ 

N.  T.  Carbide  &  Acetylene  Co..  7.000,000  00 

Other  investment  aecuritiee 
City  of  New  York,  bonds,  4^%         2,000  00  March  20, 1918 

Other  miscellaneous  investments 

N.  Y.  Edison  Co.,  bond  and 
mortgage  matured  1907;  in- 
terest 6%,  July  and  Dec....       357,01174        June,  1906 

Fire  insurance  participation 
certificates,  interest  3%.  Jan.       136.348  18  C^) 


Amount  at 
which  carried  Income  aocroed 
on  books         during 

18,900  00    


ToUl $12,743,659 


(») 


1,976  00 


867.(0174 

136,84813 

$503,634  92 


$86  00 


17.850  53 

4,090  45 

$22,026  08 


Bills  and  Accounts  Receivable  from  Associated  Companies.^ — Advances :  Munici- 
pal Lighting  Company.  Inc.,  $16,500 ;  interest  accrued  during  year,  $990 ;  received, 
$990.24.  Current  accounts  receivable:  Central  Union  Gas  Company.  $62,804.50; 
Standard  Gas  Light  Company,  $3,617.69 ;  Astoria  Light,  Heat  and  Power  Company, 
$50,892.13 ;  New  York  Edison  Company,  $89.98 ;  Consolidated  Telegraph  and  Elec 
trical  Subway  Company,  $1,233.32 ;  New  York  Mutual  Gas  Light  Company,  $4,688.66 ; 


^AU  free,  except  the  bonds  of  the  City  of  New  York,  which  are  deposited  as 
security  with  the  city  comptroller. 

**  Acquired  through  consolidation  and  carried  on  books  as  part  of  fixed  capital 
["  Franchises  and  property  *']  without  separate  valuation. 

"Various  dates. 

"  See  note  20. 

"There  is  also  included  under  Interest  and  dividends  receivable  the  following 
from  associated  companies :  New  York  Edison  Company,  $1,487.55 ;  Municipal 
Ughting  Company,  Inc.,  $83.85;  total,  $1,571.40.  -*.    -p  .  *^ 
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Consolidated  Gas  Company,  $88,106.68;  Northern  Union  Oas  Company,  $1,669.82; 
Mnnicipai  Lighting  Company,  Inc.,  $62.60 ;  New  Tork  and  Queens  Blectric  lAght  and 
Power  Company,  $668.87;  New  York  and  Queens  Gas  Company,  $331.94;  total, 
$159,051.19. 

FrefNiymefite. —  Insurance,  $647.02. 


Materials  and  BuppUeg 

On  hand  at 
myi  dose  of  year 

Bituminous  coal   (gross  tons) 26.53 

Anthracite  coal  (gross  tons) t . .  33,043.96 

Gas  oil    (gallons) 1,208,276 

Coke  (net  tons)   84.32 

Water-gas  tar  (gallons) 144,616 

Purifying  materials 

Ckst-iron  pipes  and  fittings 

Gas  appliances 

Storehouse 

Stationery 

Total 


Cost  of  quantilgr 
ATerage  cost     on  hand  at 


per  unit 

oloee  of  year 

$2,766 

$73  13 

6.066 

167,381  51 

.03037 

36,704  42 

2.656 

223  98 

.02 

2.892  30 

13,351  10 
26,023  46 
26,458  36 

30,302  23 

664  84 

$303,075  33 


Buspente. —  Snare  and   Trlest   Company    (to  be   classified   in   1917),   $2,005.70; 
securities  In  hands  of  treasurer,  **  $1,414.90 ;  total,  $3,420.60. 

Funded  Debt 


PASnoULABS  or  FDMDBD  DSBT 


Nominal  date  of  iaue 

Date  of  maturity 

latereat.  rate  aira  dates 

Denominatioos 

Authorised  hj  oonqiany 

By  pubiie  authority 

Oidy  DominaUy  ismed 

Heldirae 

AetuaOy  issued  prior  to  year. . 

Osah  realised ] 

Ptoparty  consideration ...  J 
Beaomiired  and  retired,  etc. . . 

Aetually  outstanding 

Interest  aoraued 

Interest  charged  to  income 

Interest  paid 

Interest  not  due 


Equitable  Gas 

Light  Co. 
1st  cons.  mtg. 


Mar.  1.1892 
Mar.  M932 
6%,M.  AS. 
11.000  00 
4,000.000  00 
3.600.000  00 


8,000,000  00 
(») 


3,500,000  00 

175.000  00 

175,000  00 

175,000  00 

58.333  34 

Central  Trust 
Co. 


New  York  A 

East  River 

Gas  Co. 

1st  mtg. 


Jan.  1,1894 
Jan.  1,1944 
5%,  J.  A  J. 
11,000  00 
3,500,000  00 
3,800,000  00 


8,500,000  00 
(") 

siMO.OOOOO 
175.000  00 
175.000  00 
175.000  00 


Gusranty  Trust 
Co. 


New  York  A 

East  River 

Gas  Co. 

1st  eons.  mtg. 


Jan.  1.1895 
Jan.  1.1945 
5%,J.  &J. 
11.000  00 
5.000.000  00 
1.500.000  00 


1,500.000  00 
(") 

i.MO.OOOOO 
75.000  00 
75.000  00 
75,000  00 

Knidcerbocker 
TVustCo. 


New 

dam  Gas  Co. 

1st  eons.  mtg. 


I  Equitable  Gas 
Light  Co. 
purehase 
mo&symtg." 


Jan.    1,1896 

Jan.     1,1948 

5%.  J.  A  J. 

11.000  00 

20.000,000  00 

10,635,000  00 

865,000  00 

865.000  00 

10.635,000  00 

(") 

»io'.635iddd66 

531.750  00 
531.750  00 
531,760  00 

Central  Trust 
Co. 


July  12,1887 

May   1.1898 

4*%.F.AA. 

1100.000  00 

100.000  00 

100,000  00 


100.000  00 

(«) 

22,000  00 
76,000  00 
3,592  50 
3.592  50 
4.005  00 
1,462  50 


Capital  Stock, —  Preferred:  Authorised  by  company's  charter,  100.000  shares  of 
$100  par  value  each;  issued  and  outstanding,  90.000  shares  of  a  par  value  of 
*  $9,000,000.  Common:  Authorized  by  company's  charter,  130,000  shares  of  $100 
par  value  each;  issued  and  outstanding,  121,660  shares  of  a  par  value  of"  $12,- 
165.000.  No  dividends  w«re  declared  or  paid  during  the  year.  All  stock  was  issued 
directly  for  the  plant  and  prpperty,  and  securities  of  other  companies. 

Bills  and  Accounts  Owing  to  Associated  Companies. —  Working  advances :  Central 
Union  Gas  Company,  due  at  close  of  year,  demand  note,  $800,000 ;  interest  at  6  per 


*  See  note  5,  page  479.  „ 

»  Covering  the  company's  property  at  42d  and  43d  streete,  First  avenue  and  East 
river. 

"•liie  cash  actually  realized  on  bonds  is  unknown.    The  stock  and  bonds  of  this 
company  were  issued  in  exchange  for  the  capital  stock,  securities  and  properties  of 
pre-existing  corporations,  including  any  cnsh  on  hand. 
"  [Improperly  includes  $1,087  bond  scrip  in  hands  of  respondent's  treasurer.] 
**  [$100  preferred  stock  scrip  and  $227.90  common  stock  scrip  in  hands  of  respond- 
ent's treasurer  are  improperly  included  in  stocks  outstanding.] 
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cent  accrued  and  paid,  $48,000.  Constnictioii  adTances:  Astoria  Light,  H«at  aad 
Power  Company,  dne  at  close  of  year,  $5,224,598.72 ;  Interest  accrued  dorinip  year, 
$300,999.52,  paid,  $274,876.63.  Accounts  payable:  Consolidated  Gas  Company. 
$132,907.60  (interest  accrued,  $6,555.34,  paid,  $5,999.19)  ;  Astoria  Light,  Heat  and 
Power  Company,  $30,214.54;  New  York  Mutual  Oas  Light  Company,  $8,146.12; 
Standaid  Gas  Light  Company,  $7,352.09;  Northern  Union  Gas  Company,  $437.50; 
Municipal  Lighting  Company,  Inc.,  $413 ;  New  York  Edison  Company,  $191.11 ;  New 
York  and  Queens  Blectric  Light  and  Power  Company,  $3.60;  Central  Union  Gas 
Company,  due  at  close  of  year,  $300,000;  advanced  during  year,  $100,000;  repaid 
during  year,  $160,000;  interest  at  6  per  cent  accrued  and  paid,  $17,368.87;  total, 
$479,665.65. 

Consumers'  Deposits. —  At  beginning  of  year,  $316,492.12;  added  during  year, 
$102,376 ;  refunded  by  cash,  $87,684.25 ;  refunded  by  credits  to  consiimers'  accounts, 
$13,710.59 ;  balance  at  close  of  year,  $317,473.28 ;  interest  accrued  and  paid,  $12,- 
072.24.    For  number  of  deposits,  see  Table  XL. 

Miscellaneous  Accounts  Payable. —  Due  consumers  on  account  of  20-cent  repay- 
ments. $80,051.23;  oil  bills,  $62,940.93;  coal  bills,  $7,879.50;  sundry  mlscellaneoas 
accounts,   $37,686.37;   total,   $188,767.03. 

Tcuees  Accrued. —  See  schedule  supporting  Income  Statement. 

Other  Unfunded  Debt. —  Water  accrued,  $4,190.96 ;  general  suspense.  Items  appli- 
cable  to  1916,  bills  for  which  are  not  yet  in  hand,  $11,850.57 ;  total,  $16,041^^8. 

Reserves 
Credit  balance  Credits  Delnts  Credit  balaaee 

Deo.  31. 1915        during  year      during  year  Dee.  31.  1916 

Accrued    amortization"     Dr.    $41,043  84     ••  Dr.  $41,043 84 

Renewals  and  replace- 
ments —  plant  with- 
drawn from  service  »  56,078  75  $98,008  52   «  $40,014  22  114,073  05 

Contingency  » 3,112,346  75  163,847  63     3,275,694  28 

Fire  insurance  partici- 
pation   129,979  70       6,868  48     136,34818 

Employees'  insurance. .  1,723  29     1,728  29 


INCOMB   BTATBMBNT 

Rate  or  Net 

M  ou.ft.    average        amount      Inereaae  or 
Operating  revenue  —  sales  of  gas  :  delivered    price  for  year  (D)  dccrcMe" 

Lighting  municipal  buildings 68,630.4  $0.76  $43,970  04  D  11,30  n 

Prepaid  gas  346,843.4  .7M  276.873  75  19.33113 

Commercial  metered  lighting >*2,778.986.9  .80  2,222.800  30  130,162  85 

Other  gas  corporations 82,489.9  .50  41,244  95  l,90OS 

Commissions  on  others*  gas »*42,438  61  11,733 « 

Total  sales   3,266,950.6       $2,627,336  74     1170.764 « 

Miscellaneous  revenue :  Rent  for  gas  appliances,  $75,687.23 ; 
gas  merchandise  and  jobbing  revenue,  $8,828.77 ;  Joint  gas 
rent  revenue,"  $819,006.39  ;  interest  on  insurance  participation 
certificates,  $4,464.42;  minor  real  estate  rents,  $10,900 918.776  81       60S.  912  79 

Total  operating  revenue $3,546,113  56     $674,6n  6i 

»&je  Depreciation,  page  487. 

J»  K.prosents  excess  of  actual  cost  over  the  estimated  cost  of  repairs  during  the 
years  1909-1914,  inclusive. 

•olSoo^.*'**    **?    ^^^    capital    withdrawn,    $86,566.16;    materiato    and    supplies, 
$nj22.24  ;  sundry  creditors,  $725.8:5. 

"  Some  of  the  1915  figures  with  which  comparison  is  here  made  do  not  agree  with 
those  published  In  the  1915  Report  on  account  of  reclassifications  made  by  the 
company. 

"Includes  JO-g  M  cu.  ft.  at  80  cents  ($15.92)  for  private  street  lamps. 
«,-«*   ^'^°^",**'?®I  '^°™  Astoria  Light,  Heat  and  Power  Company  for  gas  enridi- 
£  o     See  also  /ntercompany  Purchases.  Sales,  etc, 
"Bee  Joint  FaciUties. 
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Imcome  Statement  —  Continued 

Centa  per    Net  amount  Inoreaae  or 
M.  ott.  ft."      for  year  (D)  deoreaae* 
Operating  ezpenses : 

Gas   making  labor 2.12     1106,566  50  118,344  67 

Boiler  fuel  2.02       101,49141  17,332  91 

Generator  fuel  7.00       851,786  74  91,01178 

Water  gas  oil 12.08       604,496  21  97.579  68 

Otber  suppllea  and  expenses 89        44,865  29  2,626  61 

Repairs  at  works 1.61        80,997  07  10,948  00 

Total  works  expense 25.67  11,290,196  22  $237,843  65 

LeM  residuals  produced  1.85  Cr.  92,661  69  26,737  35 

Net  cost  of  gas  in  holder 23.82  n.197,534  53  "|211,106  30 

Deduct  cost  of  gas  made  for  associated  com- 
panies at  23  cent  average Cr.422,49176  89,387  78 

Add  gas  purchased  from  associated  companies 

at  32  cent  average 107,066  81  D  70,785  93 

Total  production  expenses 27.00     1882,099  58  $50,932  69 

Transmission   and   distribution 12.38       404.559  69  64,849  01 

Commercial  administration    5.07       165,525  38  6.588  67 

Promotion  of  business 1.82        59,488  09  3,767  85 

General   (excluding  depreciation) 8.56   "116,127  39  D18.630  35 

ToUl  of  foregoing 49.83  11.62?. 800  U  $112,497  77 

Renewals  and  replacements  —  plant  withdrawn  from 

service* 3.00        98,00852  6,960  25 

Total   (including  amortisation)** 52.83  $1,725,808  63  $118,458  02 

Uncollectible  revenue   31        10,148  12  D    2,266  64 

Tax  accruals  (corrected) 11.86*»«  384,689  79  156,855  63 

Joint  facility  rents 91     ••29,706  66  26.096  76 

Mlacellaneons  rents  69     4>22.66914  538  17 

Total  expenses,  taxes,  etc 66.60  $2,172,912  33  $299,691  83 

Operating  Income  applicable  to  corporate  property $1,373,201  22  $374,985  81 


Non-operating  revenue:  Rent  from  New  York  Bdison  Co.  for 
unimproved  real  estate.  $71.878.03 ;  interest  on  investments, 
$17,936.68;  on  award,  property  condemned  by  City  of  New 
York.  $2,810;  on  advances  to  Municipal  Lighting  Co.,  Inc., 
$990    $93,11361       $24,819  Oe 

'*The  ratios  for  net  cost  of  gas  in  holder  and  preceding  items  are  based  on 
5,026.450  M  cu.  ft  made ;  those  for  following  items  on  3,266.951  M  cu.  ft.  sold. 

**  [The  constituent  items  shown  above  were  computed  by  the  Bureau  of  Statistics 
and  Accounts.] 

"See  note  42. 

**  [The  company  makes  no  charge  to  the  operating  expense  account.  General  amor- 
tisation. Instead  it  has  includea  in  operating  expenses  an  unauthorized  account. 
'*  Renewals  and  replacements  —  plant  withdrawn  from  service  "  for  which  concur- 
rent credit  is  made  to  "  Renewals  and  replacements  —  plant  withdrawn  from  service  " 
reserve.    See  Depreciation,  page  487.] 

^  [Taxes  on  bond  interest  ($2,950.75)  assumed  by  respondent,  erroneously  reported 
by  the  company  under  Tax  accruals  but  properly  chargeable  to  Other  contractual 
deductions  from  income,  are  here  transferred  to  Deductions  from  gross  income.] 

**■  See  note  53.  page  488. 

^  [These  items  have  been  charged  to  the  account.  General  oflBce  supplies  and 
expenses,  as  in  1915,  but  in  its  report  to  the  Commission  the  company  has  shown 
them  under  Miscellaneous  rents.  The  rents  for  furnished  offices  and  office  rooms 
in  office  buildings  heated  and  lighted  by  the  landlord  are  properly  includible  above 
under  "General  (excluding  depreciation)."  The  other  Items  should  be  shown  here 
as  Miscellaneous  rents.] 

«•  Bee  note  83,  page  464. 
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Hew  Anstacdaa  Otti  Ccmpuv 

IirCOMB  Statsmjbnt  —  OMOlNJei 

Net  mmoont    InereMe  or 
for  year     (D)  deore«»e* 

Non-operating  revenue  deductions :    Rent  expense,  |1,062JS ;  ^j  «•  « 

taxes,   $21,885^7    Va,94S^        ^"  * 

Non-operating  Income  I70.M6  08       PO,^  fTt 

Gross  corporate  Income |1,44S,8«6  30     8396.474  81 

Deductions  from  gross  income:    Interest  accrued  on  funded 
debt,  1966,760;  on  matured  funded  debt,  |8,682.60;  on  con- 
sumers' deposits,  $12,072.24;  on  taxes,  $28,646.68;  on  obliga- 
tions to  associated  companies,  $372.922.73 ;  income  tax  on  •«»  fl«n« 
bond  interest,  «$2,960.76  1,371,834  90       309.660  a 

Net  corporate  income  (corrected)* tn,63140      1^^^  * 

[Appropriations  of  net  corporate  income:  "Contingency,"  $163,347.53;  "  to  em- 
ployees for  faithful  and  efficient  service,"  $7,687.29.     See  Corporate  Deficit.} 

COBFOBATB  DSTIOIT 

Amount 

Deficit  December  81,  1915 ^•^^'''^??^^ 

Appropriation  to  "  Contingency  "  reserve  « 163,347  53 

Appropriations  to  employees  for  faithful  and  efficient  service* 7,687  29 

Amounts  credited  to  other  system  companies  for  use  of  facilitieSt  etc., 

from  Oct.  l.to  Dfec.  31,  1915 89,311 86 

Amount  due  Astoria  Light,  Heat  and  Power  Company  for  Interest 

on  amount  advanced  for  construction  of  Astoria  Tunnel 69.286  58 

Amount  deducted  by  city  in  compromise  agreement  in  settlement  of 

gas  bills  from  December,  1902  to  November.  1909 45,664  90 

Amount  of  1912  franchise  tax  and  interest  tlkereon  credited  whem 

cancelled  in  1915  to  Profit  and  loss  instead  of  to  Taxes  during 

construction 1,947  91 

Bad  debts  written  off 8,052  57 

Total $3.6»7.877  20 

Balance  for  year  transferred  from  income  (corrected) .       $71,531  40 
Amounts  charged  other  system  companies  for  use  of 

facilities  from  October  1  to  December  31,  1915 204,125  93 

Amount  of  interest  received  from  city  on  gas  bills  under 

compromise  agreement  of  April,  1910 18,277  82 

Amounts  received  from  Lehigh  k  Wilkes  Barre  Coal  Co., 

being  the  Pennsylvania  sUte  tax  included  in  bills  for 

coal  from  April  2,  1914  to  May  31,  1915,  said  tax 

being  declared  unconstitutional 1,260  04 

Amounts  received  from  Williams  k  Peters  and  Lehigh 

Valley  Coal  Sales  Co.  on  account  of  Pennsylvania 

state  tax 2,106  69 


Total  credits   ♦. 297,291  88 


Deficit,  December  81,  1916 $3,400,585  32 


•  See  note  82 
ti?5f.  note  40.  page  485. 
note  40*]  ***™P*"y  reports  a  net  corporate  loss  for  the  year  of  $99,503.42.     See 

arT  lJr^eTra"n'3J?R3*Ji**nL^^^^  by  the^ company  as  dodnctions  from  gross  Income 

ration  pre "rlS?h?  f^^^^  '°  conformity  with  the  aceonn^iiis  classlfl- 

Bee)  ali?  D^mSatfoil^Vw^  "*^  corporate  Income  corrMted  ftmrdlagiy. 
"Se  Bote  46. 
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N«w  Amtterdcm  Qu  Compuj 
Intereowkpimy  Purchaa€9,  Baiet,  Ete, 


Quantttj 
(M  cu.  ft) 
Sold,    New    York    Mutual 

Gag  Light  Co.* 44,346.2 

Sold.   Standard  Gas  Light 

Co.*  38,14«.7 

Bought,  New  York  Mutual 

Gaa  Light  Co.* 86,794.5 

Bought,       Standard      Gas 

Light  Co.*  48.768. 

Total   

Transferred  to  Central 
Union  Gas   Co 1.513,875. 

Transferred  to  Consoli- 
dated Gas  Co 293,271.4 

Transferred  from  Consoli- 
dated Gas  Co 198,065. 


pnoe 

(oents)** 


Total 
60    122,172  60 

60     19,072  35 

60     42,897  26 

60     23,384  00 


Cieditto 
revenue 

122,172  60 
19,072  35 


Charge  or 
credit  (Cr.) 
to  expense 


$41,244  96 


142,897  26 

23.384  00 

166,28126 


26.00  $893, 838  88       "•  135,776  22  Cr.  |367,762  16 
24.24     71.202  56  «»6,472  96Cr.     64,729  60 


22.66     44,858  U    ••Dr.4,077V7 


40,775  66 


Oas  enriched  for  Astoria  Light,  Heat  k  Power  Co.,  943,059.1  M  cu.  ft. ;  oil  used, 
1,679,446  gals. ;  amount  credited  to  water  gas  oil,  $47,949.33 ;  value  of  tar  produced 
from  oil  used,  $5,279.36  (not  credited  to  respondent's  Residual  produced)  ;  amount 
credited  to  Commission  on  others*  gas,  $4,267. 

Joint  FadUtieB  and  Arrangemmitg**^  —  Credited  to  The  Standard  Gas  Light  Com- 
pany  for  the  use  of  distributing  system,  $5,424.36;  credited  to  Consolidated  Gas 
Company  for  use  of  distributing  system,  $24,282.29.  Total  charge  to  Joint  facility 
rents,  $29,706.65. 

Charged  to  Astoria  Light,  Heat  and  Power  Company :  For  use  of  Astoria  tunnel, 
$383,620.25 ;  for  use  of  Ravenswood  tunnel,  $61,172.80 ;  for  use  of  48-  and  60-lnch 
mains,  $60,127.26.  Charged  to  Central  Union  Gas  Company :  For  use  of  Astoria 
tunnel,  $98,864.71 ;  for  use  of  Ravenswood  tunnel,  $13,188  ;  for  use  of  48-  and  60-lnch 
mains,  $15,495.71 ;  for  use  of  manufacturing  plant  capacity,  $185,659.70.  Charged 
to  The  Standard  Gas  Light  Company :  For  use  of  Astoria  tunnel,  $3.400.^4 ;  for  use 
of  Ravenswood  tunnel,  $453.60 ;  for  use  of  48-  and  60-inch  mains,  $532.9t ;  for  use 
of  manufacturing  plant  capacity,  $6,490.95.  Total,  $819,006.39  —  credited  to  Joint 
sas  rent  revenue. 

MerchandUe  and  JollHng  Revenue. —  Receipts  from  sale  of  merchandise  and  from 
jobbing,  $54,432.86 ;  less  cost  of  materials  sold,  $43.880.50 ;  gross  profit,  $10,552.36 ; 
credit  to  expense  account,  work  on  consumers'  premises,  $1,723.59 ;  net  profit  credited 
to  revenue,  $8,828.77. 

Soie  of  BeaiduaXe  and  By-produoU, —  See  Table  IX. 

Operating  Emptneee. —  For  details,  see  Table  XXXV-B. 

J>cpreeiation. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission  for 
gas  companies  provides  that  operating  expenses  shall  Include  the  estimated  amount 
of  capital  consumed  which  is  defined  as  "  the  amount  estimated  to  be  necessary  to 
cover  such  wear  and  tear  and  obsolescence  and  Inadequacy  as  have  accrued  "  during 
the  fiscal  period  in  the  tangible  fixed  capital,  and  "such  portion  of  the  life  of 

'The  first  four  items  are  based  on  a  gross  price  of  80  cents  with  allowance  for 
cost  of  distribution,  30  cents ;  the  last  three  on  cost  of  labor  and  materials  plus  10 
per  cent  commlsrion. 

I*  Point  of  measurement  of  gas  received  and  delivered  is  at  consumers'  meters. 

*"  Represents  commission  of  10  per  cent. 

*^  [The  accounting  rules  prescribed  by  the  Commission  define  a  Joint  facility  as 
>Dy  nlant  or  equipment  maintained  and  (or)  operated  by  one  corporation  for  the 
benefit  of  itself  and  another  or  others  under  an  arrangement  for  sharing  the  expense, 
t&xes,  etc.,  on  the  basis  of  the  relative  amounts  of  benefit  to  the  s^everal  participants. 
This  company  does  not  report  any  segregation  of  rents  received  or  paid  into  the 
constituent  dementi  of  expense,  taxes  and  profits,  but  credits  rents  received  to 
Joint  gas  rant  ravanua  ana  cfaargw  rants  paid  to  Joint  facility  rents.] 
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intangible  fixed  capital  as  has  expired  .  .  .  and  the  amoant  estimated  to  be  necessary 
to  proTide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraordinary  casa- 
altles."  FYom  the  total  estimated  deterioration  daring  the  period  there  is  deducted 
the  actual  amount  expended  In  repairs  and  the  remainder  Is  charged  to  the  account 
**  General  Amortization  '*  which  has  been  provided  in  operating  expenses.  Amounts 
charged  to  this  account  should  be  concurrently  credited  to  "Accrued  Amortisation 
of  Capital/'  the  official  title  of  the  reserve  for  depreciation,  etc.,  against  which  is 
chargeable  such  portion  of  the  matured  or  realized  depreciation  as  has  accrued  since 
the  establishment  of  the  reserve.  Under  date  of  March  1,  1909,  this  company  filed 
with  the  Commission  a  rule  of  depreciation  which  provides  for  a  charge  to  **  General 
Amortization  —  Gas  "  and  concurrent  credit  to  "Accrued  Amortization  of  Capital  " 
of  18.75  cents  per  M  cu.  ft.  of  gas  sold.  The  company's  procedure,  however,  is  in 
accordance  neither  with  this  rule  nor  with  the  requirements  of  the  accounting  order. 
It  charges  an  account  "  Renewals  and  replacements  —  plant  withdrawn  from  serv- 
ice "  with  3  cents  per  M  cu.  ft.  of  gas  sold  and  also  charges  an  account  "  Contingency  ^ 
with  5  cents  per  M  cu.  ft.  of  gas  sold.  Capital  retirements  are  charged  to  the 
reserve  "  Renewals  and  replacements  —  plant  withdrawn  from  service  *'  instead  of 
to  the  prescribed  reserve  "Accrued  Amortisation  of  CapitaL"  The  balance  in  the 
company's  reserve  "Accrued  Amortization  of  Capital "  represents  merely  the  excess 
of  the  actual  cost  of  repairs  over  the  estimated  cost  for  the  years  1909-1914, 
inclusive.  The  company  has  discontinued  making  any  charges  or  credits  to  this 
reserve. 

Following  the  decision  of  the  Commission  in  May,  1916,  to  subpoena  the  books 
of  account  of  certain  electrical  corporations  for  the  purpose  of  inquiring  into  their 
conformance  with  the  accounting  rules  prescribed  by  the  Commission,  various  gas 
and  electrical  companies  asked  to  be  heard  on  their  applications  for  modification 
of  the  rules,  including  that  on  depreciation  (general  amortisation).  Informal  con- 
ferences have  been  in  progress,  report  of  which  may  be  found  in  the  Reports  of 
Decisions,  Advance  Sheets  for  March  and  June,  1917. 


CLASS  or  TAX 

Real  estate 

Corporate  real  property  ■•.... 

Special  franchise 

Gross  receipts,  municipal 

Gross  earnings,  state 

Other  taxes  —  federal  ■• 

Total  operating 

Real  estate 

Gross  earnings  


Total   non-operating. 


Tawea 

Amount  Charged  to  Amount          Dae  and 

of  levy  inoome  paid              unpaid  *^ 

$87,962  88  $87,962  88  $87,962  88  

190,974  90  190,974  90      $338,000  45 

*«  68,207  98  •«  68,207  98  49,603  36       121,998  44 

19,548  16  10,64816  19,548  16  

17,895  87  17,895  87  » 14,105  83  

2,950  75  2,950  76  2,950  75  

$387,540  54  $387,540  54  $174,170  97  $459,998  89 

$21,420  00  $21,420  00  $21,420  00  

465  57  465  57  ••844  26  

$21,885  57  $21,885  57  $22,264  26  


Total     operating     and 

non-operating    $409,426  11     $409,42611     $196,435  23     $469,998  89 


•*  Bxclnslve  of  accrued  interest :  on  special  franchise  taxes,  $20,627.72 ;  on  tunnels, 
mains,  pipes,  etc..  taxes,  $25,087.18. 

•*  [TiEix  on  tunnels,  mains,  pipes,  etc.  From  information  furnished  by  the  City 
Department  of  Taxes  and  Assessments,  it  appears  that  the  respondent's  liability  on 
account  of  this  tax  is  considerably  overstated.  It  is  the  practice  of  the  company  to 
charge  against  Income  the  total  levy  for  this  tax  as  well  as  the  maximum  Interest 
penalty  (7  per  cent  per  annum),  although  a  considerable  part  of  the  "  Tunnels,  mains, 
pipes,  etc./^  tax  Is  alternative  to  the  Special  franchise  tax  and  will  never  have  to 
be  paid,  when  settlement  with  the  city  is  made  in  respect  of  the  special  franchise 
tax  the  amount  of  accumulated  overcharges  to  Income  is  credited  to  surplus.  See 
Corporate  Surplus  in  the  1915  abstract  for  settlement  made  in  1915.] 

•«  After  deducting  $19,449.76  in  accordance  with  section  48  of  the  tax  law  trom 
the  year's  gross  levy. 

■•Levied  In  1916. 

••  See  note  40. 
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UnooUeetible  BUl9. —  Number  of  ancollectible  accounts,  5,749 ;  amount,  $26,986.19. 
Deposits  applied  thereto :  number,  3,439 ;  amount,  $13,710.59 ;  Interest  on  deposits 
applied,  $793.34 ;  recoveries,  $2,334.14 ;  net  amount  charged  to  uncollectible  bills, 
$10,148.12.  Amount  of  uncollectible  bills  on  which  above  3,439  deposits  were  held, 
$17,652.40. 

Rent  Oharffes. —  Consolidated  Gas  Co.,  space  on  first  and  second  floors,  130  Baat 
15  th  street,  $14,000;  sundry  owners,  space  at  281  Lenox  avenue,  $1,800;  building 
at  22  £:ast  22d  street,  $5,659.14 ;  first  fioor,  173  Hunter  avenue,  L.  I.  City,  $1,200 ; 
total,  $22,659.14,  charged  to  account  General  ofllce  supplies  and  expenses  but  reported 
as  Miscellaneous  rents  (see  note  42,  page  485). 

MISCELLANEOUS  INFORMATION 

Works  and  Holders. —  Water-gas  sets,  16 ;  24-hour  capacity,  30,000  M  cu.  ft.  (<See 
Table  II.)  Holders  at  close  of  year,  8 ;  total  capacity,  19,160  M  cu.  ft.  (See  Table 
IV.)     For  auxiliary  works  apparatus,  see  Table  III. 

Mains. —  No  transmission  pipe  line.  Distribution  pipe  line  (excluding  tunnek 
mains),  length  in  feet:  Borough  of  Manhattan,  1,280,351;  pipe  laid  within  year, 
12  ;  taken  up,  12 ;  abandoned,  1,319 ;  net  decrease,  1,319  ;  Borough  of  Queens,  496,571 ; 
laid  within  year,  15,481 ;  taken  up,  3,431 ;  abandoned,  4,010 ;  net  Increase,  8,040. 
Tunnel  mains:  E.  R.  Ravenswood  tunnel,  7,618,  no  change  during  year.  E.  R. 
Astoria  tunnel,  11,322,  all  laid  during  year.     (See  Table  V.) 

Services. —  Number  available,  Borough  of  Manhattan,  21,160;  added  during  year, 
148 ;  abandoned,  551 ;  net  decrease,  403.  Borough  of  Queens,  10,420 ;  added  during 
year,  257;  abandoned,  30;  net  Increase,  227.     (See  Table  VI.) 

Meters. —  Borough  of  Manhattan:  Number  of  consumers'  meters  in  service  .at  close 
of  year,  75,081  (excluding  9,923  set  but  locked  or  cut  out)  ;  net  increase  during  year, 
556 ;  total  owned  at  close  of  year,  87,319 ;  number  bought  during  year,  2,496 ; 
retired,  1,445 ;  net  increase  during  year,  1,051.  Borough  of  Queens :  Number  of 
consumers'  meters  in  service  at  close  of  year.  22,566  (excluding  786  set  but  locked 
or  cut  out)  ;  net  Increase  during  year,  1,894 ;  total  owned  at  close  of  year,  24,366 ; 
number  bought  during  year,  1,629 ;  retired,  117 ;  net  Increase  during  year,  1,512. 
(See  Tables  VII  and  VIII.) 

Gas  Made,  Bought  and  Sold  (cu.  ft.).—  On  hand  at  first  of  year,  13,083,000  ;  made 
during  year,  5,026,450,000 ;  purchased,  182,562,500 ;  received  under  agency  agreement, 
198,055,000 ;  total  available,  5,870,150,500 ;  sold  to  other  gas  companies,  82,489,900 ; 
supplied  to  other  system  companies  under  agency  agreement,  1,806,646,400 ;  sold  to 
public,  3,184,460,700;  used  by  respondent,  11,516,600;  on  hand  at  close  of  year, 
11,480,000;  unaccounted  for,  273,550,900.     (See  Tables  XI-XIII.) 

Materials  and  itesiduals. —  Gas-oil  was  delivered  during  the  year  under  the  terms 
of  a  contract  made  with  the  Consolidated  Gas  Company.    Under  its  provisions  there 
was  delivered  during  the  year,  21,592,136  gallons  at  3.035  cents.     For  details  of 
materials  consumed,  see  Table  IX. 
AccCdents.—  See  Tables  XXV-XXIX. 

Employees  and  Wages. —  Number  of  salaried  general  officers,  2  ;  total  compensation 
during  the  year,  $10,700 ;  number  of  all  other  employees,  second  week  In  December, 
full-time,  598  ;  part-time,  65  ;  total  compensation  paid  to  officers  and  employees  during 
year,  $549,695.04.     (See  Tables  XXX-XXXIV.) 

oinoers. —  President,  George  W.  Doane ;  Vice-President,  George  H.  Church ;  Secre- 
tary and  Treasurer,  M.  M.  Graham. 

Directors, —  Geo.  B.  Cortelyou,  J.  W.  Sterling,  E.  S.  Marston,  Geo.  H.  Church, 
W.  A.  Simonson,  Percy  R.  Pyne.  2d,  J.  C.  Brady,  J.  C.  Tomllnson,  J.  G.  Johnson,  Geo. 
W.  Doane,  Edgar  Palmer. 

Main  Business  Oj0Vce. — 130  East  15th  street,  New  York  City. 
Report  verified  by  Malcolm  M.  Graham,  Treasurer,  April  16,  1917. 
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Boat  Bivcr  Gas  Company  of  Ltrng  Jtland  0ify 

Hi9tory,'f — Incorporated  May  3,  1890,  under  an  act  of  the  Legialatare,  paascd 
February  16,  1848,  entitled  "An  act  to  anthorlie  the  formation  of  gas  VLght  com- 
panies." The  company  has  the  right  to  operate  In  the  borongha  of  Manhattan  and 
Tile  Bronx  and  also  In  the  flrst  ward,  Borough  of  Queens.  [Stock  control  was 
acquired  by  the  New  Amsterdam  Gas  Company  on  March  4,  1898.]  "* 

Btookholder$. —  Number,  12,  holding  10,000  shares.     Held  In  trust  by  Guaranty 
Trust  Company,  9,989  shares ;  by  11  directors,  1  share  each,  11  shares. 
B^kmoe  Bheet, —  "  Included  In  New  Amsterdam  Gas  Company's  report" 
Fiaed  Capital. — *'  Included  In  New  Alkusterdam  Gas  Company's  report." 
Funded  Debt, — "  Included  In  New  Amsterdam  Gas  Company's  report." 
Capital  Btook. —  Common,  par  yalue  per  share,  $100 ;  par  value  of  total  amount 
actually  outstanding  at  close  of  year,  $1,000,000. 

Income  Account  for  the  Year. — "  Included  in  New  Amsterdam  Gas  Company's 
report" 

Gas  Plant  and  Equipment. — [Included  in  New  Amsterdam  Gas  Company's  report.] 

Officere. —  Vice-President  George  W.  Doane;  Secretary  and  Treasurer,  M.  M. 
Graham. 

Direotore. —  George  H.  Church,  Percy  R.  Pyne,  2d,  H.  B,  McLean,  E.  S.  Marston. 
W.  C.  Morris,  [Edgar  Palmer,  George  W.  Doane,  N.  P.  Brady,  A.  H.  Elliott,  J.  W. 
Sterling,  G.  B.  Cortelyou. 

Main  Bueiness  Office. —  No.  20  Webster  avenue,  Long  Island  City. 

Report  Terlfled  by  Malcolm  M.  Graham,  Treasurer,  April  16,  1917. 


THE  NEWXOWir  QAS  COMPAlfT 

History, —  Incorporated  April  6,  1891,  under  an  act  of  the  Legislature  passed 
February  16,  1848.  The  company  supplies  water-gas  to  Ward  2,  Borough  of  Queens, 
City  of  New  York  (the  former  town  of  Newtown).  It  has  no  manufacturing  plant 
and  gas  is  purchased  from  Brooklyn  Union  Gas  Company. 

The  entire  capital  stock  of  the  company  is  owned  by  the  Brooklyn  Union  Gts 
Company.  [UnUl  the  formation  of  tbe  latter  company,  November  4,  1895,  the  righu 
to  the  total  capital  stock  of  this  company  ($10,000)  were  owned  by  the  Williams- 
burg Gas  Light  Company,  which  company  was  absorbed  by  the*  Brooklyn  Union 
through  consolidation.  On  February  4,  1896,  the  stock  was  actually  issued  to  tbe 
Brooklyn  Union.  A  subsequent  issue  of  stock  ($50,000)  in  1896  was  acquired 
through  purchase  by  the  Brooklyn  Union  Gas  Company.'] 

Stockholders  and  Members. —  Number,  6,  all  residents  of  New  York  State.  Total 
voting  power  (number  of  shares),  600  of  $100  per  value  each.    Votes  cast  at  general 


"^  [See  proceedings  in  Case  No.  1097  in  regard  to  the  relationship  between  the 
Bast  River  Gas  Company  of  Long  Island  City  and  the  New  Amsterdam  Gas  Compsnj. 
The  testimony  was  to  the  effect  that  the  business  of  the  two  companies  was  merged 
and  that  it  was  impracticable  to  segregate  the  properties  and  carry  on  separate 
operation.  Thus,  the  Vice-President  of  the  Consolidated  Gas  Company  testified  that 
at  the  time  his  company  acquired  the  controlling  interest  in  the  New  Amsterdan 
Company,  it  found  that  the  business  of  the  New  Amsterdam  Company  and  the  Eaot 
River  Gas  C\>mpany  "  was  operated  in  exactly  the  same  manner  as  if  they  had  been 
merged."  But  when  asked  why  the  two  companies  had  not  been  merged  In  law  as 
well  as  in  fact,  counsel  for  the  companies  maintained  that  the  companies'  franchises 
prohibited  any  consolidation  of  tbe  company  or  the  leasing  of  its  property. 

As  to  the  title  to  the  various  properties  it  appears  that  the  East  River  Gas  Com- 
pany owns  no  manufacturing  plant,  the  Ravenswood  gas  works  in  Long  Island  Citr 
belonging  to  the  New  Amsterdam  Gas  Company.  All  the  mains  in  Long  Island  City, 
however,  are  owned  by  the  East  River  Gas  Company,  which  also  owns  all  the  mnlnf: 
laid  in  Manhattan  down  to  the  year  1898.  Since  1898  the  mains  in  Manhattan  hav(> 
been  laid  by  the  New  Amsterdam  Gas  Compnny  (Testimony,  pages  178-lS.*!).  Th^* 
business  in  Manhattan  Is  conducted  in  the  name  of  the  New  Amsterdam  Gas  Com- 
panj  and  In  I^ng  Island  City  in  the  name  of  the  Bast  River  Gas  Company.] 
"Prom  the  company's  1915  report. 
>  Prom  Exhibit  No.  28  in  Case  No.  1610. 
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meeting  of  AprU  8,  1916,  600:  By  A.  F.  Stantfortf,  5M  (1  in  behalf  of  self  and  598 
in  behalf  of  Brooklyn  Union  Qas  C<»npany)  ;  by  F.  B.  Jonrdan,  1.* 

Important  Changes  4wrii^  the  7eor.— T.  P.  Payne  was  appointed  as  additional 
assistant  treasurer  on  June  1,  1916. 

[The  Public  Service  Commission  ordered  this  company  on  May  25,  1916  (Case 
No.  1610),  to'  reduce  its  rate  to  85  cents  per  M  cu.  ft.,  effective  July  1,  1916.  The 
company  subsequently  secured  a  writ  of  certiorari  and,  on  July  27,  1916,  the  Court 
ordered  the  company  to  set  aside  as  a  special  deposit  subject  to  the  further  orders  of 
the  Court  the  difference  between  the  amount  coHected  for  gas  and  the  rate  ordered 
by  the  Commission.  Bills  are  rendered  at  $1  per  M  ca.  ft.,  but  the  company  credits 
to  revenue  only  85  cents,  the  difference  of  15  cents  being  credited  to  a  reserve. 
Commercial  metered  lighting  and  prepaid  gas  in  suspense.]  No  new  powers  or 
franchises  were  acquired  daring  the  year. 

BALANCB    SHEBT* 

December  31,  Deoember  81, 

1915  ASSVIS  SXDB  1916 

$41,585  14     Cksh $44,817  59 

5,961 08  Accounts  receivable  from  City  of  New 

York    (for  gas) 1,799  21 

39.550  55     Consumers'  accounts  receivable 57,715  47 

15,967  50     Other  accounts  receivable 11.302  01 

33  32     Interest  and  dividends  receivable 33  32 

5,307  75     Special  deposits 50,413  47 

2,700  22     Prepayments  —  insurance    1,304  63 

22,003  43     Materials  and  supplies 25,585  46 

091,047  71     "  Fixed  Capital,  Dec.  31.  1008  " 682,555  07 

1,563,089  12     Fixed  capital  Installed  s'nce  1008 1,649,848  56 

t,tS4as8  88             Total  fixed  capital  —  gross 8,338^8  68 

8^8,187  91    Le99  accrued  amortization' kH,7kl77 

1,911,008  98            Total   fixed   capital  — net 1,917,60186 

200  00  Suspense    


$2,044.267  91  Total   $2,110,638  02 


UABILimS   BIDS 

$5,138  93    Taxes  accrued   $5,354  18 

62,780  83     Consumers'  deposits    70,547  22 

1,075,51616    Accounts  payable  to  associated  com- 
panies ..* 1,091,010  24 

4,941  28     Miscellaneous  accounts  payable 4,267  64 

7,017  89     Interest  accrued  on  unfunded  debt...  7,704  64 

2,402  91     Other  unfunded  debt 8,148  27 

12,315  19    Casualties  and  insurance  reserve 17,078  88 

Commercial  metered  lighting  and  pre- 
paid gas  —  in  suspense 65,028  29 

60,000  00    Common  stock   60,000  00 

814.154  77     Corporate  surplus   781,493  66 


Inoreaaeor 
(D)  deorea«e 

$3,282  45 

D   4,161 87 

18,164  92 

D   4,665  49 

45,105  72 

D   1,395  59 

3,582  03 

D   8,492  64 

86.759  44 

78,£66  80 

71,618  86 

8,668  94 

D    200  00 

$66,365  11 

$215  25 
7,766  39 

15,494  08 

.673  59 

686  75 

5,745  36 

4,763  69 

65,028  29 

D  32,66111 

$66,865  11 

$2,044,267  91  Total   $2,110,633  02 


Cantinffent  LiahiUUet. —  None. 

*The  certificates  of  individual  Btockbolders  have  been  endorsed  in  blank  and  arc 
held  by  the  Brooklyn  Union  Oas  Company. 

*The  balance  sheet  as  submitted  by  the  company  has  been  here  changed  by  the 
transfer  of  the  reserve  "Accrued  amortisation  of  capital "  from  the  liabilities  side 
to  the  assets  side,  where  it  is  now  shown  as  a  deduction  from  *'  Fixed  capital "  in 
accordance  with  the  requirements  of  the  report  form. 
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Vluation  of  Propmt»  far  Purpo$e9  of  TMtmiUm 

Cost  to  Same  — 

Talaatlon  as  of  June  80,  1916,  filed  by  respondent :       reproduce  new  preaent  v»lw> 

Real  property  outelde  streets  and  public  places. . .      $1,117,211  20  $1,117.21120 

Real  property  in  streets  —  tangible 1.466,622  87  .     ^-^^^J^SM  37 

Intangible  property,  including  franchises ^     o^  « 

Tangible   personal   property 666,875  71  665.875  71 

Ataessed  yaluation  for  1916  taxes :  Borough  of 

Real  property  outside  streets  and  public  pUces :  M0*00 

Land 827.000  00 

ImproYements     o  nnii  nn 

Real  property  (tangible  and  intangible)  In  streets 979,000  00 

Details  of  Asskts  and  LiABiLmsB 

"  Fimed  Capital,  December  81,  1908" 

Book  cost          Withdrawn  t^?*?,^!* 

Deo.  81, 1915       during  year  Dec.  31,  l»lo 

$12,221  67      $12.221 67 

150,000  00      150,000  00 


Real  estate 
Franchises 


Mains         335.07570         $7,940  29  327,13541 

Services    45,457  78  26000  45.20778 


Meters    123.96040  30235  123,65805 

Tools  and  implements 1,54760     ^'Jll^? 


Horses,  wagons  and  harness. 
Office  furniture  and  fixtures. 
Lamp  posts  * 


1,796  58     1.796  58 

95279      »5279 

20,035  84      20,085  34 


Total    $691.04771         $8.49264  $682,555 07 

Fi0ed  Capital  Installed  since  December  Sly  1908 

INSTALUBD  DUBIMO  TBAR  . 

, » .    Retired  or 

Additions      Renewals      withdrawn  Total  ossa 

and               and           ^^^^^^y^^'x  t^^m  loia 

TTTLB  OF  ACCOUNT                    betterments  replacements     (deducted)  uee.  di.  ww 

Land  devoted  to  gas  operations :  ^ 

Occupied  by  outside  holder  stations       $116  64     $86,605  9J 

Other  land   100  00     11^"^ 

General  structures 272  97     ^qJ^is 

General  equipment 879  57     ^li 

Works  and  staUon  structures 897  31     *^**?!„ofl 

Holders    3,81647     ^^^^^fi 

Furnaces,  boilers  and  accessories SfiW 

Steam  engines AlVao 

Gas  engines    82.3248- 

Miscellaneous  power  plant  equipment -   «irt 

Accessory  equipment  at  works 438  77     60.678  30 

Trunk  lines  and  mains 51,770  58     $2,01110  556.67189 

Gas  services    11,553  74      271 00  76,3166e 

Gas  meters 19,518 19     10  31  144.764  30 

Gas  tools  and  Implements 187  61     1»?11  ^ 

BngineerlDg  and   superintendence. 


696  2{^ 


Taxes  during  construction 6,763  47 

Miscellaneous    construction    expendi- 
tures      4.54430 


Total    $89,05185      $2,292  41  $1,649,848  56 


*As  reported  by  company.    AccordlrK  to  the  physical  Inventory  taken  by  the  Com- 
mission in  connection  with  Case  No.  1610  the  respondent  has  no  lamp  posts. 
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DetailB  of  J^^peiufi^nfiM  for  Property. —  Assessments  for  local  improTements, 
$216.64 ;  improYements  to  general  structures,  $272.97 ;  additions  to  office  equipment, 
$879.57 ;  additions  to  works  and  station  structures,  $897.31 ;  waterproofing  holder 
pits,  $3,816.47;  accessory  equipment  at  works,  $438.77;  trunk  lines  and  mains, 
$51,770.58;  gas  services,  $11,553.74;  gas  meters.  $19,518.19;  gas  tools  and  imple- 
ments. $187.61 ;  toUl.  $89,051.85. 

Equipment  Retired  during  the  Tear 

AMOUNT  CHABOBD  TO— 

Amount  of  / • s 

Number        Cost  of         salvage  Aoonied 

of  unite      equipment    charged  to  amortisation 

CLASB  or  BQUXPiUMT  lURimBD      retired         retired         material  of  capital        Surplus 

Street  mains   (ft.) »  11,218     $9,961  39     $2,883  75     $3,440  44     $2,752  40 

Gas  eenrices 44  521 00     437  29  83  71 

Gas  meters   28  312  66  4  00  88  30  220  36 

ToUl    $10,785  05     $2,887  75     $3,966  03     $3,056  47 


Special  Depoeite. —  Deposited  with  bid  for  municipal  street  lighting,  $36.25 ;  with 
State  Industrial  Commission,  4  per  cent  corporate  stock  of  the  City  of  New  York 
(par  value,  $5,000),  book  value,  $4,993.75;  with  City  of  New  York,  to  cover  cost  of 
repaving  street  openings,  $750;  deposited  with  Bank  of  Long  Island,  $44,633.47, 
being  15  per  cent  of  collections  from  private  consumers  and  prepayment  meters  for 
gas  sold  from  July  1,  1916,  in  accordance  with  an  order  of  the  Supreme  Court, 
County  of  New  York,  entered  July  27,  1916  (this  deposit  draws  interest  at  the 
rate  of  2^  per  cent  per  annum)  ;  total  of  special  deposits,  $50,413.47. 

MateHale  and  mupplies. —  Gas  ranges,  water  heaters,  industrial  appliances,  etc., 
$5,380.96;  gas  lamps,  $2,129.20;  other  materials  and  supplies,  $18,075.30;  total, 
$25,585.46. 

Capital  Stock. —  Authorized,  issued  and  outstanding,  600  shares  of  common  stock, 
par  value,  $60,000 ;  cash  value  of  property  acquired,  $60,000 ;  dividends  declared, 
none. 

Accounts  OuHng  to  OompanieB. —  Brooklyn  Union  Gas  Co.,  advanced  during 
the  year,  $628,553.719 ;  repaid  during  the  year,  $612,185.34 ;  balance  at  close  of 
the  year,  $1,090,905.(^4;  interest  accrued  and  paid  during  the  year,  $32,310.44. 
Richmond  Hill  and  Queens  County  Gas  Light  Co.,  indebtedness  liquidated  by  payment 
of  $377.29.  The  Jamaica  Gas  Light  O).,  advanced  during  the  year,  $28335 ;  repaid 
during  the  year,  $527.53 ;  balance  at  close  of  the  year,  $105.20.  Woodhaven  Gas 
Light  Co.,  indebtedness  liquidated  by  payment  of  $252.90. 

Ooneumere'  Deposits, — At  beginning  of  year,  $62,780.83 ;  added  during  year, 
$25,543.00 ;  refunded  during  year,  $17,776.61 ;  balance  at  close  of  year,  $70,547.22 ; 
interest  accrued  during  year,  $3,982.42 ;  interest  paid'  during  year,  $8,246.67.  For 
number  of  deposits,  see  Table  XL. 

Taaes  Accrued. —  See  schedule  supporting  Income  Statement. 

Reserves, — Accrued  amortization  of  capital  * :  Credit  balance  at  beginning  of  year, 
$343,127.91 ;  credits  during  the  year  based  on  13  cents  per  M  cu.  ft.  sold,  less  actual 
repairs,  $75,679.89 ;  debits  for  fixed  capital  withdrawn  during  year,  $3,966.03 ;  bal- 
ance December  31,  1916,  $414,741.77. 

Casualties  and  insurance:  Oedit  balance  at  beginning  of  year,  $12,315.19;  credits 
during  year,  $10,000 ;  debits  for  workmen's  compensation  awards,  injuries,  medical 
expenses,  etc.,  $5,236.31 ;  balance,  December  31,  1916,  $17,078.88. 

*  This  figure  includes  729  ft.  taken  up  in  1915  for  which  the  New  York  Connecting 
R.  R.  Co.  paid  $874.80  for  value  of  material  destroyed  and  part  of  labor  cost  of 
replacing  main. 

•  The  report  shows  that  this  reserve  includes  "  contingencies  "  and  "  If  any  such 
moneys  remain,  minor  extensions  and  additions."  [The  rule  of  depreciation  filed  by 
the  company  was  based  In  part  on  a  resolution  of  the  board  of  directors  that  pro- 
vision should  be  made  for  these  elements  under  amortization,  in  addition  to  those 
specified  in  the  accounting  order.  The  inclusion  of  such  elements  li  contrary  to  the 
ficeounting  order.] 
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Commercial  metered  lighting  and  prepaid  gas  In  iiiBpeme*:  48S4Hffi,576  en.  ft.  of 
gas  sold  (commencing  July  1.  1916)  at  16  cents  per  M,  $06,009.79 ;  intereat  eaned 
on  cash  deposited,  $18.60;  total,  $66,028.29. 

INCOME   STATEMENT 

Cu.  ft.  Xlataor  Netamoant        Increase  or 

delivered     average  prioe        for  year        (D)  decree« 

Operating  revenues  —  sales  of  gas : 

Municipal   street   lighting 714,777  |0  75  •  $5S4  S3  D  $16, 073  91 

Lighting  municipal  buildings...  8.648,900                     76  2.66170  D  815  30 

Prepaid  gas  12.418.550  'lOO  •U.45442  1.728  81 

Commercial  metered  lighting...  •  804. 836. 300  •lOO  •830,765  30  30.4^64 


Total  sales  911,617,587  1846,416  76        $16,803  14 


Miscellaneous  revenues: 
Rent  of  gas  appliances,  $4,192.66;   gas   merchandise  and 
jobbing  revenue,  $12,507.32  16,699  98  6,624  39 


Total  operating  revenues  $868,115  73        $28,327  S3 


Cents  per 
M  ou.  ft. 
Operating  expenses :  soMu 

Repairs  at  works .70         $6.407  35  $663  93 

Oas  storage  1.12         10.210  06  190  01 


Total  works  expense  1.82        $16.617  43  $743  94 

Gas  purchased,"  993,600  M  cu.  ft.  at  60  cente 64.50        496, 800  08  41, 888  39 


Total  production  expense 56.32  $513.417  46  $42.632  33 

Transmission  and  distribution 12.05  109.847  33  D     7.096  78 

Municipal  street  lighting  Cr.       .08  Cr.      243  52  D        224  47 

Commercial  administration  6.03  55,018  55  2,777  16 

Promotion  of  business  1.07  9.749  90  89  64 

General  (excluding  depreciation)  5.82  53.024  79  1.37161 


Total  of  foregoing  81.26       $740.812  50        $39.549  49 

General  amortization  (reserved)   8.29  75,579  89  22.66191 


Total,  including  amortisation  89.55      $816,392  39        $62,2U  40 

Uncollectible  revenue  .14  1,288  60   D     2.577  5S 

Tax   accruals    4.75  43,258  38  8.498  95 


Total  of  expenses,  taxes,  etc 94.44       $860. 939  37        $68,132  77 


Operating  income  applicable  to  corporate  property $1,176  36    D  $45,805  34 

Non-operating  income:     Interest  on   deposits,   $982.56;   on 
bonds,   $200    1.188  56  11155 


Gross  corporate  income  $2,358  92    D$45.69369 


^  RepresonfR  the  difference  between  the  price  of  gas  sold  to  private  consumers  and 
through  prepayment  meters  at  $1.00  per  M  cu.  ft.,  and  the  rate  of  86  centa  per 
M  cu.  ft.  fixed  by  the  Public  Service  Commission,  effectiye  July  1,  1916. 

"Consumption  on  basis  of  3Vi  cu.  ft.  per  lamp  hour,  3,950  lamp  hours  per  year. 
No  lamps  supplied  at  close  of  year. 

*The  company  renders  bills  at  $1  per  M  cu.  ft.  but  credlta  to  revenue  only 
85  cents  per  M  cu.  ft.,  the  rate  fixed  by  the  Public  Service  Commission.  The  differ- 
ence is  credited  to  a  reserve.  Commercial  metered  lighting  and  prepaid  gas  in 
suspense. 

I'^Based  on  911.617  M  cu.  ft.  sold. 

"Prom  Brooklyn  Union  Gas  Co. ;  point  of  measurement,  consumers*  meters ;  point 
of  delivery,  mains  of  respondent 
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INCOICB  Statbmbiit  —  Cono1mde4 

Dedactions  from  gross  Income  :    Interest  on  consumers'  de-  ^^  amomit       Inoreaae  or 
posits,  13^32.42 ;  on  obligations  to  associated  companies,       for  year         (D)  decrease 
132.310.44     $30,242  88  $100  49 

Net  corporate  loss   $38.883  94    D  $46,794  16 

COBPORATE    SCSPLUS 

SarplQs,  December  21,  1916 $814,154  7T 

Bad  debts  collected 332  01 

Materials  recovered  and  sale  of  scrap 6,731  72 

Otlier  adjnstments 260  27 

Total $820,478  77 

Bxpenses  elsewhere  nnprovided  for  (donations) $3  00 

Bad  debts  written  off 1,822  66 

Depreciation  on  fixed  capital 3,056  47 

Otlier   adjustments    219  04 

on  operations  for  the  year 33,883  94 


Total  deductions 38,986  11 

Surplus,  December  31,  1916 $781,493  66 


Merehandiie  and  Jollying  Revenue. —  Receipts  from  sale  of  merchandise  and  from 
Jobbing,  $54,609.43 ;  less  cost  of  material  sold,"  $42,102.11 ;  amount  credited  to 
revenue,  $12,607.32. 

Operating  Bwpeneee. —  For  details  see  Table  XXXV-B. 

Depreciation. —  Ttxe  Uniform  System  of  Accounts  prescribed  by  the  Commission  for 
gas  companies  provides  that  operating  expenses  shall  include  the  estimated  amount 
of  capital  consumed  which  is  defined  as  "  the  amount  estimated  to  be  necessary  to 
cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  "  during 
the  fiscal  period  in  the  tangible  fixed  capital  and  "  such  portion  of  the  life  of  intan- 
gible fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be  necessary 
to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraordinary  casu- 
alties.'* From  the  total  estimated  deterioration  during  the  period  there  is  deducted 
the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to  the  account 
"  General  Amortisation  **  whlcb  has  been  provided  in  operating  expenses.  Amounts 
charged  to  this  account  should  be  concurrently  credited  to  "Accrued  Amortization  of 
Capital,"  the  ofllclal  title  of  the  reserve  for  depreciation,  etc.,  against  which  is 
chargeable  such  portion  of  the  matured  or  realised  depredation  as  has  accrued  since 
the  establishment  of  the  reserve.  Under  date  of  April  15,  1909,  this  company  filed 
with  the  Commission  a  rule  of  depreciation  which  provides  for  a  charge  to  "  General 
Amortisation  —  Gas  "  and  a  concurrent  credit  to  "Accrued  Amortization  of  Capital  " 
of  13  cents  per  M  cu.  ft  of  gas  sold  [less  cost  of  actual  repairs].     See  note  6. 

Tamea 

Amotmt  Charged  Amount  Due  and 

GLASS  or  TAX  of  lovy  to  income  paid  unpaid 

Lands $700  60  $700  60  $700  60  

Improvements  on  lands 17,036  20  17,036  20  17,036  20  

Special  franchise 20,167  40  20,167  40  20,167  40  

Gross  earnings 4.554 18  4,654  18  4,338  93  

Federal  tax   (estimated) 800  00  800  00  540  47  


Total    ^3,268  38       $43,258  38       $42,783  60 


» Includes  purchases  from  Brooklyn  Union  Gas  Co.  of  $33,876,47  and  from  the 
Jamaica  Gas  Li|^ht  Cq,  of  $6,07, 
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UneoUeetihle  BUI9. —  Namber  of  uncollectible  accounts,  1«666 ;  amonnt,  $5,856.49. 
Deposits  applied  thereto:  number,  1,250;  amount,  $3,386.05;  interest  on  deposits 
applied,  $246.93-;  recoveries,  $034.31;  net  amount  charged  to  uncollectible  bills, 
$1,288.60.  Amount  of  uncollectible  bills  on  which  above  1,250  deposits  were  held, 
$4,721.43. 

MISCBLIiANBOUS  INFORMATION 

Works  and  Holders. —  Respondent  has  no  manufacturing  plant.  One  holder, 
capacity,  10,000  M  cu.  ft.  (See  Table  IV.)  For  auzlUary  works  apparatus  see 
Table  III. 

Mains. —  Transmission  pipe  line :  Total  at  close  of  year,  32,399  ft  Distribution 
pipe  line :  Laid  during  year,  46,503  ft. ;  retired  during  year,  10,489  ft. ;  total  at 
close  of  year,  1,021,843  ft     (See  Table  V.) 

Services. —  Added  during  year,  976 ;  withdrawn  during  year,  44 ;  available  at  close 
of  year,  18,948.     (See  Table  VI.) 

Meters. —  Number  of  consumers'  meters  In  service  at  close  of  year  (exclodlng 
1,124  set  but  locked  or  cut  out),  45,312 ;  net  Increase  during  year,  3,535  ;  number  of 
meters  owned  at  close  of  year,  47,009 ;  bought  during  year,  3,309 ;  retired,  28 ;  in- 
crease,  8,281.      (See   Tables   VII-VIII.) 

Gkrs  Bought  and  Sold  (cu.  ft,) — Purchased  during  year,  993,600,023;  sold  to 
public,  011,617,527;  used  by  respondent,  2,494,500;  unaccounted  for,  79,487,096. 
(See  Tables  XII  and  XIII.)  • 

Accidents — See  Tables  XXV-XXIX. 

Employees  and  Wages. —  Number  of  general  officers,  9 ;  no  compensation.** 
Number  of  employees,  second  week  in  December,  full-time,  212 ;  part-time,  54 ;  total 
salaries  and  wages  paid  during  year,  $175,946.71.  (For  details,  see  Tables  XXX- 
XXXIV.) 

Officers. —  President,  B.  R.  Chapman;  Vice-President,  A.  F.  Stanlford ;  Secretary, 
F.  B.  Jourdan ;  Assistant  Secretaries,  F.  R.  Wogau  and  H.  B.  McGowan ;  Treasurer, 
J.  H.  Benedict ;  Assistant  Treasurers,  Herbert  Wellington  and  T  P.  Payne ;  Auditor, 
James  Ollmer ;  Assistant  Auditor,  T.  P.  Payne ;  General  Counsel,  Cullen  ft  Dykman ; 
Claim  Agent,  G.  M.  Kirchmer;  Manager,  Bdward  M.  Smith;  Bngineer,  James  H. 
Jourdan ;  Purchasing  Agent,  G.  W.  Gatehouse. 

Directors. —  E.  R.  Chapman,  M.  D.  Chapman,  A.  F.  Stanlford,  James  H.  Jourdan, 
F.  B.  Jourdan. 

Main  Business  Oj^lce. — 176  Remsen  street,  Brooklyn,  N.  Y. 

Report  verified  by  A.  F.  Stanlford,  Vice-President,  April  16,  1917. 


NEW  YORK  AUD  QTTEBNS  ELECTRIC  LIGHT  AND  POWER 

COMPANY 

History. —  Incorporated  July  23,  1900,  under  article  VI  of  the  Transportation  Cor- 
porations Law.  On  July  27,  1000,  the  company  merged  the  New  York  and  Queens 
Gas  and  Electric  Company,  the  Jamaica  Electric  Light  Company  and  the  Electric 
IllumiPHting  and  Power  Company ;  and  on  May  14,  1903,  it  mergwl  the  Long  Island 
Illuminating  Company.  This  company  supplies  electricity  in  wards  1,  2,  3  and  4, 
Borough  of  Queens,  New  York  City,  [except  to  the  North  Beach  resorts  in  ward  2, 
which  are  supplied  by  the  Bowery  Bay  Electric  Light  and  Power  Company].* 
Respondent  reports  that  it  first  supplied  electricity  in  1900,  but  when  electricity  was 
first  supplied  by  merged  companies  is  "  not  known,  possibly  about  1895." 

Stock  control  of  respondent  is  held  by  the  Consolidated  Gas  Company  of  New  York 
which  acquired  In  1913.  7,612  shares  of  the  12. "300  shares  of  preferred  stock  and 
9.659  shares  of  the  12. .500  shares  of  common  stock  outstanding.  The  Public  Service 
Commission  authorized  the  acquisition  on  May  20,   1913.      (Case  No.  1453.)     On 

"A  monthly  charge  of  $200  is  made  by  the  Brooklyn  Union  Gas  Co.  for  salaries 
ana  expenses  of  general  officers,  which  respondent  barges  to  Miscellaneous  e^neral 
expenses. 

Prom  documents  on  file  with  tb«  Commission, 
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M«w  York  aad  Queans  Slectric  lii^t  and  Poww  ComguBj 
December  81,  1916,  the  Consolidated  Gas  CiMaripaiiy  was  the  holder  of  record  of  4,888 
ahares  of  preferred  stock  and  6,683  shares  of  common  sto^.* 

Btoohholdert  and  Members, —  Total  Totlng  power  of  all  members,  25,000,  each 
holder  of  $100  par  yalue  of  stock  having  one  vote.  Total  number  of  stockholders 
June  80,  1916,  188,  of  whom  117,  holding  28,889  shares,  were  residents  of  New  York 
State.  At  the  last  general  meeting,  July  14,  1016,  L.  B.  Oawtry,  as  proxy,  cast 
11,666  votes  in  behalf  of  corporate  members  and  L.  B.  Gawtry  and  Ben].  Whlteley  as 
Joint  proxies,  cast  7,271  votes,  whereof  166  were  in  behalf  of  corporate  members  and 
7,106  in  behalf  of  other  members. 

Important  Changes  during  the  Tear, —  No  new  powers  or  franchises  were  acquired. 
For  extensions  to  the  plant  and  other  physical  changes  see  **  Details  of  Expenditure 
for  Property.'*  An  agreement  was  made  March  18,  1916,  with  the  Manhattan  & 
QaeefDS  Traction  ODrporation  to  supply  it  with  current,  fbr  a  term  of  ten  years 
from  December  1,  1916,  at  the  following  rates :  First  1,000  kws.  of  maximum  de- 
mand, ^17.60  per  kw.  per  year ;  next  1,000,  $17 ;  next  1,000,  $16.50 ;  over  8,000  of 
maximum  demand,  $16  per  kw.  per  year.  In  addition  to  the  maximum  demand 
charge  the  following  rates  apply:  First  2,600,000  kw.  hrs.  in  any  one  year,  1.50 
cents  per  kw.  hr. ;  next  500,000,  1.45  cents ;  next  500,000,  1.40  cents ;  over  3,500,000 
kw.  hrs.  in  any  one  year,  1.83  cents  per  kw.  hr.  These  charges  are  subject  to  10  per 
cent  discount  for  payment  in  10  days,  but  only  to  the  extent  of  not  reducing  the 
amount  payable  below  the  monthly  minimum  charge  of  $181.50  per  day  for  the 
present  installation.  There  is  also  a  charge  of  $100  per  month  for  the  use  and 
maintenance  of  cables.  The  consumption  under  this  contract  from  Nov.  25  to  Dec. 
81,  1916,  was  289,460  kw.  hrs.  at  a  charge  of  $6,468.89.  New  contract  rates  classed 
as  refrigeration  and  high  tension  were  filed  with  the  Commission. 

The  power  house  with  2%  acres  of  land  at  Valley  Stream,  !«.  I.,  was  sold  and  the 
loss  thereon,  $8,146,  charged  to  Surplus. 

September  19,  1916,  C.  G.  M.  Thomas  retired  as  president  and  was  elected  chair- 
man of  the  board  of  directors,  while  Roy  Palmer  retired  as  vice-president  and  general 
manager  and  was  elected  president. 

BALANCE  SHEET 
December  31,  December  81,  Increase  or 

1915  ASSETS  BIDS  1916  (D)  decrease 

$194,319  08     Cash $274,766  42  $80,436  34 

196,289  42  Accounts  receivable  from  City  of  New 

York    (for  electricity) 264,868  96  68,069  53 

87,993  81     Consumers'  accounts  receivable 117,165  48  29,171  67 

•28,104  71     Accounts  receivable    35,165  38  7,060  67 

18,08516     Interest  and  dividends  receivable 3,849  95  D    14,235  20 

•756,750  00     Special   deposits    666,000  00  D  199,750  00 

2,479  34     Prepayments 7,270  15  4,790  81 

157,562  62     Materials  and  supplies 167,813  05  10,260  43 

13,290  64     Miscellaneous  Investments 12,185  89  D      1,104  65 

4,969,756  25     "  Fixed  Capital,  Dec.  31.  1908  " 4,891.62192  D    78,134  33 

2,685,880  34     Fixed  capital  installed  since  1908 8,142,384  59  606,504  25 

7,eOS,6S6  59  Total  fixed  capital  (without  deduction 

of  depreciation)    8,084,00$  51  kt8,889  98 

27.911  97     Suspense 37,028  01  9,116  04 


$9,087,423  23  ToUl $9,609,698  79       $422,175  66 


LtABIUTISS  SIDB 

$14,174  10    Taxes  accrued   $19,647  13  $5,473  OS 

70,482  89     Consumers*  deposits   80,954  00  10,521  11 

21,470  36     Accounts   payable  to  associated   com- 
panies    25,858  48  4,883  08 

»  [The  Consolidated  Gas  Compnny  reports  in  addition  ownerphlp  of  3,090  sharpH 
of  preferred  stock  and  3,417  shares  of  common  stock,  representing  certificates  not  In 
Its  own  name.] 

*In  the  1916  report  the  company  showed  as  Other  accounts  receivable,  $750,000 
loaned  to  the  National  City  Company  aad  here  VhQwn  as  a  special  deposit. 
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Dooemb«r81, 
1015 

$86,891  98 

48,958  33 

22,128  90 

15,832  26 

2,850,000  00 

*  2,450,000  00 

6,214  61 

475,889  71 

9.696  64 

1,260,000  00 

1,250,000  00 

1,017,439  56 

$9,087,428  28 


New  Toifc  and  Qveent  Heelfk  lii^t  and  Power 

Balajtcs  Bbbbt — Contiudsd 

Deoember  31, 

UABiuTiM  UDB — ConcUuM  1916 

Mlac^laneoQS  accoonto  payable $96,831  01 

luterest  accmed  on  funded  debt 48,958  33 

Interest  accrned  on  unfunded  debt. . .  24,733  60 

Other  unfunded  debt 13,059  09 

Mortgage  bonds 2^50,000  00 

Construction  advances  owing  to  Con- 
solidated Qas  Co 2,450,000  00 

Reserve  for  renewals  and  replacements 

—  plant  withdrawn  from  service '. .  13,474  46 

Reserve    '*  Contingency  "*. 623,006  76 

Other  optional  reserves 13,685  89 

Preferred  stock 1,250,000  00 

Common  stock   1,250,000  00 

Corporate  surplus 1,250,396  10 

Total $9,609,698  79 


Ii 
(D)di 

$9,939  08 

2.609  70 
'      2,673 17 


7,269  86 

147,616  04 

3,990  35 


232,956  54 
$422,175  66 


OonHnffent  IAdbmtie$,-^  None. 


YaWotion  of  Property  for  Purposes  of  TawaHon 

Cost  to 

reproduce  new  present  vsIdb 
Valuation  as  of  June  30,  1916,  filed  by  respondent : 

Real  prc^erty  outside  streets  and  public  places $5,469,710  78  $5,469,710  78 

Real  property  in  streeto  —  tangible 2,009,006  31  2,009,696  31 

Intangible  property,  excluding  franchises 1,327,292  58 

Tangible  personal  property 488,849  84  488.849  84 

Assessed  valuation  for  1916  taxes :  Amount 
Real  property  outside  streets  and  public  places : 

Land •$106.80000 

Improvements 824,300  00 

Real  property  (tangible  and  intangible)  in  streets 1,677,850  00 

Corporate  real  property , 4,500  00 

Personal  property 2,500  00 


DsTAiLS  OP  AsBBrrs  and  Liabiutibs 
"Fimed  Capital,  December  SI,  1908"^ 


rrsM 
Franchises,  patents,  plant,  property,  etc. 

Real  estate  and  buildings 

Miscellaneous  construction   

Steam  plant   

Electric  plant    

Tools  and  implements 


Book  cost 
Deo.  31.  1915 

$3,495,103  57 

247,519  80 

47,909  05 

335,495  37 

411,621  29 

8,686  99 


Withdrawn 
during  year 


Book  cost 
Dec.  31.  10!6 

$3,495,103  57 

247,519  80 

47,909  05 

336,495  37 

411.621  29 

8,686  99 


*  Reported  in  191o  under  Bills  payable  to  associate<l  companies  —  time,  $1,200,000. 
and  Accounts  payable  to  associated  companies,  $1,250,000. 

•  See  Depreciation  schedule. 

•Includes  power  house,  Valley  Stream,  assessed  at  $5,000  for  land  and  improve- 
ments. 

^  "  The  original  balance  sheet  of  the  company  was  hastily  prepared  on  the  organisa- 
tion of  the  company  for  the  purpose  of  opening  the  books,  without  an  engineering 
Inventorv  or  any  attempt  at  an  exact  valuation  or  classification,  but  additions  to  or 
subtractions  from  property  since  that  time  have  been  accurately  made  and  kept 
under  the  classifications  shown  above.  In  illustration  and  In  particular  the  item 
of  'Franchises,  patents,  nlant,  property,  etc.,*  $8,495,103.57,  has  always  been  a 
lump  sum  covering  not  only  the  company^s  intangible  rights,  b^t  also  a  large  yalu- 
ation  of  tangible  property.*'  e      .  ^^  -:t--  ^i  ...  •  . 
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Htw  YoA  and  Qbmos  Itoctrk  Uglit  and  Pww  Ctmtmv 

"Fixtd  Capiial,  D^emAtt  SI,  tOOS^Condudsd**^ 

Book  ooat  Withdrawn  Book  ooet 

mx                                 Dao.  31, 1916  durias  year  Deo.  31.  1910 

Pole  line  and  circuits $212,583  71  |21,490  89  |191,043  82 

Installationa '             42,708 16  1,750  00  40,958 16 

Arc  lamps 66,210  74  53,613  74  2,597  00 

Tungsten  lamp  installations 255  69     255  69 

Transformers    74,614  03  1,26811  73,345  92 

Meters 83,874  96  10  74  33364  22 

Stable  equipment   50  00     50  00 

Office  fixtures 8,672  89  1  36  3,671  64 

Total 14,969,75626  $78,134  88  $4,891,621 92 


Fitted  O^ial  In^taUed  tinoe  December  51,  1908 


miM  o9  Acooinrr 

lAnd  devoted  to  electric  operations 
Occupied  by  ontslde  substations 
Other  land 

General  stmctores    

General  equipment   

Power  plant  buildings 

Furnaces,  boilers  and  accessories. 

Steam  engines   

Accessory   electric  power  equip- 
ment   

Miscellaneous  power  plant  equip* 
ment 

Substation  buildings 

Substation  equipment 

Poles  and  fixtures 

Underground  conduits   

Transmission  system    

Distribution  system : 

a.  Overbead 

b.  Underground   

Line  transformers  and  devices. 

Blectric  services   

Blectrlc  meters   

Electric  meter  installation 

Municipal  street  lighting  system 

Commercial  arc  lamps 

Glower  lamps 

Blectrlc  tools  and  Implements.. 
Blectric  laboratory  equipment . . 
Other  tangible  electric  capital.. 

Tax38  during  construction 

Interest  during  construction 


msTALLBD  Duanro  tmam 

Additions        Renewals 

and  and 

bettermsnts  replacements 


Retired  or 
withdrawn 
during  year 
(deducted) 


$273  05 

25  60 

66,967  84 

12,124  98 


1,241  26 

77  78 
6,490  11 
94,008  76 
40.067  49 
21,579  16 
24,242  54 

69,599  79 
6,or»0  79 
50,125  17 
87,611  &3 
38,0S2  43 
2.096  97 
40,873  95 

105 

36  00 

1,443  37 

7,307  71 


$4,010  84 


29  00 

6,075  63 

•  34,813  04 


970  97 
3910 


7.062  16 
264  38 


58  25 


Total  cash 

cost  to 
Deo.  31. 1916 

$64,133  64 

30,049  20 

270,150  63 

134,752  26 

1,000  00 

9,054  01 

7,753  17 

42,182  18 

2,333  09 
109,329  86 
402,075  22 
323,148  21 
110,t>79  68 
146,285  89 

298,079  50 
85,169  70 
280,635  68 
278,755  92 
136,133  12 
10,751  81 
351,354  20 

666  58 

91114 

4,738  29 

28,080  32 

68  78 

13,362  56 


Total $559,327  02      •  $52,823  37      $3,142,384  59 


*  Includes  $81,517-97,  representing  payments  made  by  contractors  to  cover  part 
of  cost  of  work  performed  during  1915  and  1916. 
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New  Tofk  and  Queens  Btodrle  Ufht  and  Power  Company 
DetaUt  of  Bwpendituret  for  Property,^  Erection  of  garage  on  OoUlna  place,  Flnah- 
ing  (estimated  cost  $40,264.29,  work  commenced  November,  1915.  completed  June, 
1916),  $39,206.08;  erection  of  garage  and  storeroom  on  Plusblng  *^*^'*"*»  2f*!!^  t 
complete,  estimated  cost  $40,604.23.  work  commenced  May,  1916.  and  scbeduiea  lo 
be  completed  April,  1917,  $17.367.14 ;  installation  of  1  750^kw.  and  1  ^^■'^''; '°~^; 
with  transformers  at  HamUton  street  sub-station.  Long  Island  City.  ««"'?*;^  5?? 
$41,680,  work  commenced  May  24,  1916.  scheduled  to  be  completed  March  1,  iwn, 
$39.486.89 ;  Installation  of  1  500-kw.  rotary  with  transformers,  1  1000-kva.  ^'**='^**°' 
ous  condenser  driving  SOO^kw.  generator  complete  at  Van  Wyck  avenue  *"°^^"**°; 
Jamaica,  estimated  cost  $36,914.86.  work  commenced  May  24,  1916.  schedule  to  be 
completed  March  1,  1917.  $26,713^6;  purchase  and  installation  of  5  ^5?""'^?^ 
transformerfl  complete  at  Hamilton  street  sub-station.  Long  Island  City,  esttinatea 
cost  $24,652.78,  work  commenced  January,  1916,  scheduled  to  be  completed  F«irn- 
ary  1,  1917,  $26.615.24 ;  Und  assessments  for  sewers  and  paving,  ^p^^'^^^Z^' 
laneous  items  the  details  of  which  are  not  shown,  $409,050.26 ;  total.  $65<K8274». 


Bquipmeni  Retired  during  the  Year 


Number 

of  units 

retired 

1 

58 

6 


CLASS  or  nQuiPMBziT  BarzRxn 

Current  transformers 

Transformers   

Electric  meters 

Underground  conduits 

Transformer  Installations   

Electric  services   100 

Electric  sign 1 

Time  switch 1 

Arc  lamps 2,346 

Poles  and  circuits 

Stable  equipment 21 

Office  fixtures 12 


Cost  of 

equipment 

retired 

$29  00 

1,652  58 

40  84 

2,795  07 

586  60 

1,750  00 

35  00 

23  26 

60,940  28 

27,566  02 

3.346  09 

666  10 


Amount  of 

salvaae 

diarged  to 

material 


$317  00 

28  61 

2.795  07 

586  50 

1,750  00 

10  00 

20  00 

8.302  84 

17.666  92 

815  62 

266  00 


Amount 

oharKfidto 

TSDewalsaad 

replacements 

$29  00 

1.335  58 

2123 


25  00 

325 

52,637  44 

0.899  10 

2,530  47 

40010 


Total 


$99,489  73       $32,558  66       $66.881 17 


Misoellaneoue  Investmente. —  Held  free:  Fire  insurance  participation  certificates, 
8  per  cent,  acquired  In  1915  and  1916 ;  par  value  and  amount  at  which  carried  on 
books,  $12,185.89 ;  income  accrued  and  received  during  year,  $549.95.  Bound  Invest- 
ment :  Power  house  and  2%  acres  of  land  at  Valley  Stream.  L.  I.,  acquired  February, 
1908 ;  cost  and  amount  at  which  carried  on  books,  $7,145 ;  sold  for  $4,000  and  the 
loss  charged  to  Surplus. 

Bpecial  Deposits. —  With  National  City  Company.  $550,000;  with  City  of  New 
York  on  bid  for  street  lighting,  etc.,  $6,000 ;  total,  $556,000. 

Prepayments. —  Insurance,  $5,895.20  ;  rents,  $999.96 ;  dues.  Empire  State  Gas  and 
Electric  Association,  $374.99 ;  total,  $7,270.15. 

Materiale  and  SuppUea 


Bituminous  coal  —  long  tons. 
Anthracite  coal  —  long  tons 

Incandescent  lamps,  Gem 

Incandescent  lamps,  tungsten 
Incandescent  lamps,  other  . . . 
Motors   (aggregate  h.p.  12) . . 

Heaters,  fans,  etc 

Poles 

Crossarms 


On  hand 
t  close  of 
year 

380 

1,341. 

17,989 

24,749 

1,048 

7 

990 

2,116 

7.949 

Average 
per  uni 

$3. 
3            2. 

m 

ooat 

it 

,289 
.417 

Cost  of 
quantity  on 
hand  at  dose 
of  year 

$1,249  90 

3.241  88 

3.238  02 

8.884  89 

267  24 

434  28 

3,180  87 

22,651  78 

6.667  64 

Abstbacts  ov  OoKPAirr  Bbtubhs 
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mmlilf  Ugkt  ami 


Onhftad 
at  okMeof 


Fills  — locust   18,466 

Brackets,  hoods,  domes,  etc 1,032 

Insulators 22,295 

Copper  wire  and  cables  —  pounds 171,376 

Iron  goj  and  suspension  wire  —  feet 79,636 

Tools,  tires,  pole  line,  hardware  and  sundries.        

Oible  — feet 1«»526 

Reels ^''^ 

Total  


ATorage  ooit 
per  unit 


Cost  of 

quantity  on 

hand  at  oIom 

of  year 

$187  18 

1,913  33 

1.862  71 

31,24184 

1,130  82 

64,438  13 

26,378  04 

2,864  60 

$167,813  05 


««spefise.—  Undistributed  charges  in  connection  with  construction  work  uncom- 
pleted. $8.288.47 ;  uncompleted  work  to  be  billed,  $9,416.79 ;  cxpensoB  in  connection 
with  Joint  pole  Unes  subject  to  contract  pending  with  the  New  York  Telephone  Com- 
pany. $19,822.75 ;  total.  $37,028.01. 

8eouritie9 


PABTXCDLABS  OT  STOCK  ▲VD 

Fusroan  dsbt 

Nominal  date  of  issue 

Date  of  maturity 

Interest,  rate  and  dates 

Denominations 

Authorised  by  company 

By  public  authority   

Only    nominally    issued,    held 

free 

Actually  issued  prior  to  year. 

Cash  realized   

Property  consideration 

Actually  outstanding 

Interest  accrued  and  dividends 

declared 

Interest  charged  to  Income . . . 
Interest  and  dividends  paid.. 
Interest  and  dividends  not  due 
Market  price:  highest,  lowest. 
Trustees  under  mortgages. . 


Prof  eired  stock 


Common  stock 


share  ^  $100 

$1,260,000 

1,260.000 


1,250,000 
(•) 

(•) 
1,250.000 


share  »  $100 

$1,260,000 

1,250,000 


1,250.000 

(•) 

(•) 
1,250,000 


50,000 
50,000 


74,  71% 


46,44 


Fint  ooDsolidated 
mortgage  bonds 

Aug.  1,  1900 

Aug.  1,  1930 

5%.  Feb.  &  Aug. 

$1,000  00 

2,500,000  00 

2,500,000  00 

150,000  00 
2,360,000  00 

(10) 
(10) 

2,360,000  00 

117.600  00 

117,500  00 

117,600  00 

48.958  33 

102. 100 

Union  Trust  Co. 


BilU  ana  AecaunU  Owing  to  Awooiated  Oompanie^.-^  Demand  notes  at  6  per  cent 
duf  2Sn^ici?^Gas  Company :  no  change  in  principal  during  lear;  amount  owing 
a^clow^f  Ve^r^  construction  advances,  $2,450,000;  interest  accrued  during  year 
JUTo^-  interest  paid,  $147,034.11.     Open  accounts,  amounts  owing  at  close  of 
y^r     Unit^^^^^  *  P.  Co..  $23,629.82  ;  New  York  Bdison  Co.v$2  323.61. 

n.'^m^  Depo8itB.--At  beginning  of  year.  $70,432.89;  added  during  year, 
asfm  r7^refuSed  by  cash  iTwhole  or  in  part.  $17,798  (cash,  $10,699.75;  credit 
I^  ac«^unt  $7,093.26);  refunded  by  credit  to  consumers'  accounts.  $4,797.76; 
MlanTat^  Close  of  year,  $80,954;  interest  accrued  during  year,  $4,495;  interest 
Mid    11  851 19      (For  number  of  deposits,  see  Table  XL..) 

MiMLilanioua  Aocounti  Payable.— Advances  by  customers  for  services  and  exten- 
sions. $l1!826.72 ;  sundry  purchases.  $82.504.29 ;  .total.  $96.881.01. 


•  "$90  000  realised  from  stock  and  certain  bonds,  balance  of  stock  issued  for  prop- 

*^'M«?W)o''of  bonds  sold  for  $338,130  cash,  $1,968  000  of  bonds  and  all  of  stock 
.  ^#1;  son  000  cash  and  property,  $78,000  of  bonds  reacquired  from  trustee  and 
iSd^oJ  $76?742.«)  ?Sh.  $2i;o^  bond?  issued  for  property  acquired  after  organisa- 

tiOB* 
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Ifvw  T«fk  and  Qoeeai  Blediie  UcM  andPttvar  Contpaof 

Tttwes  Accrued. —  See  achedale  sapportlag  Income  Statement 
Other    Unfunded   Debt. —  Wages    accrued,    $7,887 ;    water   accraed,    $40.96 ;   nn- 
▼ouchered    expenses,    overpayments,    etc.,    $489.17 ;    accident    settlements    payable 
nwnthly,  $4,125.30;  registration  of  stock  fee  accrued,  $16.66;  total,  $13,059.00. 

Retcrvee 

Credit  balance        Credits  Debits        Credit  balanoe 

Deo.  31,  1915      during  year      during  year      Dec  31, 1916 

Renewals    and     r^lacements  — 

plant  withdrawn  from  service  "    $6,214  61  ^  $74,141  OS       $66,881 17       $13,474  46 

Cbntingency  »* 475,380  71       147,616  04     623,005  75 

To  cover  anticipated  deductions 

by  City  of  New  Tork  for  street 

lighting  outages 1,500  00 1,500  00 

Insurance  participation   6,145  64  6,040  85     12,185  89 


INCOME   STATEMENT 

Operating  revenue  —  sales  of  elec-  Kw.  his.      avenge  mice    Net  amount    Increase  or 

trie  current :  delivered           (cents;              for  year    (D)  deereaseo 

Municipal  street  lighting  — arc D|104,K6GI 

Municipal    street   lighting  —  in- 
candescent      7,078,816 

Lighting  municipal  buildings...  237,075 

Municipal  heat  and  power 89,746 

Commercial  flat  rate  lighting...  67,692 

Commercial  metered  lighting...  7,0S7,100 

Commercial  metered  power 14,716,838 

Railroad  corporations  296,647 


6.08 

$480,19178 

141,619  09 

8.36 

19,786  61 

D 

1,422  98 

5.62  • 

4.965  71 

D 

129» 

10.66 

7.128  31 

318  83 

10.89 

766,388  27 

141,129  10 

S.S6 

492,834  76 

101,790  82 

8.68 

6,014  06 

6,602  0< 

Total  sales  28,623,207  ^« $1,727,248  60       $284,72089 


Miscellaneous  revenue :  Rent  of  electric  meters,  $131 ;  rent 
of  electric  appliances,  8644.66;  electric  merchandise  and 
jobbing,  ^*  $10,019.88 ;  maintenance  of  batteries,  $1,269.36; 
rent  of  poles  and  ducts,  $661.47 ;  miscellaneous  rents, 
$174.26 ;  interest  on  bank  balances,  $1,094.67 ;  interest  on 
insurance  participation  certificates,  $649.96 14, 486  14  4,986  73 


Total    operating   revenue $1,741,683  64        $289,707  6! 


Cents  per 
Operating  expenses :  kw.  hr.>* 

Power  plant  labor   .472  $18,887  04  $2,728  66 

Fuel  for  power  .484  19.408  26  D        694  79 

Other  supplies  and  expenses .101  4,042  28  456  55 

Repairs    .331  18,269  03  D        631 S9 


Total  (generating)  station  expenses 1.388        $66, 606  66       ^  $1,865  83 

Add  electric  energy  received  from  United  Elect. 

L.  &  P.  Co.,  at  .69c.  average 226,89131  64,523  81 


Total  production  expenses  .967       $282,497  87        $66,379  64 


"See  Depreciation,  page  505. 

"  Includes  a  credit  for  meters  previously  written  off,  $838. 

'*  Some  of  the  1015  figures  with  which  comparison  is  here  made  have  been  reclassi- 
fied by  the  company. 

^*  After  deducting  $16,108.20,  discounts  and  abatements. 

"Receipts  on  this  account,  $97,034.95,  less  cost  of  materials  sold,  $87,016.07. 

^  The  first  five  ratios  based  on  4,006,019  kw.  hrs.  generated ;  the  following  items 
on  29,523,207  kw.  hrs.  sold. 

"  The  constituents  of  this  Item,  given  above,  computed  by  the  Bureau  of  Statistici. 
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INCOMB  Statumunt  —  Concluded 

Cents  per  Net  emottnt  Increase  or 

Operating  expenaeB—Concliwied;                                           kw.  hr .«•  for  year       (D)  decrease" 

TransmiBsion     .131  $38.793  98  $2,917  67 

DistribuUon   .665  196,187  08  28,523  46 

Commercial  utilization  expenses   .062  18,276  72  2,934  14 

Municipal  street  lighting  expenses .250  73,809  66  1,034  16 

Commercial  administration   .155  46,654  66  8,68112 

Promotion  of  business  .139  41,209  02  7,867  31 

General  expenses   (excluding  depreciation) .642  188,626  64  28,349  00 

Total  of  foregoing  3.001  $886,064  46  $136.686  42 

Renewals  and  replacements  —  plant  withdrawn 

from  service  u  .260  73,808  02  12,643  82 

Total    (including   amortization )» 8.261  $959,862  48  $149,830  24 

Uncollectible  bills  .019  6,730  11  2,594  06 

Tax  accruals  .243  71,575  51  82,193  56 

Municipal  rents   .005  1,500  00  215  27 

Subway  duct  rents  .001  360  80  D          32  80 

Miscellaneous  rents   .044  12,960  70  357  48 

Total  expenses,  taxes,  etc 3.563  $1,051,989  60  $184,657  81 

Operating  Income  applicable  to  corporate  property $689,694  04  $105,049  81 

Non-operating  income   (interest,  $19,461.63,  less  deductions, 

$301.24) 19,160  89  1,356  93 

Qross  corporate  income  $708,864  43  $106,406  74 

Deductions  from  gross  income :    Interest  on  funded  debt, 

$117,500;  on  consumers'  deposits,  $4,495;  on  obligations  to 

associated  companies,  $147,000  268,995  00  26,262  03 

Net  corporate  income   (corrected)  » $439.859  43  $80,144  71 


(Appropriations  of  net  corporate  income :  "  Contingency,"  $147,616.04 ;  "  to  em- 
ployees for  faithful  and  efBcient  service,"  $6,779.41.     See  Corporate  Defioii.}  » 

CORPOBATB  SUBPLUS 

Amount 

Surplus,  December  31,  1915 $1,017,439  66 

Balance  for  year  transferred  from  income  (corrected) 439,859  43 

Received  from  City  of  New  York  for  lamps  installed  in  public  build- 
ings prior  to  1916 1,267  91 

Total $1,468,556  90 

>*See  note   18  on   preceding  page. 

*See  note  16  on  preceding  page. 

"  [The  company  makes  no  charge  to  the  operating  expense  account  General  amorti- 
zation. Instead  it  has  included  in  operating  expenses  an  unauthorised  account, 
"  Renewals  and  replacements —  plant  withdrawn  from  service  "  for  which  concurrent 
credit  is  made  to  "  Renewals  and  replacemmts  —  plant  withdrawn  from  service " 
reserve.    See  Depredation.} 

^  [The  company  reports  a  net  corporate  income  for  the  year  of  $285,463.98 ;  see 
note  20.] 

^  [These  appropriations  reported  by  the  company  as  deductions  from  gross  income 
are  here  tranaerred  to  Corporate  surplus  in  conformity  with  the  accounting  classifi- 
cation prescribed  by  the  Commission,  and  net  corporate  income  corrected  accord- 
ingly.    See  also  Depredation,} 
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Hew  Tork  and  Queens  Electric  Light  and  Power  Cmmsuaj 
coRPOBATB  SURPLUS — Coiiduded 

DiTldends  declared  on  preferred  stock  —  4  per  cent  on 
$1,250,000.00    

Appropriation    for    "Contingency"    reeerYe** 

Appropriation  to  employees  for  faithful  and  efficient 
service  *• 

Loss  on  sale  of  property  at  Valley  Stream 

Payments  on  account  of  accident  in  1012 


160,000  00 
147,61604 

6,779  41 

3,145  00 

620  35 


Total  deductions 


$208,160  80 


Surplus,  December  31,  1916 $1,260,396  10 

Municipal  Street  LigMing'^ 


Incandescent 

100-watt  multiple  

60  c.  p.  G.  F.  series  overhead 

60  c.  p.  G.  F.  series  underground 

100  c.  p.  G.  F.  series  underground  city 
equipment    

100  c.  p.  G.  F.  series  overhead  company 
equipment  

100  c.  p.  G.  F.  series  overhead  company 
equipment   

400  c.  p.  G.  F.  series  overhead  company 
equipment    

400  c.  p.  G.  F.  series  underground  com- 
pany equipment 

400  c.  p.  G.  F.  series  underground  city 
equipment    

400  c.  p.  G.  F.  series  overhead  company 
equipment    

600  c.  p.  G.  F.  series  overhead  company 
equipment    

600  c.  p.  G.  F.  series  underground  com- 
pany equipment  

600  c.  p.  G.  F.  series  underground  com- 
pany equipment  


ber  of 

aps 

5 
12 
18 

Price  per 
year 

140  86' 

23  76 

26  00 

Amount  of    Consumption 
revenue         (kw.  kcs.) 

606 

24  00 

1806,668  74        6,227,664 

13,917 

S17S 

176 

Free 

« 

1,688 

76  00 

78 

80  00 

22 

70  00 

7 

Free 

126,688  Oft         1,861.152 

20 

86  00 

80 

96  00 

8 

Free 

1430,191  78         7,078.816 


Contracte  and  Bales  According  to  Rate  CUuaificaUon. — "Wholesale  Ught  and 
power,"  127  contracts,  226  meters,  1,655,921  kw.  hrs.  delivered,  gross  rerenoe, 
$125,584.42,  net  revenue,  $126,294.97.    No  record  of  other  contracts. 


Intercompany  PurcJiaeee,  Bales,  Etc, 

Average 
Quantity     price 
(kw.  hie!)    (cents)        Total 


Credit  to    Chaige  to 
revenue       expense 


Sold,  Manhattan  ft  Queens  Traction 

Corporation 289,460       1.90     $6,468  89     |6,458  89    

Sold,  Long  Island  R.  R,  Co..... 7.087       7.83  656  17  656  17    

Bought.    United    Electric    Ught    ft 

Power  Co 88,006,200       0.69    226,89181    $226,89181 


Total 


$6,014  06  $226, 8»1  SI 


«Th®  fl^®*®  ^^  ^^  preceding  pajr<^. 
night  sch^'ui;"^J'S||Jrh^urYU?aM^       ^^■^''"  "*''*"^'  '  *"  ^"^  ^^^•"  *"  **'' 
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Hew  Tork  md  Qoeeos  KtocUk  Light  md  Vowtt  Compiay 

Op^ratinff  J9^en998.—  For  details  see  Table  XXXVI-B. 

Joint  FuoUiUet  and  Arrangements. —  New  York  Telephone  Company,  pole  lines, 
$809.40. 

Depr9oi4UiOH. —  The  Untf onn  System  of  Accounts  prescribed  by  the  Commission  for 
electrical  companies  provides  that  operating  expenses  shall  Include  the  estimated 
amount  of  capital  consumed  which  is  defined  as  "  the  amount  estimated  to  be  neces- 
sary to  cowr  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  " 
during  the  fiscal  period  in  the  tangible  fixed  capital,  and  "  such  portion  of  the  life 
of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be 
necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraordi- 
nary casualties.*'  From  the  total  estimated  deterioration  during  the  period  there 
is  deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to 
the  account  "  General  amorilzatlon  "  which  has  been  provided  in  operating  expenses. 
Amounts  charged  to  this  account  should  be  concurrently  credited  to  "Accrued 
Amortisation  of  Capital/'  the  oflldal  title  of  the  reserve  for  depreciation,  etc., 
against  which  is  chargeable  such  portion  of  the  matured  or  realised  depreciation  as 
has  accrued  since  the  establishment  of  the  reserve.  Under  date  of  December  17,  1913, 
respondent  filed  with  the  CommisBlon  a  rule  stating  that  it  would  *'  charge  .76 
cents  per  kilowatt  hour  of  electricity  sold,  plus  the  actual  amount  charged  for 
repairs."  Tbia  provision  is  not  in  conformity  with  the  requirements  of  the  account- 
ing order.  The  company's  procedure,  however,  is  in  accordance  neither  with  this 
rule  nor  wltb  the  requirements  of  the  accounting  order.  It  charges  an  account 
"  Renewals  and  replacements  —  plant  withdrawn  from  service "  with  0.25  cents 
per  kw.  hr.  sold  also  charges  on  account  "  Contingency  "  with  0.5  cents  per  kw.  br. 
of  electricity  sold.  Capital  retirements  are  charged  to  the  reserve  "  Renewals  and 
replacements  —  r#ant  withdrawn  from  service  "  instead  of  to  the  prescribed  reserve 
Accrued  amortisation  of  capital. 

Following  the  decision  of  the  Commission  in  May,  1916,  to  subpoena  the  books  of 
account  of  certain  electrical  corporations  for  the  purpose  of  inquiring  into  their  con- 
formance with  the  accounting  rules  prescribed  by  the  Commission,  various  gas  and 
electrical  companies  asked  to  be  heard  on  their  applications  for  modification  of  the 
rules,  including  that  on  depredation  (Oeneral  Amortization).  Informal  conferences 
have  been  in  progress,  report  of  which  may  be  found  in  the  Reports  of  Decisions, 
advance  sheets  for  March  and  June,  1917. 

Tamee 

Amount        Charged  to  Due  and 

CLASS  ov  TAX  of  levy  income  Paid  unpaid 

Land     $2,054  40  $2,064  40  $2,054  40  

Improvements  on  land  " 16,800.41  16,890  41  16,890  41  

Corporate  real  property 91 77  91  77  91 77  

Special  franchise 34,214  85  34,214  35  36,208  85  

Personal  property 51 60  51 50  51 60  

Gross  earnings  —  State " 7,030  85  8,805  42  7,030  35  

Federal  Income 3,952  31  9,644  77  »*3,952  31  


Total $64,285  09    "$71,752  62      $66,279  59 


Une&Oectible  BttU. —  Number  of  uncollectible  accounts,  487;  amount,  $9,911.99. 
Deposits  applied  thereto :  number.  128 ;  amount,  $3,683 ;  interest  on  deposits  applied, 
$210.44 ;  recoveries  from  items  previously  written  off,  $288.44  ;  amount  charged  to 
uncollectible  bills,  $5,730.11.  Amount  of  uncollectible  bills  on  which  above  128 
deposits  were  held,  $8,593.54. 

Rent  Charges. —  Municipal  rents  and  non-tax  charges  :  Department  of  Br1dpro«?, 
permit  to  maintnin  p!pe  lines  on  Queensboro  Bridge,  8% -inch  transmission  lines, 


"Includes  $79.79,  tax  on  power  house  at  Valley  Stream,  charged  to  non-operating 
revenue  deductions. 
"  Includes  $97.32  charged  to  non-operating  revenue  deductions. 
'^Paid  under  protest. 
*  Bee  notes  22  and  28. 
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8,427  duct  feet,  rent  accnied  and  paid,  9600;  pemit  t»  maintain  eablea  on  tta 
■ame  bridge,  $1,000;  total,  $1,500.  Subway  duct  renta:  New  York  and  Queens 
County  Railway  Company  transmission  lines,  4-inch  tile  ducts,  8,936  duct  feet, 
$144.32 ;  dUtributlon  lines,  4-incb  tile  ducts,  5,904  duct  feet,  $216.48 ;  total,  $360.90. 
IClscellaneoua  renta:  General  ofDce,  $10,860;  two  dlatrlet  offices,  $1,000;  vacant 
lot.  Mill  street,  Astoria,  N.  Y.,  $809.96 ;  minor  items,  $110.74 ;  total,  $12,960.70.  ex- 
cluding items  amounting  to  $1,093.02  charged  in  other  accounts. 

MISCBLLANBOUS  INFORMATION 

PoiO€r  PUuU. —  Located  at  Astoria,  L.  I.;  capacity,  7,250  kwa.  For  number  of 
units,  kind  and  capacity  Ij  service  at  close  of  year,  see  Table  XV. 

Underground  Oonduits. —  Number  of  ducts  per  conduit,  1  to  20;  trench  feet, 
retired  during  year,  4,745 ;  added,  none ;  at  cloee  <^  year,  170,812 ;  .duct  feet,  added 
during  year,  58,730;  retired,  480;  at  close  of  year,  446,^40,  whereof  unoccupied, 
166,287;  type  —  fibre,  pipe,  tile  and  concrete^ 

Oireuit9,  Poles  and  Line  Transformers, —  See  Table  XVI. 

Services. —  See  Table  XVII. 

Meters. —  Number  at  beginning  of  year,  14,532 ;  bought  during  year,  5,010 ;  retired 
during  year,  5 ;  owned  at  close  of  year,  10,537  (in  use  by  consumers,  17,976 ;  c<Hn- 
pany's  service,  145;  in  stock,  1,416).     (For  details,  see  Tables  XVIII  and  XIX.) 

Blectrie  Energy  Oeneraied,  Bought  and  Sold  (itio.  hrs.). —  Generated  during 
year,  4,074,625 ;  used  at  generating  stations,  68,606 ;  net  output,  4,006.019 ;  bought, 
measured  at  respondent's  switchboard,  88,005,200;  total  available,  87,011.219;  sold 
to  railroad  companies,  296,547 ;  sold  to  public,  29,226,660 ;  used  by  respondent, 
681,510;  unaccounted  for,  6,800,502. 

For  additional  details,  see  Table  XXI,  Blectrie  current  generated  and  fuel  con- 
sumed;  Table  XXIII,  Source  and  disposition  of  electric  current;  Table  XXIV, 
Consumption  of  electric  current. 

Load  Data. —  Maximum  load,  generating  station,  6,760  kws.,  on  January  8,  1916; 
see  also  Table  XXII,  Variation  of  output  and  of  load ;  connected  load,  exclusive  of 
company  service,  42,887  kws.     (For  detailSf  see  Table  XX.) 

Accidents.—  See  Tables  XXVII-XXIX. 

Employees  and  Wages. —  Number  of  general  officers,  5 ;  total  compensation  during 
year,  $21,283.33.  Number  of  all  other  employees,  second  wedL  in  December,  full- 
time,  537 ;  part-time,  68 ;  total  compensation  paid  to  officers  and  employees  during 
year,  $520,776.86.     (See  Tables  XXX-XXXIV.) 

Officers. —  Presfdent,  Ray  Palmer ;  Secretary  and  Treasurer,  H.  Lh  Snyder ;  Assist- 
ant Treasurer,  Jesse  Richards;  Auditor,  J.  R.  Malone;  General  Superintendent, 
G.  W.  Magalbaes ;  Purchasing  Agent,  B.  B.  Fielia. 

Directors. —  George  F.  Baker,  Nicholas  F.  Brady,  George  B.  Cortelyou,  H.  W. 
Fuller,  Donald  G.  Geddes,  John  W.  Lieb,  B.  S.  Marston,  Thomas  B.  Murray,  Bdgar 
Palmer,  John  W.  Sterling,  C.  G.  M.  Thomas,  William  Rockefeller,  Frank  A.  Vanderllp. 

Main  Business  Office. —  444  Jackson  avenue.  Long  Island  City,  N.  Y. 

Report  verified  by  Ray  Palmer,  President,  April  16,  1917. 


NEW  TORK  AND  QUEiBNS  GAS  COMPANY 

History, —  Incorporated  July  12,  1904,  under  the  Transportation  Corporations 
Law.  On  July  18,  1904,  respondent  merged  the  Newtown  and  Flushing  Gas  Com- 
pany, which  company  on  March  22,  1901,  had  merged  the  College  Point  Gas  (Com- 
pany. Respondent  supplies  water-gas  to  the  Third  ward.  Borough  of  Queens,  includ- 
ing the  former  villages  of  Flushing,  College  Point,  Whltestone  and  Bayside.  It  also 
has  the  right  to  operate  in  the  former  towns  of  Newtown  and  Jamaica.  Stock  contrcd 
of  the  company  was  acquired  with  the  consent  of  the  Public  Service  Commission 
[see  order  in  Case  No.  1,453,  dated  May  20,  1913]  by  the  Consolidated  Gas  Co.  of 
N.  Y.,  which  is  reported  by  the  respondent  to  be  the  holder  of  record  of  5,300  shares 
out  of  a  total  of  6,000  shares  outstanding.* 


^  [The  Consolidated  Gas  Co.  reports  in  addition  the  ownership  of  700  shares, 
representing  certificates  not  in  its  own  nams.] 
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Hew  Todc  and  Qoeens  Oas  Company 

Btoehholdert  and  Memben^ — Total  voting  power  of  all  membcni,  6,000,  each 

holder  of  $100  par  value  of  8to<^  having  one  vote.  Total  number  of  stockholders, 
June  30,  1016,  8,  all  residents  of  New  York  State.  Number  of  votes  cast  at  the  last 
general  meeting,  July  14,  1916,  5,800,  all  of  which  were  cast  by  L.  B.  Gawtry,  5,300 
votes  in  behalf  of  the  Consolidated  Gas  Company,  and  500  in  behalf  of  other  members. 

Important  Chanftm  durliia  the  Year. —  No  additional  powers  or  franchises  were 
acquired. 

BALANCE  SHEBT 

December  81,                                                                                    December  81.  Increase  or 

1916                                        Assns  sma                                         1916  (D)  decrease 

$31,060  74     cash $17,418  21  D  $13,642  53 

1,959  68    Accounts  receivable  from  City  of  New 

York   (for  gas) 2,888  26  428  58 

9,301  06     Consumers'  accounts  receivable 9,813  79  511  84 

5,232  48     Other  accounts  receivable. : 12,430  02  7,197  59 

807  67     Prepayments 764  39  D           43  28 

12,694  10     Materials  and  suppUes 16,216  34  8,522  24 

2,877  85     Real   estate   and   other   miscellaneous 

investments 8,104 18  226  88 

1,401,499  11     *'  FUed  Capital,  Dec.  31,  1908  " 1,396,398  61  D      5,100  50 

800,838  66     Fixed  capital  installed  since  1908 460,953  07  70,114  41 

1^79B,SS7  77        Total  fixed  capital  (without  deduc- 
tion of  depreciation) 1^57^51  68  65,01S  91 

1,591 57     Other  suspense  v 626 12  D         965  45 

$1,857,86376         Total $1,920,112  99  $62,249  23 

LXABILTrnS  SXDB 

$1,245  48     Taxes  accrued   $1,325  29  $79  81 

150,000  00    Bills  payable  to  Consolidated  Gas  Co. 

—  due  on   demand 175,000  00  25,000  00 

20,853  56     Consumers'  deposits 23,070  99  2,217  43 

3,110  57    Accounts  payable  to  associated  com- 
panies                1,619  83  D      1,490  74 

25,014  74    Miscellaneous  accounts  payable -80,690  85  5,67611 

17,000  00     Interest  accrued  on  funded  debt 17,000  00     

3,901  88     Interest  accrued  on  unfunded  debt. ...           *  4,735  93  834  05 

538  04     Other  unfunded  debt 666  18  127  14 

816,000  00     First  mortgage  bonda 816,000  00     

74,225  34     Reserve  for  "  Contingency  "  * 86,840  85  '        12,615  51 

5,529  53     Reserve  for  rene#als  and  replacements 

—  plant  withdrawn  from  service*. .             6,901  45  1.371  92 
847  85     Fire  insurance  participation  reserve. .                674  18  326  33 

600,000  00     Common  stock   600,000  00     

140,096  77     Corporate  surplus 155,588  44  15,491  67 

$1,857,863  76         Total $1,920,112  99  $62,240  23 


Contingent  LiaWities. —  None. 


Valuation  of  Property  for  Purposes  of  Taxation 

Cost  to 
Valuation  as  of  June  80,  1916,  filed  by  respondent :        reproduce  new 

Real  property  outsidfe  streets  and  public  places..  $620  018  21 

Real  property  in  streets  —  tangible 446,SS4  51 

Intanffible  property,  exclusive  of  franchises 

Tangible  personal  property 223,969  93 

*  Includes  $889.84  due  the  Consolidated  Gas  Company. 

*  Bee  Depreciation,  page  612. 


Same  — 
present  value 

$620,018  21 

44G.884  51 

48,601  19 

223,959  93 
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New  Toxk  and  Queens  Oas  Company 
Valuation  of  Property  for  PurpOBoa  of  Tarnation  —  Concluded 

Assessed  valuation  for  1916  taxes: 

Real  property  outside  streets  and  public  places :  Amoost 

Land , |13,800  00 

Improvements 141,600  00 

Real  property  (tangible  and  intangible)  in  streets 450,00000 

DbTAII^   op   ASSSTS  and   LlABILXTiaS 

"  Fiated  Capital,  December  SI,  1908  '^ 


Real  estate,  etc 

Fixed  capital  not  separable. 

Mains 

Services 

Street  lamps 

Meters 

Meter  installations  , 

Tools 

Stable  equipment 

Arc  lamps , 

Office  fixtures 


Withdrawn 
during  year 

(6,100  50 


Book  cost 
Deo.  81,  1915 

$98,080  57 

1,022,407  52      

172,093  89     

51,351 93      

2.054 16     

37,244  89     


15,070  93 

1,637  67 

615  00 

2,160  75 

2,272  80 


Book  cost 
Dec.  31. 191 ''. 

$88*589  07 

1,022,407  52 

172.993  89 

51,351 93 

2,054  16 

37,244  89 

15,070  93 

1,637  67 

615  00 

2,160  75 

2,272  80 


Total $1,401,499 11         $5,100  50      $1,396,398  61 


Fimed  Capital  InetaUed  since  December  81,  1908 


UartAUMD  DUBINO  TBAB 


Additions 
and 
TTTLn  or  ACCOUNT  betterments 

Land  occupied  by  gas  works...  $13  26 

General  equipment   589  16 

Works  and  station  structures. . .  14,321  02 

Holders    15,924  48 

Furnaces,  boilers  and  accessories  8,216  31 

Steam    engines    

Water  gas  sets  and  accessories.  173  09 

Purification  apparatus   60  00 

Accessory  equipment  at  works. .  19  25 

Trunk  lines  and  mains 11,829  44 

Gas   services    5,138  58 

Gas  meters 3,768  54 

Gas  meter  installation 1,21.'>  96 

Gas  engines  and  appliances....  7,732  48 

Gas  tools  and  implements 

Gas   laboratory    equipment 

Engineering  and  superintendence 

Interest   during  construction . . . 


Renewals 
end 
r^laoementa     (deducted) 


Retired  or 
withdrawn 
during  ypar 


1.57  50 

41.5  93 

1,408  48 


$62  67 


806  60 


Total    $70.983  48 


Details  of  Expenditures  for  Improvements 


Sewer    , 

Governor  house 
Boiler  house  . . 
Oil  tank  wall  . 


Total  cash 

cost  to 

Dee.  31.  1916 

$20,630  90 

9.002  03 

22,194  58 

84,501 98 

10,510  SI 

2,641 51 

12,469  53 

12,720  86 

5,986  43 

140,856  90 

44.112  58 

40,351  22 

10,772  78 

41,517  21 

29191 

580  39 

1,408  48 

402  97 


$869  07     $460,953  07 


$540  08 
2.389  68 
7,135  38 
8,260  46 
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New  York  and  Qtte«BS  0«s  Comptay 

IhlaiU  oi  B»p€Kditur€a  for  ImprooanmU  — Concluded 

WeU     $862  a« 

Holders    15,924  48 

Boiler 8,066  31 

Trunk  lines  and  mains 11,829  44 

Gas  services   6,138  68 

Gas  meters : 

400  6-llsbt  regular 2,280  00 

29  46-llsht  regular 516  06 

16  lO-llgbt,  2  80-llght  and  2  lOOlight 284  06 

Meter  cocks    688  42 

Gas  meter  Installation 1,216  96 

Peerless  cabinets,  160   2,828  10 

Peerless  Juniors,  450 8,959  90 

No.  8  B  Westlngbouse  Triplex,  200 1,424  00 

EhiglneeHng  and  superintendence   1,408  48 

Miscellaneous  and  minor  Items 1,741  83 


Total    $70,983  48 


Equipment  Retired  during  the  Tear. —  Gas  meters  and  cocks,  $62Ji7 ;  gas  arcs, 
1634.76;  gas  appUances,  $171.75;  boilers,  $3,000;  boiler  house,  $2,100.50;  total 
cost  credited  to  fixed  capital,  $5,969.57;  salvage  realised  from  sale,  $420;  charged 
to  renewals  and  replacements  'reserve,  $5,549.57. 

Miecettaneoua  Investments. —  Free  investments :  Fire  insurance  participation 
certificates,  par  value  and  book  cost,  $674.18 ;  interest  rate,  8  per  cent  per  annum ; 
income  accrued  during  year,  $20.23.  Ileal,  estate  mortgage,  date  of  maturity, 
November  8,  1918,  par  value  and  book  cost,  $400;  interest  rate,  6  per  cent  per 
annum ;  Income  accrued  during  the  year,  $28.60.  Bound  Investment :  New  York 
City  4%  per  cent  50-year  corporate  stock,  maturing  1962,  par  value,  $2,000  * ; 
actual  cost  and  amount  at  which  carried  on  books,  $2,030;  Income  accrued  during 
year,  $86;  total  par  value  of  investments,  $3,074.18 ;  total  book  value,  $3,104.18. 

Prepaifmente. —  Insurance,  $97.72 ;  gas  oil  pipe  line  rental,  $666.67  ;  total,  $764.39. 

Materials  and  Supplies. —  Steam  coal,  $757.58 ;  generator  fuel,  $4,100.10 ;  gas 
oil,  $3,830.95 ;  cast  iron  pipe  and  fittings,  $1,343.16 ;  gas  lamps,  $923.99 ;  stationery 
supplies,  $795.73;  sundry  gas  making  materials,  $1,229.16;  other  supplies, 
$3,235.67 ;  toUl,  $16,216.34: 

Becurities 

Common  First  mortgage 

PAaTZCUI.AKS  OF  STOCK  AND  FUNDED  OSBT  StOCk  bonds 

Nominal  date  of  Issue ■  August  1, 1904 

Date  of  maturity    August  1, 1934 

Interest  rate  and  dates 5%,  F.  &  A. 

Denomination   1  share  =  $100  $1,000 

Authorized  by  company $600,000  1,000,000 

By  public  authority 600,000  1,000,000 

Only  nominally  Issued   '. 184,000 

Actually  issued,  prior  to  year 600,000  816,000 

Cash  realised   156,380 

Property   consideration 600,000  659,620 

Actually    outstanding    600,000  816,000 

Interest  accrued  and  dividends  declared 40,800 

Interest  charged  to  income 40,800 

Interest  and  dividends  paid 40,800 

Interest  and  dividends  not  due 17,000 

Trustee  under  mortgage   Lincoln  Trust  Co. 


/Deposited  with  City  of  New  York  to  insure  the  annual  payment  for  the  use  of  aas 
oil  pipe  line. 
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Hew  Tok  and  Qoeeos  Gas  Company 

BiUa  and  AooawnU  (hoima  to  A99ooiated  OompomiM. — Coiuolidated  Gas  Co^  6 
per  cent  demand  notes;  advajiced  during  jear,  $25,000;  owing  at  end  of  year, 
9175,000;  interest  accrued,  $10,106Ji5 ;  interest  paid,  $0,217.21.  Open  accounts 
owing  at  close  of  year :  New  Yoric  and  Queens  Blectrlc  Light  and  Power  Co., 
$35.08;  New  Amsterdam  Gas  Co.,  $331.04;  Astoria  light.  Heat  and  Power  Co^ 
$23.05;  Standard  Gas  Light  Co.,  $307.78;  Consolidated  Gas  Co.,  $921.98;  total, 
■  $1,619.83. 

Oonsumert*  DepoHU.— At  beginning  of  year,  $20,858.56;  added  during  year, 
$6,278.31 ;  refunded  by  cash,  $1,003.10 ;  refunded  by  credits  to  consumers'  acooonts, 
$3,057.78;  balance  at  close  of  year,  $28,070.99.  For  number  of  deposits  see 
Table  XL. 

MiseelUmeouM  AooounU  Payable. — ^Advances  by  customers  for  mains,  $14,932.65; 
other  accounts  payable,  $15,758.20;  total,  $30,690.85. 

Taaes  Aecnied. —  See  schedule  supporting  Income  Statement. 

Other  Unfunded  De^t, —  Wages  accrued,  $619.88;  water  rates  accrued,  $4&-35; 

total,  $665.18. 

Reeervee 

Credit  balance         Credita  Debits        Credit  balasM 

Deo.  31,  1916      during  year       during  year      Dec  31. 1916 

Contingency*    $74,22584       $12,61661     $86,84085 

Renewals  and  replacements  — 
plant  withdrawn  from  serv- 
ice*       5,52953  7,56929         $6,1^37  6,90145 

Fire  insurance  participation . .  347  85  826  38     674  18 


INCOME  STATEMENT 

Rate  or 

M  ou.  ft.      sTerage    Net  amount  Ineraaee  or 
Operating  revenues  —  sale  of  gas :                 deUvered       price          for  year    (D)  deoreaae^ 

Municipal  street  lighting D  $4,SQi  37 

Lighting  municipal  buildings 1,817  |0.76        $1.862  90  D         74  S 

Prepaid  gas  76.262  1.00        76.26190  798  73 

Commercial  metered  Ughting 174,231  1.00       173.814  44        17,81fi  81 


Total 252.810       $251.489  24       $14.2K92 


Miscellaneous  revenues : 

Rent  of  gas  appliances 12,621  26  1,S9S  87 

Gas  merchandise  and  Jobbing  revenue '5,CT0  83  4,716  38 

Other  miscellaneous  revenue. ...• 880  82  46  H 


Total  operating  revenues $269,912  15       $20.294  77 


Operating  expenses : 

Gas  making  labor.. 

Boiler  fuel  

Generator  fuel  

Water  gas  oil 

Other  supplies  and  expenses. 
Repairs  at  works 


Centaper 

Moa.ft.« 

4.09 

$11,639  86 

$S.e76» 

8.10 

8,816  80 

933  53 

9.51 

27,092  46 

3,063  06 

18.72 

89,06114 

1,217  « 

1.23 

8,508  88 

666  16 

2.60 

7,188  84 

8U51 

Total  works  expense 84.16      $97,26198        $9,269  37 

Less  residuals  produced 0.01  86  00  6  90 


*  In  addition  to  this,  respondent  reports  interest  due  the  Consolidated  Gas  Co.  of 
$889.34. 

*  See  Depreciation,  page  512. 

^  Some  of  the  1915  figures  with  which  comparison  is  here  made  have  been  redassifled 
by  the  company. 

*  Receipts  from  sale  of  merchandise  and  from  Jobbing,  $16,508.76 ;  less  cost  of 
materials  sold,  $10,932.93. 

*  Ratios  for  net  cost  of  gas  in  holders  and  preceding  items  based  on  284,713  U 
ou.  ft.  of  gas  made ;  those  for  total  production  expenses  and  following  items  ob 
252,310  M  cu.  ft.  sold. 
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/%__^..  ^      J   J  J  Cents  par    Net  amoont  InereMe  or 

Operating  expenBOB—  Concluded:  M  cu.  ft.»       for  year    (D)  deoreaae' 

Net  coat  of  gaa  in  holders 84.14  )  «y,  «k  ^  wio  ••«  « 

Total  production  expenses 88.9  \  ^*^  "  ^*^  " 

Traasmisaion    and   distribution 10.88  27,319  95  1.(16  91 

Municipal  street  lighting  0.02  69  03  D        3193 

ConunercUl  administration   5.17  13.048  53  883  42 

Promotion  of  bosiness 2.20  6.639  24  788  68 

General  ea^penses  (exclusive  of  depreciation) 9.G6  24,182  02  3.203  98 

Total    of   foregoing 66.81     1167.314  70      |16.124  98 

BenewaJs    and    replacements  —  plant    withdrawn 
from  service  (reserved)'^ 3.00         7.669  29  386  99 

Total    (including  amortisation) 69.31     1174.883  99      |15.5U  98 

Uncollectible   revenues   0.16  406  06    D       493  72 

Tax  accmala  6.29        13.867  00  814  11 

Total  of  expenses,  taxes,  etc 74.76     |188,647  07      |16,832  81 

Operating  income  a|H>licable  to  corporate  property $81. 266  OS        |4, 462  46 

Non-operating  income :  Interest  on  bonds,  |86 ;  on  mortgage, 
I28J0 118  60  28  60 

Gross  corporate  income $81.378  68        |4,490  96 

Deductions  from  gross  income :  Interest  on  funded  debt,  |40,- 
800;  on  advances  from  Consolidated  Gas  Co.,  $10,106.56;  on 
consumers'   deposits,   $1,806 68.21166         6,866  13 

Net  corporate  income  (corrected )>* $29,167  08   D  $1,366  17 

[Appropriation  of  net  corporate  income  for  "  (Contingency "  reserve,  |12,615.61. 
See  Corporate  Surphu.l " 

COBPOKATB  8UBPLU0  Amount 

Surplus,   December  31,    l9tS $140,096  77 

Balance  for  year  transferred  from  income  (corrected) 29,167  03 

Bad  debts   collected   87  27 

1169,861  07 

Appropriation  to  "  Contingency  "  reserve  ^ $12,615  51 ' 

Appropriation  to  employees  for  fklthful  and  efficient 

service    789  85 

Bad  debts  written  off 357  27 

Total  deductions  ' 18,762  68 

Surplus,  December  31,  1016 $155,58844 

^  See  note  7  on  preceding  page. 

*See  note  9  on  preceding  page. 

^  [Constituent  itmns  shown  above  were  computed  by  the  Bureau  of  Statistics 
and  Accounts.] 

"  [The  company  makes  no  charge  to  the  operating  expense  account  *•  general 
amortisation."  Instead  it  has  substituted  the  unauthorised  account  "  Renewals  and 
replacements  —  plant  withdrawn  from  service  "  for  which  concurrent  credit  is  made 
to  *'  Renewals  and  replacements  —  plant  withdrawn  from  service  *'  reserve.  See 
Depreciation,  page  512.  ^      ^^  -  —  ^ 

"The  company  reports  a  net  corporate  income  for  the  year  of  $16,651.52.     See 

note  13  bekyw.  .  ^  w    *k      ^  ^  ^ 

"  [Appropriations  for  "  Contingency  "  reported  by  the  company  as  deductions  from 

gross  Uicome  are   here  transferred   to  corporate  surplus  in  conformity  with  the 

accounting  classification  prescribed  by  the  Commission,   and  net  corporate  income 

corrected  accordingly.    See  also  Depreciation  on  page  61^. 
^See  note  18. 
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New  Y«fk  and  Qae«iis  Oas  Compaay 

OperaUnff  Eapenset. —  For  details,  see  Table  XXXV-B. 

Depreoj«tion.— The  Uniform  System  of  Accounts  prescribed  by  the  CommlssloB 
for  gas  companies  provides  that  operating  expenses  shall  Include  the  estimated 
amount  of  capital  consumed  which  is  defined  as  "the  amount  estimated  to  be 
necessary  to  cover  such  wear  and  tear  and  obsolescence  and  Inadequacy  as  have 
accrued  "  during  the  fiscal  period  in  the  tangible  fixed  capital,  and  "  such  portion 
of  the  life  of  intangible  fixed  capital  as  has  expired  ...  and  the  amount  esti- 
mated to  be  necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed 
by  extraordinary  casualties."  From  the  total  estimated  deterioration  during  the 
period  there  is  deducted  the  actual  amount  expended  in  repairs  and  the  remainder 
is  charged  to  the  account  "General  amortization"  which  has  been  provided  in 
opernting  expenses.  Amounts  charged  to  this  account  should  be  concurrentiy 
credited  to  "Accrued  Amortisation  of  Capital,"  the  official  titie  of  the  reserve  for 
depreciation,  etc.,  against  which  is  chargeable  such  flortton  of  the  matured  or 
realized  depreciation  as  has  accrued  since  the  establishment  of  the  reserve.  Under 
date  of  January  26,  1909,  this  company  filed  with  the  Commission  a  rule  of 
depreciation  which  provides  that  It  charge  12  cents  per  M  cubic  feet  of  gas  sold  to 
cover  "  entire  amortization,  including  current  repairs."  The  company's  procedure, 
however,  is  in  accordance  neither  with  this  rule  nor  with  the  requirements  of  the 
accounting  order. 

It   charges   an   account   "Renewals   and   replacements  —  plant   withdrawn   from 
service  "  with  3  cents  per  M  cu.  ft.  of  gas  sold  and  also  charges  an  account  "  Con- 
tingency "  with  5  cents  per  M  cu.  ft.  of  gas  sold.     Capital  retirements  are  charged 
to   the   reserve   "  Renewals    and    replacements  —  plant   withdrawn    from   service 
instead  of  to  the  prescribed  reserve  *' Accrued  amortization  of  capital." 

Following  the  decision  of  the  Commission  in  May,  1916,  to  subpoena  the  books 
of  account  of  certain  electrical  corporations  for  the  purpose  of  inquiring  into  their 
conformance  with  the  accounting  rules  prescribed  by  the  Commission,  various  ga« 
and  electrical  companies  asked  to  be  heard  on  their  applications  for  modification  of 
the  rules,  including  that  on  depreciation  (General  Amortization).  Informal  con- 
ferences have  been  in  progress,  report  of  which  may  be  found  in  the  Reports  of 
Decisions,  advance  sheets  for  March  and  June,  1917. 

Taaea 

Amount  Charged  to  Amount  Due  and 

CLASS  o»  TAX  of  Icvy  Income  paid  unpaid 

Land    .^28016  $28016  $28016     

Improvements  on  lands 2,916  96  2,916  96  2,916  96     

Special   franchise    .8,250  SO  8,250  30  8,250  30     

Gross  earnings,   State 1,325  29  1,325  29  1,245  48     

Federal 584  29  "584  29  584  29     


Total    $13,357  00       $13,357  00       $18,277  19 


•  •  •  • ' 


Uncollectible  Bim.—  Number  of  uncollectible  accounts,  101 ;  amount,  $700. 
Deposits  applied  thereto:  number,  46;  amount,  $270;  interest  on  deposits  applied, 
$23.92 ;  net  amount  charged  to  uncollectible  bills,  $406.08.  Amount  of  nncoUecUble 
bills  on  which  above  46  deposits  were  held,  $415.60. 

MISCBLLANBOUS  INFORMATION 

(J^^i^JT^  ^**^^*-- Water-gns  sets,  3;  total  24-hour  capacity,  2.750  M  cu.  ft. 
(»^  Table  II.)  ;  holders,  3;  total  capacity,  1,350  M  cu.  ft.  (See  Table  IV.) ;  for 
auxiliary  works  apparatus,  see  Table  III. 

Jf oins.— Transmission  pipe  line,  13,785  ft.;  no  change  during  year.     Distribution 

.Ko«il°L**  "^"^  "*'  ^^''  ^^'^^^^  "•  J  !»*«  within  year,  15.488  ft. ;  taken  up  or 
abandoned,  none.     (See  TaJMe  V.) 


havJ°b^n^JhSl2d^*lw5f2L*?"^*  interest  assumed  by  tiie  respondent  which  shonld 
own  cnarged  to  Other  contractual  deductions  from  gross  lnc<Hne. 


Abstbacts  of  Company  Returns  618 

New  Toik  md  Qveens  Gat  Compuiy 

8erv:ee9. —  flerrlce  pipe*  la  use  at  close  of  year,  7pO«8;  added  daring  jear,  271; 
removed,  none.     (See  Table  TI.) 

Met  erg. —  Number  of  consumers'  meters  In  service  at  close  of  year  (excluding 
326  set  but  locked  or  cut  out),  9,558 ;  Increase  during  year,  590;  number  owned  at 
close  of  year,  10,299;  bopght  during  year,  449;  retired,  6;  Increase  during  year, 
443.     (See  Tables  VII  and  VIII.) 

Gas  Made  amd  Bold  {cm.  ft.). -^ On  hand  at  beginning  of  year,  1,032,000;  made 
during  year,  284,713,000;  used  by  respondent,  1,996,300;  sold  to  public,  252,310,300; 
on  hand  at  close  of  year,  809,000;  unaccounted  for,  30,629,400. 

Materials  and  BssMnals. —  Gas  oil  Is  delivered  under  the  terms  of  a  contract 
made  with  the  CbnsoUdated  Gas  Company;  delivered  during  year,  1,231,199  gals.; 
coDtract  price,  3.09  cents  per  gal.    For  details  of  materials  consumed,  see  Table  IX. 

AeeidenU.—  See  Tables  XXV>XXIX. 

Bmplopees  and  Wages. —  Number  of  general  officers,  2 ;  total  compensation  during 
the  year,  ^5,002.08.  Number  of  all  other  employees,  second  week  In  December, 
full-time,  70;  part-time,  2.  Total  compensation  paid  to  officers  and  employees, 
$63,037.86.     See  Tables  XXX-XXXIV. 

Officers. —  President,  Hoses  Taylor ;  Vice-President,  L.  B.  Gawtry  ;  Secretary  and 
Manager,  M.  H.  Spear ;  Treasurer,  R.  A.  Carter. 

Directors. —  Moses  Taylor,  William  Rockefeller,  G.  B.  Cortelyou,  R.  A.  Carter, 
W.  B.  Addlcks,  J.  W.  SterUng,  N.  F.  Brady. 

ifoin  Business  Office. —  88  Main  street.  Flushing,  N.  Y. 

Report  verified  by  M.  B.  Spear,  General  Manager,  April  16,  1917. 


NEW  YORK  AND  RICHMOND  GAS  COMPANY 

History. —  Incorporated  July  13,  1901,  as  a  consolidation  of  the  New  York  and 
Richmond  Gas  Company  and  the  Richmond  County  Gas  lAght  Company.  The  Rich- 
mond County  Gas  Light  Company  was  organised  under  the  General  Corporation  Law, 
June  27,  1856.  The  New  York  and  Richmond  Gas  Company  (the  original  company 
of  that  name)  was  organized  under  the  Transportation  Corporations  Law,  June  17, 
1901,  and  on  July  1,  1901,  merged-  with  the  Consumers'  Gas  Light  Company,  which 
latter  company  was  organized  under  the  General  Corporation  Law,  March  3,  1887. 

The  respondent  Is  the  only  company  supplying  gas  In  the  Boropgh  of  Richmond 
(1st,  2d,  3d  and  4th  wards). 

Btockholders  and  Members.^-  Number,  October  18,  1916,  20 ;  of  whom  10,  holding 
14,799  votes,  were  residents  of  New  York  State.  Total  voting  power,  number  of 
shares,  15,000,  of  $100  par  value  each.  According  to  the  1008  report  the  ten  prin- 
cipal stockholders  were:  Forrest  and  Company,  4,750;  C.  C.  Knauf,  2,520;  M.  J. 
Dodsworth,  1,000 ;  Helen  L.  Shelton,  900 ;  Clyde  Notman,  755 ;  John  Hallett  Clark, 
629 ;  James  A.  Trowbridge,  331 ;  ElUston  P.  Morris,  300 ;  Frank  Hall,  230 ;  Ashley 
P.  Hunter,  200.  Votes  cast  at  last  general  meeting,  February  7,  1916,  8,531,  of 
which  M.  M.  Freeman  cast  1,248  on  behalf  of  himself;  J.  H.  Maloy  cast  122  on 
behalf  of  himself ;  C.  N.  Forrest  cast  105  on  behalf  of  himself  and  2,800  on  behalf  of 
other  members ;  W.  Hammond  cast  20  on  behalf  of  himself  and  4,230  on  behalf  of 
other  members;  F.  H.  Shelton  cast  5  and  F.  H.  Innes  1,.  each  on. his.  own  behalf. 

Important  Changes  during  the  Tear. —  No  additional  powers  or  franchises  were 
acquired ;  5.27  miles  of  new  mains  were  laid  and  a  vertical  exhauster  was  Installed. 
W.  B.  Walter  succeeded  J.  H.  Maloy  as  vice-president  on  August  31,  1916.     J.  H. 
Haloy  became  first  vice-president  oa  November  1,  1916. 
Vol.  Ill  — 17 
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December  SI* 
1915 

$74,894  80 

2,280  SI 

44.270  11 

1,664  46 

1,662  96 

39,634  86 

2,908,528  18 

347,786  80 

S,B66,Slk  93 

t7,t91  68 

8,tt9,02S  »S 

1,760  17 

216  26 


13,396,807  18 


13,203  91 

25,638  10 

18,272  95 

400 

12,500  00 

5,996  91 

196  61 

1,500,000  00 

4.855  25 

26,330  98 

1,500,000  00 

298,413  47 

18,896,307  18 


New  Tork  asd  Ricbmond  Gfts  Comptaj 
BALANCE    SHEBT 

December  81, 

▲MBT8  SIDB  1916 

Ca§h    $81,675  51 

Accounts  recelTable  from  City  of  New 

York   (for  gas) •     2,950  39 

Consumers*  accounts  receivable 67,465  83 

Other  special  deposits 84,098  79 

Prepayments 674  88 

Materials  and  supplies 60,958  67 

"Fixed  Capital,  Dec.  31,  1908*' 2,906,544  38 

Fixed  caplUl  Installed  since  1U08. . . .  308.679  20 

Total  fixed  capitnl  —  gross S,S05,B$S  58 

LeSB  accrued  amortlzat  on 4k,i89  09 

Total  fixed  capital  —  net 8, 861, 08 ^  k9 

Unamortized  debt  di:^count  and  expense  1,436  89 
Other     suspense  —  miscellaneous     ac- 
counts receivable 216  26 

Totel 13,490,456  61 

LIABtLrriES    BIDS 

Taxes  accrued   $3,424  83 

Consumers'  deposits   30,93a  99 

Miscellaneous  accounts  payable 14,538  82 

Dividends  declared   30,013  00 

Interest  accrued  on  funded  debt 12,500  00 

Interest  accrued  on  unfunded  debt...  7,057  84 

Other  unfunded  debt  —  wages  accrued  480  03 

Mortgage  bonds 1,500.000  00 

Casualties  and  Insurance  reserve 5,943  44 

Other  optional  reserves 25,588  61 

Common  stock 1,600,000  00 

Corporate  surplus 359,076  05 

ToUl 13,490,456  61 


fgnrfiiiMi  or 

(D)  deeresM 

$6,780  71 

670  08 

13,195  72 

32,434  33 

D         988  08 

11,318  71 

D      1,9S8  75 

50.892  40 

^8^08  «S 

16/HTkl 

88,061 1\ 

D         82328 

$95,149  4$ 

$220  92 

5,400  89 

D      3,734 13 

30.009  00 

1,000  93 

283  42 

1,088  19 

D         74237 

61,562  58 

$95,149  4S 

Cuntingent  LtadlUMes. —  None. 

ToUuaiion  of  Property  for  PurpoaOB  of  Tamatian 

Coetto 
reproduce  new 
Valuation  as  of  June  30,  1916,  filed  by  respondent : 

Real  property  outside  streets  and  public  places. . . .  $781,855  88 

Real  property  In  streets  —  tangible 452,222  59 

Intangible  property.  Including  franchises 

Tangible  personal  property 63,028  99 

Assessed  valuation  for  1916  taxes: 

Real  property  outside  streets  and  public  places : 

Land 

Improvements 

Corporate  real  property 

Real  property  (tangible  and  Intangible)  in  streets 

Personal  property 


Same  — 
present  Ttloe 

$557,117  27 
284,757  99 
N.% 
63,028  99 


Amount 

$25,275  00 

291,700  00 

5,000  00 

712,000  00 

10,00000 


Abstbaots  or  Coupakt  Ebtvbits 
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New  Toric  and  Sidunoiid  Gas  Conpany 

DsTAZU  or  Amitb  and  Liabilitibs 

Cfapitai,  Deoemher  91,  1908," — Balance,  December  81, 1916, 12,908,028.18; 
withdrawn  during  year :  2  horses,  f  5S5 ;  2  wagons,  |445  ;  harness,  |83  ;  boUer  stock, 
$635;  mains,  f  173.65 ;  meters,  1112.10;  total  withdrawals,  |1,983.7S;  balance, 
December  81,  1916,  12,906,644.88. 


Fimed  Oapiua  TnstaUed  $inoe  December  9U  1908 


IMSTALLBD  DURING  TEAR 


TCTLB  OV  ACCOVNT 

Land  occnpied  by  gas  works .... 

General  structures 

General  equipment  

Works  and  station  structures. . . 

Holders   

B^rnaces,  boilers  and  accessories 

Steam  engines  

Miscellaneous  power  plant  equip- 
ment     

Benches  and  retorts 

Water  gas  sets  and  accessories. . 

Purification  apparatus 

Accessory  equipment  at  works. . 

Trunk  lines  and  mains 

Gas  services 

Gas  meters 

Gas  meter  installation 

Gas  engines  and  appliances 

Gas  tools  and  implements 

Gas  laboratory  equipment 

Bnglneerlng  and  superintendence 


Additions 

and 
betterments 


Renewals 

and 
replacements 


Retired  or 

withdrawn 

during  year 

(deducted) 


13,297  33 
1,539  89 
2,016  01 
1,148  26 


16137 

2,306  68 
26.630  57 
8,209  91 
5,594  76 
1,544  39 

636  43 
299  02 
244  68 


|1,780  20         |2,0S6  00 


2.470  00 
180 


13  30 

12  00 


Total  cash 

cost  to 

Deo.  31. 1916 

$1,371  04 

9,480  38 

12,791  79 

14,329  24 

80,681  64 

8,880  85 

282  97 

2,446  77 

2,229  27 

9,486  68 

1,799  65 

11,914  11 

137.645  42 

89,548  83 

48.108  87 

15.109  36 
119  82 

2,105  77 
64811 
819  68 


Total ; 153,689  30         f  1,786  20         f 4,588  10     1398,679  20 


Details  of  Expenditurea  for  Property 

Office  furniture  and  equipment $466  63 

Motor  cars,  trucks  and  accessories 4,047  66 

Gasolene  storage  system  and  pump 669  19 

Steam  heating  system 652  23 

New  stack  for  1  and  2  boilers 1,078  79 

Well *   810  64 

Exhauster 2,306  68 

Power  tamper 621  76 

29-inch  outlet  on  relief  holder 1,749  82 

Trunk  lines  and  mains 26,630  67 

Gas  services 8,269  91 

Gas  meters 6,694  76 

Gas  meter  installation 1,644  89 

Engineering  and  superintendence 244  68 

Minor  projecto 1,108  09 

Total   f55,475  60 
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If  cw  Twk  tad  Bkhmiiml  Gas  Compuiy 
JVfulPfMfit  Retired  dttrino  the  Tear 


CLAM  or  ■QUXPIfSNT  BBTIRBO 

Motorcycle 

Ford  cars  • . 

Wagons  

Horses  and  harness 

Boiler  stock   

Conveyor  and  grab  bucket... 

Street  mains    

Gas  meters 

Gas  appliances • 


Number 
of  units 
retired 

1 

4 

2 

3 

1 

1 


7 
2 


Cost  of 

equipment 

retired 

1150  00 

1.64A  00 

445  00 

90S  00 

635  00 

2,470  00 

175  45 

125  40 

12  00 


AMOUNT  CKABOSD 


Recovered 

from  other        Accrued 

companies    amortisation 

150  00        f  100  00 


General 


600  00 

56  00 

280  00 

2,275  00 


1.046  00 

210  00 

408  00 

404  00 

195  00 

77  88 

75  65 

12  00 


$180  00 
130  00 
23100 

07  57 
41175 


Total 


10,566  85     $3,260  00     |2,618  53        $688  32 


Special  Deposits.— Dividend.   $30,013;   deposited  with   bid  for  manidpal  street 
lighting,  $32.81;  cash  Insurance  reserve,  $4,052.98;  total,  $34,098.70. 

Prepayments. —  Miscellaneous  accounts  payable  that  have  been  pro-rated,  $574^88. 


Materiais  and  Supplies 

On  hand  at 
doae  of  year 

Anthracite  coal  (long  tons) 38 

Generator  fuel  (long  tons) 1,578 

Gas  oil  (gallons) 33,457 

Iron  oxide    N.  R. 

Water  gas  tar  (gallons) 10,318 

Castiron  pipe  and  fittings 

Wrought  iron  pipe  and  fittings 

Gas  ranges  • 

Gas  lamps   N.  R. 

Gas  fixtures  N.  R. 

Meters 17 

Chestnut  coal 

Miscellaneous   supplies    

ToUl 


Average  cost 
per  unit* 

$3.10 

5.24 

.03% 


.02% 


Cost  of  quantitT 
o&  hand  at 
<dos3  of  3raar 

$116  97 

8,265  09 

1,113  98 

1,563  84 

487  95 

6,248  48 

6,950  €8 

0,361  49 

1.468  43 

2,059  4.-) 

72138 

220  44 

14,36639 

$60,063  57 


Unamortized  Debt  Diecovnt  and  Expense. —  On  $1,500,000  par  value,  first  mort- 
6  per  cent  bonds,  due  1921 : »  Method  of  extinguishment,  equal  charges  for 
11%  years;  unamortised  balance,  December  81,  1915,  $1,760.17;  amount  charged  to 
income  duHng  year,  $323.28 ;  unamortised  balance,  December  31,  1916,  $1,436.89. 

Securities 

Ffrst  mortgage 

PASTfCVLARS   OF  STOCK   AND  VUNDBD  DBBT  Common  Stook  boods 

Nominal  date  of  issue May  1, 1901 

Date  of  maturity May  1, 1921 

Interest,  rate  and  dates 6^,  M.  &  N. 

Denominations 1  shore  =  $100  $1 000 

Jkuthorlsed  by  company $1,500,000  $1,500,000 

By  public  authority 1,500.000  N.  R. 

*  Unit  cost  not  reported ;  calculations  made  by  Bureau  of  Statistics  and  Accounts 
of  this  Commission. 

« Includes  ranges,  water  heaters,  gas  steam  radlntors.  *»tc. 

■  See  Securities  below  for  particulars  of  funded  debt,  Including  discounts,  etc 
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New  Toric  and  Sidunoiid  Oas 

S^euriiiM — CcmdudtA 

PAancoLAas  ov  svock  and  pundbd  dibt  Common  stoek 

Actually  issued  prior  to  year 11,500,000 

Cash  realised  100,000 

Property  consideration ; 1,400,000 

Discount   

Actually  ontstandlniT   1,500.000 

Interest  accrued  and  dividends  declared 45,000 

Interest  charged  to  Income 

Interest  and  dividends  paid 14,001 

Interest  and  dividends  not  due 

Interest  and  dividends  matured  and  unpaid 80,013 

Market  price :  highest,  lowest,  last  sale 65  ;  N.  B. ;  05 

Trustees  under  mortgages  • 


First  mortcsiES 
bonds 

$1,500,000 

406,000 

1,020,400 

8,700 

1,600,000 

75,000 

76,000 

75,000 

12,500 

01 ;  N.  R. ;  96 
Central 
Trust  Co. 


Ofmaumen^  DepotlU. — ^At  beginning  of  year,  « $24,650.20;  added  daring  year, 
$11,890 ;  refunded  by  cash  In  whole  or  in  part,  $5,960 ;  refunded  by  credit  to  con- 
■umers'  accounts,  $155;  balance  at  close  of  year,  *  $29,925.20;  interest  accrued 
during  the  year,  $1.664.60 ;  interest  paid,  $603.67. 

MiteeUaneoua  AeeaunU  Payable, —  Unclaimed  wages,  $152.14;  oyer  and  short 
cash,  $205.61;  prepayment  meter  suspense,  $880.07;  other  accounts  payable, 
$18,791.00 ;  total,  $14,588.82. 

ToAet  Aeerued, —  See  schedule  supporting  Income  Statement. 


Credit  balanoe 
Deo.  31, 1915 

Aecmed  amortisation $27,291  68 

Casualties  and  insurance. . . .  4,855  25 

General 24,780  98 

Other  optional  (self  insurance)  1,600  00 

New  mains  refunding 


Credits 
during  year 

•  $19,465  94 


2,400  00 
1.552  12 


Debits 
during  year 

$2,618  63 

2,911  81 

688  32 
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Credit  balanoe 
Deo.  31. 1916 

$44,189  09 

1,943  44 

24,042  66 

4,000  00 

1,645  95 


INCOME  STATEMENT 


Operating  reyenues  —  sale  of  gas : 

Municipal  street  lighting 

Lighting  municipal  buildings... 

Municipal  heat  and  power 

Prepaid  gas  

Commercial  metered  lighting.... 


M  ou.  ft. 
delivered 

8,S14 

3,918 

262 

106.620 

801.877 


Rate  or 
average  prioe 

•  $0-76 

.76 

.75 

1.00 

1.00 


Total  sales 


413.991 


Miscellaneous  revenues: 

Rent  of  gas  appliances 

Gas  merchandise  and  Jobbing  revenue. 
Sale  of  residuals  and  by-products 


Net  amount 
for  year 

$2,485  66 

2,187  19 

196  46 

106,620  10 

801,876  70 


Increase  or 
(D)  decrease 

17  60 

234  86 

D  2040 

6,227  70 

81,809  20 


1412,366  11        187,768  96 


600 

D          1600 

•16.086  44 

6,242  78 

21,963  12 

14,682  99 

Total  (^lerating  revenues  $450.420  67 


9S7,669  78 


*T>oes  not  arree  with  the  balance  sheet.  Company  has  Improperly  excluded 
unclaimed  deposits. 

*  Calculated  by  Bureau  of  Statistics  from  figures  reported  by  company. 

•Receipts  from  sale  of  merchandise  and  ttom  Jobbing,  $53,293.99;  I«m  cost  of 
materials  sold,  $37,207.55. 
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New  Tork  aiid  Sicbmoad  Qtm  Compuiy 
iNCOiti  Statbmiivt  —  OaneUi4e4 


Operating  expenses: 

Qos  waking  labor  

Boiler  fuel  

Generator  fuel  

Gas  oil   

Other  supplies  and  expenses. 
Bcpairs  at  works  « 


Cents  pa* 
M  cu  ft.' 

3.14 

1.80 

7.33 

12.80 

1.64 

2.12 


Net  amoont 
for  year 

n4. 703  37 

8p438  62 

34,320  34 

68.9S4S7 

7.686  73 

10,002  36 


Total  works  expense 
Leas  residuals  produced 


28.83       $135,082  88 
2.79    Or.  13,064  66 


Net  cost  of  gas  in  holder 

Total  production  expenses 

Transmission  and  distribution 

Commercial  administration   

Promotion  of  business  

General  expenses  (excluding  items  below) 


26.04 
29.47 
8.41 
4.20 
1.61 
6.33 


Total  of  foregoing  , 

General  amortisation  (reserved)   .... 
Cost  of  manufacturing  residuals  sold. 
Besiduals  and  by-products  expense... 


Total   (including  amortization) 

Uncollectible  reTenues  

Tax  accruals  


49.92 

4.70 

6.23 

.07 


59.92 

.06 

6.91 


1121,998  23 

121,998  83 

34,807  80 

17,406  72 

6,264  68 

26,174  79 

1806.66122 

19.466  94 

21,666  71 

297  41 

1248, C80  28 

192  84 

24,449  99 


Total  of  expenses,  taxes,  etc. 


65.88       $272,722  61 


Operating  income  applicable  to  corporate  property $177,698  06 

Non-operating  income:  Miscellaneous  rent  revenues,  1363.50 ; 
interest  on  bank  balances,  $1,921.85;  sales  of  material. 
$34J8;  less  non-operating  revenue  deductions  (rent  ex- 
pense), $224.44  2.09669 


(D) 


$538  1] 

3U50 

4,126  67 

3.268  48 

47  92 

3.009  31 


$10.678  99 
6,292  63 

■$5.386  46 
6,386  46 
9,672  61 
817  46 
1.17617 
3.044  14 

00.006  91 

D     3.9n  17 

14.809  86 

D  6267 

$30.865  92 

D         1C3  44 

4,760  24 

$35,612  72 

$22.157  69 


174  79 


Gross  corporate  income  

Deductions  from  gross  Income:     Interest  on  funded  debt, 
$75,000;  on  consumers*  deposits,*  $1.^4.60;  amortization  of 
debt    discount  and  expense,  $323.28;  income  tax  on  bond 
coupons  assumed  by  company,  $232.75 


$179,793  66         $22,831  79 


77.220  63 


138  49 


Net  corporate  Income  $102,573  02 


$22,193  28 


CORPORAI*  SUBPLXJB 

Surplus,  December  81,  1915 

Credit  balance  for  year  transferred  from  income  account 

Bad  debts  collected 

Refund  of  Pennsylvania  State  tax  on  coal  purchased  between  July  1, 

1913,  and  May  28,  1916 

Adjustment  of  water  gas  tar  stock 


Amount 

$298,413  4T 

102,578  02 

11752 

655  28 
6,820  68 


ToUl $407,97997 


*  The  ratios  for  net  cost  of  gas  in  holder  and  preceding  Items  are  based  on  468.442 
M  cu.  ft.  made ;  those  for  total  production  expenses  and  following  items  on  413,991 
5  Staff Vf^^^  ***  pnbllc.    The  ratios  based  on  gas  sold  were  computed  by  the  Bureau 

•  Constituent  items  shown  above  were  computed  by  the  Bureau  of  Statlstlci. 
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Hew  Twk  md  Blrhi— id  Oas 

ooKFOBATi  Bxrmrum — Ccmduded  Amount 

Kzpoiaes  elseirliere  onproTlded  for  (donatlont) : |2,185  02 

DiTidends  declared  on  $1,600,000  common  itock,  payable 
1  per  cent  on  March  6,  and  2  per  cent  on  December  29, 

1916 46,000  00 

Bad  debts  written  off 847  64 

Bebatea  on  faat  meters 21 36 

Total  dednctions $48,008  92 

Snrplus,  December  81.  1916 $859,976  05 


Municipal  afreet  lAghiing. —  239  Welsbach  lamps  at  75  cents  per  M  en.  ft. ;  gas 
per  lamp  hour,  8^  en.  ft.  (3,962  lamp  honrs  per  year)  ;  total  consumption  for  the 
year,  3,314.180  en.  ft.;  amount  of  rerenue,  $2,485.66. 

Bale  of  ReHduaU  and  Bp-productM. —  See  Table  IX. 

OperaHnff  Bwpeneee, —  For  details,  see  Table  XXXT-B. 

Depree'MtUm. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission  for 
gas  companies  proiides  that  operating  expenses  shall  Include  the  estimated  amount 
of  capital  consumed  which  is  defined  as  "  the  amount  estimated  to  be  necessary  to 
corer  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  **  during 
the  fiscal  period  in  the  tangible  fixed  capital  and  "  such  portion  of  tbe  life  of  Intangible 
fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be  necessary  to 
provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraordinary  casualties." 
From  the  total  estimated  deterioration  during  the  period  there  Is  deducted  the  actual 
amount  expended  in  repairs,  and  the  remainder  Is  charged  to  tbe  account  "  General 
amortisation  *'  which  has  been  provided  In  operating  expenses.  Amounts  charged 
to  this  account  should  be  concurrently  credited  to  "Accrued  Amortisation  of  Capital  " 
which  is  the  ofllcial  title  of  the  reserve  for  depreciation,  etc.,  against  which  Is 
chargeable  such  portion  of  the  matured  or  realized  depreciation  as  has  accrued  since 
the  establishment  of  the  reserve.  Under  date  of  March  8,  1915,  this  company  filed 
with  the  Commission  a  rtfle  of  depreciation  which  provides  for  a  charge  to  *'  General 
Amortisation  —  Gas  '*  and  concurrent  credit  to  "Accrued  Amortisation  of  Capital  *' 
of  ten  cents  per  M  en.  ft.  el  gas  sold  [less  the  amount  of  actual  repairs]. 


Tawee 

Amount  Charged  to  Amount         Due  and 

GLASS  or  TAX                          of  levy  income  pctid            unpaid 

Land $538  36  $538  36  $538  36  

Improvements  on  lands 5,674  84  5,674  84  5,674  84  

Corporate  real  property 106  50  106  60  106  50  

Special  franchise 15,165  60  15,165  60  15,165  60  

Personal  property 213  00  213  00  213  00  

Gross  earnings,  state 1,967 11  2,251 69  1,967  11  

Federal  income   663  66  600  00  563  66  


Total $24,229  07       $24,449  99       $24,229  07 


VneoUect'JbU  Bills. —  Number  of  uncollectible  accounts,  268 ;  amount,  $1,222.68. 
Deposits  applied  thereto :  number,  27 ;  amount,  $160 ;  interest  on  deposits  applied, 
$22.80 ;  amount  charged  to  uncollectible  bills,  $192.34 ;  to  Surplue  —  bad  debts 
written  off,  $847.54. 

Bent  Revenues, —  Rent  of  apartments  in  ofllce  building,  $368.60 ;  expense  for  Janitor 
servloe,  minor  repairs,  etc,  $224.44 ;  net  revenue,  $189.06. 
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Hew  York  and  Richmond  Gat  Company 

MISCELLANEOUS  INFORMATION 

Works  and  Holders.^  Water-gaa  sets,  3 ;  total  capacity,  3.000  M  en.  ft ;  coal-sas 
workn.  total  daily  capacity,  500  M  cu.  ft.  (See  Table  II.)  Ho  dera.  4;  totil  cap^cty, 
1,465  M  cu.  ft.     (See  Table  IV.)     For  auxiliary  works  apparatus,  xee  Table  III. 

Main*, —  TranamissioD  pipe  line,  length  in  feet,  26,800 ;  no  increase  during  ycnr ; 
distribution  pipe  line,  611,310;  net  increase  during  year,  27,224.     (See  Table  V.) 

BerviceB. —  Service  pipes  available  at  dose  of  year,  12,231;  increase  daring  the 
year,  544.     (See  Table  VI.) 

Meien, —  Number  of  consumers*  meters  In  service  at  end  of  year  (excluding  445 
Bet,  but  locked  or  cut  out),  16,324;  net  increase  during  year,  972;  total  owned  at 
close  of  year,  17,222 ;  bought,  880 ;  retired,  7 ;  net  increase,  873.  (See  Tables  VII 
and  VIII.) 

Ooa  Made  and  Bold  {cu.  St,), —  On  hand  at  first  of  year,  1.236,000;  made  curing 
the  year,  468,441,860;  on  hand  at  close  of  year,  1.110,600;  used  by  respondent, 
2,240,500;  sold  to  public,  413,000,880;  unaccounted  for,  52.335,880.  (See  Tables 
VI-XIII.) 

MaieriaU  and  ReHduaHs. —  Contract  price  of  gas  oil,  3.325  cents  per  gallon; 
quantity  undelivered  December  81,  1916,  (approx.)  1,500,000  gallons.  For  det4ii:8  of 
materials  consumed,  see  Table  IX. 

Aecidentt.—  See  Tables  XXV-XXIX. 

Employees  and  Wages. —  Number  of  general  officers,  3 ;  total  compensation  during 
the  year,  $4,080.  Number  of  all  other  employees,  second  week  In  Decemb  r,  full-time, 
92 ;  part-time,  28.  Total  compensation  paid  to  officers  and  employees,  $06,245.74. 
(See  Tables  XXX-XXXIV.) 

OJBUcers. —  Pregldent  and  General  Manager,  Wm.  J.  Welsh;  First  Vice-President, 
Joseph  H.  Maloy  ;  Second  Vice-President,  W.  B.  Walker ;  Secretary  and  Treasurer, 
W.  Hammond ;  Assistant  Secretary  and  Counsel,  F.  H.  Innes ;  Auditors,  VoUum, 
Fernley,  Vollum  &  Rorer ;  Superintendent,  Wm.  McCIeary. 

Directors. —  B.  G.  Dawes,  G.  F.  Goodnow,  A.  B.  Hatcher,  F.  S.  Heath,  F.  H.  Innes, 
J.  C.  Mums,  W.  B.  Walter,  Wm.  J.  Welsh,  H.  M.  Work,  J.  H.  Maloy. 

Main  Business  Office. —  691  Bay  street,  Stapleton. 

Report  verified  by  John  Kohout,  Treasurer,  April  30,  1017. 


THE  NEW  YORK  EDISON  COMPANY 
(IjBSsib  of  the  Brush  Electric  Illdminatino  Coupant) 

History, —  Organised  >  [May  21,  1901],  under  the  Transportation  Corporations 
Law,  through  a  consolidation  agreement  (dated  May  1,  1901)  between  the  New 
York  Gas  and  Electric  Light,  Heat  and  Power  Company  and  tlie  Edison  Electric 
Illuminating  Company  of  New  York.  It  supplies  electric  light  and  power  in  the 
Boroughs  of  Manhattan  and  The  Bronx. 

The  company  exercises  sole  direct  control  through  stock  ownership  of  the  Con- 
solidated  Telegraph  and  Electrical  Subway  Company,  the  Edison  Light  and  Power 
Installation  Company,  and  the  Yonkers  Electric  Light  and  Power  Company.  Se« 
Miscellaneous  Investments, 

The  Consolidated  Gas  Company  of  New  York  upon  the  organisation  of  the  respond- 
ent acquired  the  right  to  exercise  the  major  part  of  the  voting  power  in  this  company 
and  on  December  81,  1916,  was  the  holder  of  record  of  602.918  out  of  659,534 
shares.* 

Stockholders  and  Members, —  Number  on  December  31,  1916,  16,  all  residents  of 
New  York  State,  holding  669,684  shares  of  $100  par  value  each.  Votes  cast  at  last 
general  meeting  on  February  8.  1916,  658,453;  by  Lewis  B.  Gawtry  658,425  (54,0f3 
on  behalf  of  himself,  * 602,918  on  behalf  of  corporate  members  and  3,604  on  behalf 
of  other  members)  ;  each  on  behalf  of  himself,  by  N.  F.  Brady,  10;  J.  W.  Lleb,  10; 
George  B.  Cortelyou,  7 ;  Thomas  E.  Murray,  1. 

Important  Changes  during  the  Year,-^  Real  estate  mortgages  of  $47,500  on  prop- 
erty at  177th  street  and  Monterey  avenue  and  at  454  West  27th  street  were  assumed 


*  [From  Consolidation  agreement  on  file.] 

*  [The  Consolidated  Gas  Company  reports  in  addition  ownership  of  56,616  shares 
representing  certificates  not  in  its  own  name.] 
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during  the  year,  and  mortgages  on  other  property  amounting  to  $20,000  were 
aaaanaed  and  retired. 

At  the  West  26th  Street  station  one  8,500  kw.  rotary  converter  set  purchased  in 
1913  was  Installed  and  placed  in  service  this  year.  At  the  103d  Street  station  two 
1.000  kw.  rotary  converter  sets  have  been  installed.  At  the  Gold  Street  station  one 
500  kw.  motor  generator  set  has  been  removed  and  one  1,000  kw.  rotary  converter  set 
installed.  At  the  Horatio  Street  substation  two  150  kw.  motor  generator  sets  have 
been  removed.  At  the  Fordham  substation  three  1,000  kw.  and  two  1,250  kw.  trans- 
formers have  been  removed. 

A  new  rotary  converter  substation  at  115-121  East  103d  street  has  been  erected  and 
placed  In  service.  Work  on  the  new  office  building  on  125th  street  is  practically 
finished  and  the  offices  will  be  ready  for  occupancy  early  in  1917.  The  entrance  and 
stairway  of  the  building  at  362  EUist  140th  street  have  been  flreproofed  and  enclosed. 

Real  estate  has  been  acquired  at  454  West  27th  street  for  an  addition  to  a  sub- 
station  ;  at  Tremont  and  Monterey  avenues,  as  a  site  for  an  office  building ;  at  435-443 
West  18th  street  for  tbe  erection  of  a  garage  and  at  123  Bast  108d  street  for  use  of 
the  underground  department. 

At  the  coal  storage  yard  in  Shady  side,  N.  J.,  the  filling  along  the  water  front  has 
made  available  a  plot  336  ft.  by  1,200  ft.  [The  company  states  that  when  the 
foundation  work  is  completed  and  the  coal  handling  apparatus  Installed,  this  will 
give  an  additional  coal  storage  capacity  of  175,000  tons.] 

Securities  acquired  during  the  year:  Consolidated  Telegraph  and  Electrical  Sob- 
way  Co.,  debenture  bonds,  1755.000;  Yonkers  Electric  Light  and  Power  Co.,  bills 
receivable,  130,000;  City  of  New  York,  4^  per  cent  gold  bonds  (par  value,  |6.000), 
^6,126.15;  American  Real  Estate  Co.,  certificate  of  deposit,  f  0,537.04 ;  insurance 
participation  certificates,  167,790.84  ;  miscellaneous  securities,  f  337.57.  Securities 
sold :  Consolidated  Telegraph  and  Electrical  Subway  Co.,  debenture  bonds,  12,083,000. 

Deposited  with  the  National  City  Co.,  during  the  year,  |4,000,000 ;  total  on  deposit 
at   close  of  the  year  18,500,000. 

Under  an  arrangement  concluded  within  the  year,  the  respondent  supplied  high 
tension  electric  current,  6,600-volt  8-pbase,  to  the  Brooklyn  Rapid  Transit  Co.  sub- 
station located  at  Center  and  Walker  streets.  Manhattan,  at  the  rate  of  1  cent  per 
kw.  hr. —  also  to  the  substations  located  at  Delancey  and  Essex  streets,  Manhattan, 
-and  Kent  and  Division  avenues,  Brooklyn,  at  the  rate  of  1%  cents  per  kw.  hr.  plus 
extra  charge  of  .01  cent  per  kw.  hr.  for  every  increase  of  one  per  cent  in  price  of  coal 
over  12.75  per  ton  delivered  each  month  Into  the  bunkers  of  respondent's  Duane 
Street  station.  Respondent  supplies  high  tension  electric  current,  6,600-volt,  3-phase, 
to  the  New  York  and  Queens  Electric  Light  and  Power  Co.  at  Vernon  avenue,  Long 
Island  City,  at  the  provisional  rate  of  1  cent  per  kw.  hr. ;  an  agreement  covering  this 
and  future  supply  had  not  been  consummated  at  the  end  of  the  year. 

No  additional  powers  or  franchises  were  acquired. 

BALANCE  SHEET 

December  31,  December  31,  Increase  or 

1915  ASSXTS  siDX  1916  (D)  decrease 

$5,146,064  51    Cash 11.992,552  62  D|3.153,611  80 

*1.3S135    Bills  receivable— time  185,304  40  133,923  06 

425,534  67   Accounts  receivable  from  City  of  New  York 

(for  electricity)    284,614  04  D    140,970  63 

1, 865.517  48    Consumers*  accounts  receivable 2, 285, 113  70  419, 596  22 ' 

282.942  01    Accounts  receivable  from  associated  com- 
panies   239.368  37  D      43,573  64 

180,30606    Other  accounts  receivable 250.106  68  69,797  61 

779.633  88    Interest  and  dividends  receivable «  819, 191  65  39,557  H 

94,306  00    Special    deposits    for   coupons    and    other 

charges 87.45000  D       6.855  00 

'4.522.113  00    Other  special  deposits 8,520.869  40  3.998»756  40 

6.658  45    Prepayments 13.543  83  6.890  88 

*  In  tbe  1815  balance  sheet  |4,500.000,  now  shown  as  "other  special  deposits  *' 
was  carried  as  "bills  receivable  —  time." 

*  See  note  25  on  page  531. 
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ThA  Hew  York  Bdifloa  Company 

Balance  Shbit — Oonoluded 

December  31,  December  81,      Ujoreiie  or 

1915                                            ABBBTBUDB— CondiMM  1916  (D)clecreaae 

|2,438,2&2  90    Materials   and   supplies t $2,200.22168  D  |238,0S1  22 

1,^284.154  90    Stocks  of  associated  companies 1,294.154  90    

17,003.742  25    Advances  to  associated  companies 15.705,742  25  Dl,2y8»000  00 

1, 728.C36  16    Other  investment  securities 1. 812,427  78  83.791  CO 

102,210.786  19    "  Fixed  Capital,  Dec.  31.  1908 " 101.407,656  78  D    808,129  41 

29.671,718  87    Fixed  capital  installed  since  1908 31.447.882  24  1,776,163  37 

UlfSa^SOS  06         Total  fixed  capital  (without  deduction 

of  depreciation)    1«8,855.539  M  873,683  96 

30,000  00   Temporary   advances    to   associated   com- 
panies   1,700,00000  l,67O,00009 

809,038  63    Construction  work  in  progress 386,619  75  77,58112 

218.944  87    Other  suspense*  224,253  77  6.808  40 

1168,209.777  58          Total $170,807,072  82  $2,587,296  21 

UABZLmSS   BIOS 

$8,604,666  64    Taxes  accrued    $427,361  01  D$2. 177, 304  63 

682,511  74    Matured  funded  debt  unpaid 700.0U  74  17,500  00 

458,918  66    Consumers*   deposits    534.343  61  80,429  96 

140,760  63    Accounts  payable  to  associated  companies.  121,402  33  D     19.358  38 

282.513  59    Miscellaneous  accounts  payable 334,286  53  61.782  94 

•  505, 455  17    Interest  accrued  on  funded  debt 499, 037  67  D       6, 417  50 

•214.654  69    Interest  accrued  on  unfunded  debt '23,366  46  D    181.289  23 

Rent  accrued  for  lease  of  plant 3,97137  8,97137 

184,993  65    Other   rents    accrued 180,162  78  D       4,830  86 

89,3U57    Other  unfunded  debt 41,280  42  D     48,03115 

Funded  debt: 

88,076,000  00       Mortgage  bonds    38,076,000  00    

20.000  00       Miscellaneous 60,000  00  80,800  08 

3,500,000  00    Construction  advances  owing  to  associated 

companies 3,500,000  00    

Reserves : 

18,699,429  72       Contingency* 81, 671. 422  54  1,971.898  82 

462,151 80       Renewals      and      replacements  —  plant 

withdrawn  from  service 888,360  85  436,199  05 

186,337  75       Unamortized  premium   on  debt 180,676  75  D        5^66100 

148.488  76       Casualties  and  insurance  reserve 148,488  76    

823, 250  05       Other   optional   reserves,   incl.   suspense 

credit  balances    890,028  90  66,778  86 

66,953,717  00    Common  stock  *  65,953,717  00    

34.181,622  27    Corporate    surplus    86.573,155  18  2,391.532  92 

$168,209,777  68          Total    $170,807,072  88  $8,687,296  24 


Contingent  lAahilitiea.^  None. 


-*«I  ®#^?™*^^°*^.**"*  included  among  investments,  $146,492.50,  which  it  paid  for 
lo,.^ii„l^®  #^*i?«^«^y??**^  company,  the  Edison  Electric  lUumlnotlng  Co.  of  N.  Y.,  of  a 
?ftf^i7«-Mi?;  *^®!?5J '  ^^  P**"  l^^^^  o'  ^«  stock  is  here  deducted  from  the  capital 
wjrhit«"ii5  *°2  the  balance.  $117,138.50,  is  transferred  to  Suspense.  InvestmenU 
7SiK     "  reduced  by  the  total  of  $146,492.60. 

» si®  noE^S?^  ^^^  «^*%®«^  these  figures  from  what  were  reported  in  1015. 
oee  note  33  on  page  533. 

'see  Depreciation,  page  589. 
minatlnS  Co.^f"New  Torfc^''  '^'  conversion  of  stock  of  the  Edison  Electric  nio- 
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The  Hew  York  EdliOB  Company 

ValuaU<m  of  Property  for  Purpoaea  of  Tawatiom 

Cost  to  Same  — 

Yaluatfon  aa  of  June  30,  1916»  filed  by  respondent :               reproduce  new  present  value 

Real  property  outside  streets  and  public  places Not  reported  $108,591,083  00 

Real  property  in  streets  —  tangible Not  reported  20,165,587  00 

Intangible  property,  excluding  franchises 48.119,902  00 

Tangible  personal  property Not  reported  2,512.849  00 


Assessed  valuation  for  1916  taxes : 

Real  property  outside  streets  and  public  places  : 

LADd    

Improvements    

Real  -property    (tangible   and    intangible)     in 

streets    

Corporate  real  property 

Tangible  personal  property  


Borough  of  Borough  of  State  of 

Manhattan  The  bronz  New  Jersey 

13,247,100  00  1200,600  00  1346.540  00 

21.761  900  00  840,000  00  800,000  00 


42,203,800  00 

449,000  00 

1,000,000  00 


2,944.000  00 
66,000  00 


Dbtah^  of  Abssts  and  Dsbzt  Balancxs 
"Fixed  Capital,  December  SI,  1908" 


Book  oost 

Tnra  or  accx>unt  Dec  31,  1015 

Property  at  May  1,  1901 177.145,697  06 

Property  acquired  since  May  1,  1901 : 
Generating  plants : 

Land    537,26174 

BnlldlngB     3.419.220  33 

Steam  equipment  6,913,068  00 


Blectrical  equipment  , 

Miscellaneous  equipment   . 

Engineering   

Transmission  plants: 

Land   

Bnildings    

Elquipment 

General  structures : 

Storerooms  and  shops.... 

Coal  storage   plant 

Vandam  street  warehouse. 

Automobiles   

Furniture  and  fixtures 

Shop  and  t90l  equipment. 

Meters   

Transformers    

Arc  lamps  

City  lighting  posts 

Cables,  feeders  and  mains.. 

Service  wiring  

Service  connections   

Overhead  conductors  


869.040  07 

52,507  66 

487,779  43 

703,672  28 
2,015,148  90 
4,370,694  80 

43,167  60 

127,636  90 

45,278  98 

85,311  98 

72.686  86 

48.367  06 

888.760  76 

101,527  69 

124.617  60 

03.316  42 

3,637.670  97 

302.973  16 

1,097.736  31 

67.979  77 


Withdrawn 
during  year 

1111,024  «4 


28.460  60 

136,744  09 

31.968  87 


111  88 

7,974  n 


31,667  14 

10.964  87 
22,003  14 

226.680  16 

17,486  73 

Dr.    2,236  68 

9,624  06 

146,429  31 

1,38167 

16.824  96 

7,099  78 


Book  cost 
Deo  31,  1916 

177,084,672  44 


637,26174 
3,390,769  73 
5,776.328  91 

827.07120 
62.607  66 

487,779  48 

706,672  28 
2,016,032  02 
4.362,620  49 

43,167  60 
96,069  76 
a,278  98 
74.327  11 
60,683  78 
48,367  08 

662,070  61 
84.040  96 

126.864  28 

63,692  36 

3,491,241  66 

301,691  6R 

1,081.910  36 

60,879  99 


Total     6102,210,786  19 


$803,129  41     6101,407,666  78 
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TIm  Hew  Toric  Bdlioii  Oompaxiy 
Fimed  Capital  Jnttalled  Hnee  Deeemhw  SI,  1998 


TITLB  or  ACOOUMT 

Land  devoted  to  electric  operations 
Occupied  by  g^eneratlng  stations 
Occupied  by  outside  substations.. 
Other  land  

Organization   

General  structures   

General  equipment  

Power  plant  buildings 

Furnaces,  boilers  and  accessories... 

Steam  engines 

Turbo-generators 

Blectrtc  generators  

Accessory  electric  power  equipment 

Miscellaneous  power  plant  equip- 
ment   

Substation  buildings  

Substation  equipment  

Poles  and  fixtures 

Underground  conduits  

Transmission  system  

Distribution  system : 

a.  Orerhead 

b.  Edison  tube  

c.  Other  underground  

line  transformers  and  devices 

Electric  services  

Electric  meters   

Municipal  street  lighting  system.... 

Commercial  arc  lamps 

Electric  motors  and  heaters 

Electric  tools  and  Implements 

Itilectric  laboratory  equipment 

Engineering  and  superintendence.. 

Law  expenditures  during  construc- 
tion   

Miscellaneous  construction  exprndl- 
tures 


ZmTALLBD  DUBINO  TBAB 

Additions       Renewals 

and  and 

betterments  replaoements 


Retired  or 
withdrawn 
durins  yeair 
(d.duoted) 


$62,S6B  97 
93.i39  40 


79. 900  84 
96.064  70 
11,143  45 
22.074  60 


1.001  U 


12.255  95 

17.814  04 

13.190  72 

6.044  90 

Cr.     397  68 

343  68 


12.255  96 

12.724  39 

Dr.    158  63 

6,306  60 


Total  cash 

cost  to 

Dec.  31. 1916 

I7.9K7S 

240.754  39 

€78.873  39 

10.579  70 

558,75174 

814.61J>98 

1.896.307  44 

2,222,391  36 


75  00 


65.432  41 

698  12 

128.069  03 

132,466  08 

44.037  15 

387  06 

121,713  27 

77,  DO  41 

18.433  97 
361,134  08 

2,110  78 

351.943  09 

88), 211  93 

118,988  30 

171  21 

1.250  00 

738  23 


3,660  85 


611  32 


12.330  94 

26.376  08 

7.126  18 


1.296  00 

86.420  50 

3.748  73 


726  67       139.242  68 


6.040  81 
19.818  99 
49,776  26 

23.168  63 

6,971  86 


2,871  26 

5,760  88 
56,836  74 

1,846  55 

18.8S8  36 

254.737  04 

6.989  26 
26.098  33 


7.678  25 


l.»XK006  33 

178.143  77 

1,806,636  50 

60.806  28 

1.664.858  49 

6,730.635  39 

234.237  80 

S87  06 

1,866,796  27 

401.863  77 

1,017.373  05 

3,957.288  43 

171.009  45 

3,453.383  62 

1,967.090  3» 

936,812  24 

23,427  8S 

4.757  15 

6,793  21 

11,043  03 

221.466  26 

140  00 

19.211  42 


Total     |2,1€8.85G44      $195,248  88     $573,550  95    $31,413.374  42 


Fixed  Capital  Innfalled  since  DecemVer  31,  1908  —  Other  DcpartmentM. —  District 
steam  heating  —  tnniarlble,  cash  cost,  December  31.  1015,  f 46.898.82 ;  additions  and 
betterments,  f  1,095.13  ;  renewals  and  replacements,  $279.94  ;  withdrawn,  $13,766.07; 
cash  cost.  December  31,  1916.  134,507.87. 

Betterments  on  Leasehold  Properties'^ — "Fixed  Cap'tal,  December  91,  1998.^ — 
No  change  during  the  year;  balances  December  31,.  1916.  as  follows:  Property 
leased  from  the  Rector,  Church  Wardens  and  Vestrymen  of  Trinity  Church,  at  98 
Vrndam  street,  131,927.18;  at  92  Vandam  street.  |38,676.13 ;  property  leased  from 
New  Amsterdam  Gas  Co.,  at  41st  and  42d  streets  and  First  avenue,*^  |30,1<S2.08. 


^  Not  shown  separately  on  balance  sheet,  but  included  In  fixed  capitaL 
^  This  property  not  reported  as  leasehold  property  in  1916. 


Abstsaots  ov  Company  Bbtubns 


625 


Babnoeat    fnstalkwi     Betiied 
becinuing       during      during 
he  year    the  yew 


tegin 


year 


December 

Balanee 
at  eloM 
of  year 

IS.86179 


18,942  50     $1,768  75       142,796  13 


TIm  New  Tork  Bdiaoa  Compaay 

Bettermet^U  on  Leaeehold  Propertiee'*^  Fimed  CopiUa  tneUOted  ektee 

Sis  1908 
"LmmoM,  ▲ND  PnopntTT  Impbovid 

Rector,  cborch  wardens  and  yestrymen  of 
Trinity  Church: 

96  Vandam  street  13.85179 

92  Vandam  street  8.9U  20 

Woodbury  O.  Langdon: 

124  W.  42d  street 140,614  38 

New  Amsterdam  Gas  Co. : " 

40th  and  4l8t  streets  and  First  avenue....       8,9S7  98 

4Ut  and  42d  streets  and  First  avenue....     37,918  06 
Tonkers  Holding  Co. :  " 

151  B.  86th  street 17,946  46 

Estate  of  Hugh  J.  Grant : " 

862  B.  149th  street 7,937  75 

Third  Avenue  R.  R.  Co. :  >* 

218th  street  and  Ninth  avenue 2,924  71 

New  York  Railways  Co. :  " 

148  B.  26th  street 112^896  31 

Estate  of  Serena  Rhinelander :  ** 

104  E.  32d  street 16,442  41 


4,316  68 
531  75 


7,96121 


663  OO 


735 


487  20 


8.274  66 
38,449  83 

17,946  46 

15,391  76 

3,487  71 

112,906  66 

16,442  41 


Total 1353,40107    $17.312  49      $2,256  95     $368,467  61 


Details  of  Expenditurei  for  Property 
Land  and  buildings : 

454  W.  27th  street 

115-121  E.  103d  street 

435>443  W.  18th  street 

177th  street  and  Monterey  avenue ' 

Sundry  assessments   

Additions  and  alterations  to  structures : 

40th-41st  streets  snd  First  avenue 

124  W.  42d  street 

362  E.  140th  street 

177th  street  and  Monterey  avenue,  architects*  services. . . .  i 

13-15  E.  125th  street,  erection  of  S-story  offlce  building 

Sundry  minor  Jobs 

Additions  and  alterations  to  oiSce  equipment 

Safety  guards  on  shop  equipment 

Coal  storage  plant  at  Sbadyside  —  additional  equipment,  etc 

Additional  automobiles  and  replacements  of  parts 

Power  plants  at  First  avenue,  38th  to  40th  streets : 

Additions  and  alterations  to  structure 

Cinder  disposal  piping,  changes  and  connections 

Renewing  and  bettering  ash  downtakes  and  gates 

Changing  variable  speed  driver  on  stokers 

Tripping  toggles   

Four  sets  3-phase  resistors 

Installing  two  high  tension  feeders 

Connecting  two  25-cycle  feeders  with  reactance  coils 

Compartments,  pipe  runs  and  connections  for  bus  ground  trans- 
formers  

Sundry  minor  jobs 

>*  See  note  10  on  page  524. 

^  Betterments  on  these  leasehold  properties  were  not  reported  in  1016. 


$24,626  90 

87,631  42 

48,000  00 

50,439  40 

30165 

4,289  26 

1.758  75 

7,199  61 

500  00 

64,327  52 

1.825  80 

30115 

596  99 

80.922  05 

19,354  16 

21,915  29 
7,605  67 
8,613  20 
5,806  27 
8.173  8T 
3,600  00 
1,000  71 
2,502  66 

14,621  64 
8,188  76 
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TIm  New  Toric  Bdiflon  Oompuiy 

DetaiU  of  B9penditure$  for  Property  —  OoneludoS 

Power  plant  at  66  Dnane  street : 

Additions  and  alterations  to  stmctures $787  12 

Accessory  electric  equipment   1,148  81 

Power  plant  at  140th  street  and  Rider  avenue : 

Additions  and  alterations  to  structures 1,226  39 

Reconnecting  boiler  to  flue 986  17 

Two  46  k.  V.  a.  B.  R.  regulators 2,022  00 

Two  2600  k.  V.  a.  transformers 4,959  00 

'Number  nine,  4000  kw.  transformer  bank 2,527  20 

Aoto  charging  switchboard 783  71 

Rearrangement  of  relay  system 1,607  65 

Power  plant  at  218th  street  and  Ninth  avenue : 

Enclosure  for  oil  switch  compartments. 640 84 

Potential  transformer  compartments,  etc 2,521 82 

Power  plant  at  38  Qold  street,  renewing  battery  plates 1,727  45 

Power  plant  buildings,  sundry  minor  jobs 563  00 

Farnaces,  boilers  and  accessories,  sundry  minor  jobs 8,184  06 

Accessory  electric  power  equipment,  minor  Jobs  and  engineering  labor.  10,794  58 

Substation  at  59  Duane  street,  changing  swing  of  doors 56039 

Substation  at  814-316  W.  4l8t  street,  one  100>gallon  triplex  pump..  698  02 
Substation  at  114  W.  40th  street,  installing  plumbing,  closing  flooring, 

etc.     1,843  97 

Substation  at  116-117  W.  39th  street : 

Metal  partition  and  tile  floor 653  49 

Installing  winch,  partitions  and  sundry  pnint'ng 6,777  98 

Gooseneck  on  ventilating  pipe 1,941  31 

Two  centrifugal  pumps 262  18 

Substation  at  118-124  W.  53d  street: 

Installing  100-gallon  sump  pump 838  80 

Installing  one  8500-kw.  rotary  and  rearranging  equipment 14,859  12 

Substation  at  211  W.  84th  street,  concrete  sidewalk  and  curb 790  00 

Substation  at  115-121  B.  103d  street : 

New  structure   122,185  75 

Installing  three  1000  kw.  rotaries  and  equipment 39,436  12 

Substation  at  43  W.  26th  street,  additional  rotary  and  control  pipe 

runs    14,177  39 

Substations : 

Sundry  minor  structure  Jobs 2,6o2  08 

Installing  sundry  apparatus  and  cables 53,948  94 

Poles  and   fixtures 47,414  60 

Transmission  system    "Or.  16,802  64 

Distribution  system : 

Overhead   80,359  96 

Bdison  tube   32,492  08 

Other  underground   354,073  60 

Blectric  services    356,223  36 

Electric  meters    125,474  89 

Municipal  street  lighting  system 118,970  90 

Arc  lamps    ^ Cr.    25,927 12 

Electric  motors   " 1,250  00 

Electric  tools  and  implements 738  23 

Engineering  and   superlntendeiK-o 7,678  23 

Sundry  minor  Jobs 651  29 

Total    $1,788,554  37 


,  /« Charges,  140,002.68 :  credits  for  sale  of  high  tension  feeder  to  United  Electrie 
Ught  and  Power  COn  $56,895.82. 


Abstbaots  of  Company  Retubvb  527 

TIm  Hew  Toric  Bdlsos  Compui 
ConwtnietUm  Worh  in  Progreu 

Chargw    ChArces  dorins  Total 

DBscsipnoif  or  piiojacr  during  year  preoMinc  year     axpenditnet 

First  ayenne.  88th  and  SOtta  streets:  Re- 
locating carrent  tranaformers  and  repladng 

•Ingle    by    polyphase    meters;    assembling 

storage   battery  and   feed   for  control   clr- 

cnits ;    changes   to   ralres  In   boiler   room 

auxiliary     line    and    pump    room;    sundry 

minor  additions  and  alterations Mf010  99     $4,910  09 

First  ayenue,  30th  and  40th  streets :   Erecting 

two   Tulcan  soot  cleaners;  pipe  runs  snd 

connections  for  additional  relays ;  relocat- 
ing   current    transformers    and    replacing 

single  by  polyphase  meters;  alterations  to 

current    transformer    switches    on    control 

boards  ;  assembling  storage  battery  and  feed 

for  control  circuits ;  installing  T.  C.  460,000 

cable  on   feeders;   sundry  minor  additions 

and  alterations   21,652  37         |1,822  63         23,475  00 

Duane  street :  Rearranging  D.  C.  feeders ;  in- 
stalling    additional     current     and     sheath 

tranaformers  for  high  tension  feeders 9,696  06     9,696  06 

45-{Sl   W.   26th  street:     Rearranging  D.   C. 

feedera  entering  manhole 8,430  50     8,430  50 

83-43  Gold  street :    One  lOOO^kw.  rotary 10,736  88     10,736  88 

115-121    E.    103d   street:      InstalUng   feeder 

pipe  runs;  minor  equipment 19,646  61     19,646  61 

Park  avenue  and  189th  street :    Equipment  for 

four  commercial  feeders  1,424  36     1,424  36 

InsUlling  D.  C.  feeders  at  115-117  W.  39th 

street ;  118-124  W.  63d  street ;  151-153  E. 

39th  street ;  152  Clinton  street ;  148  E.  26th 

street   6,764  02     5,764  02 

Installing  sundry  equipment  and  connections 

for  subway  contractors  10,592  28  43  66         10,635  94 

Bhadyside    coal    storage:      Saltwater    lines. 

driveway,  etc 2,65145     2,65145 

City,  street  and  park  ligbUng 27,901  39        21,521 17        49,422  56 

Overhead   extensions    24.360 11  8,373  66        32,733  77 

Underground  low  tension  feeders  and  mains : 

Empire  Qty  system  14,600  67    Cr.  1,830  98         12,769  69 

Consolidated  subway    111,717  99         12,284  16       124,00216 

Underground  high  tension  feeders 6,087  66     6,087  56 

Services   42,230  59         17,224  12         69,464  71 

Miscellaneous    4,687  51  89  99  4,777  60 


Total , $327,091  34       |59,528  41     1386,619  76 


528        Public  Sebvicb  Commission  —  Fibst  Distbict 


Tbe  Hew  Tork  Bdlaoa 
Equipment  Retired  During  the  Tear 


Num- 
ber of 
unito 
CLAM  or  BQuiPMBNT  rbtiubd  retired 

Boilers 3 

Turbo-units 1 

Generators  (motor)   8 

Botarles  .  .• 6 

Transformers  (station)   S 

Electric  meters  >*30.628 

Bide  poclcets  in  coal  bunkers.  BMr^t  avenue, 

39th  and  40th  streets 

Condenser  tunnel  abandoned,  140tb  street 

and  Rider  avenue 

Bhadyside  storage  building,  etc 

Automobiles  and  parts 

Battery  renewals  

Line  transformers  **67 

Arc  lamps  .* 

Sundry  office  furniture  and  equipment 

Miscellaneous    equipment    at    generating 

stations  and   substations 

Street  conductors,  services,  street  lighting 

equipment 

Capital  in  other  departments 

W.  SlKh  street  equipment  charged  oflT  in 

1»14 

Bedudng  previous  charges  to  material  to 

•crap  value  

Total 


Cose  of 

equipment 

retired 

140,613  <2 

44,8u  ao 

U,462  so 

70,728  75 

10.106  21 

481,417  19 


AmooBt 
eharsed  to 
renewal! 
Amount  and 

of  salvage    replaoemenli 

10,760  OO       130.863  U 


480.963  12 
13.166  07 


7,700  00 

4,000  00 

10,750  00 

6.675  58 

272,997  66 


37,  m  20 
7.452  50 

60,976  75 
3,530  67 
.420  11 


12,600  00    12,600  00 

62.47137    62.4n37 

31.567  14  U.00O  00  19.567  II 

16.542  24  1,514  47  15,027  77 

12.11179    12,11179 

U, 083  28  1,660  85  9,422  43 

23,861  65  16.231  19  7,630  4<> 

29,455  66  250  M  29.205  65 

39.996  71  28.194  76  11.801  93 


258,729  89  280^233  23 

2,000  00  ^279  94 

8,675  86  Cr  8.675  8S 

Cr.  17,066  08  17,066  03 


61, 392. 446  43  "  9<33. 963  65      8746.996  66 


**  Exclusive  of  1.050  meters  and  3  transformers  sold  to  consumers  and  retired  from 
records  of  physical  property,  whereas  the  credits  to  fixed  capital  will  not  be  reflected 
in  the  accounting  records  until  11)17. 

^Charged  here  in  error.  Wnl  be  transferred  to  Surplus  in  1917.  Bemainder  of 
cost  of  equipment  retired    ($11,486.13)   charged  to  Surplus. 

"ConHiKt8  of  8221,246.32  cli&i'ged  to  Material  and  $412,717.33  ch&rged  to 
Accounts  receivable. 
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Abstracts  of  Company  Eetubists  631 

Th«  New  Tork  Edison  Com]Miiy 

BUU  and  Accounts  ReeHvable  from  Associated  Companies^' — (1)  Adyancea  to 
associated  companies :  Yonkers  Electric  Light  and  Pow«r  Co. :  amount  at  beginniog 
of  year,  $80,000 ;  advanced  during  year,  $100,000 ;  transferred  to  Miscellaneous 
Investments,  $30,000;  balance  at  close  of  year,  $100,000;  Interest  at  6  per  cent 
accmed  daring  the  year,  $2,229.51.  Consolidated  Telegraph  and  Electrical  Subway 
Co. :  advanced  daring  and  outstanding  at  close  of  year,  $1,600,000 ;  Interest  at  6 
per  cent  accmed  during  year,  $32,983.61. 

(2)  Accounts  receivable  from  associated  companies:  Consolidated  Gas  Co., 
$2,379.28 ;  Consolidated  Tel.  and  Blec.  Subway  Co.,  $59,855.98 ;  Edison  Light  and 
Powmr  Installation  Co.,  $3,227.46;  N.  Y.  and  Queens  Elee.  Light  and  Power  Co., 
$28,982.17 ;  Standard  Gas  Light  Co.,  $122.52 ;  United  Electric  Light  and  Power  Co., 
$71,213.06 ;  Westchester  Lighting  Co.,  $11,170.01 ;  Yonkers  Blec.  Light  and  Power 
Co.,  $62,017.94 ;  total,  $239,308.37.    No  Interest  charged  on  open  accounts. 

MioceUaneous  Accounts  Receivable, —  Empire  City  Subway  Co.,  estimated  allow- 
ance for  repairs  a||d  maintenance,  Edison  subways,  year  1016,  $54,000 ;  offsetting 
acconnta  payable  items,  $37,551.58 ;  merchandise  sold  to  employees,  $10,010.57 ; 
damage  and  other  claims,  $49,256.26;  rents,  $6,113.10;  merchandise  sold  and  work 
done,  $85,656.88 ;  work  In  progress  for  others,  $56,608.79 ;  total,  $250,105.68. 

Special  Deposits. —  Coupon  special  deposits,  $87,450 ;  deposited  with  City  of  N^w 
York,  $20,860.40;  special  deposit  with  the  National  City  Co.,  $8,500,000;  total, 
$8,608,310.40. 

Prepapments, —  Insurance,  $9,884.73;  rents,  $3,164.10;  subway  rent,  $1,006; 
total,  $18,648.83. 

Materials  and  Supplies 

Cost  of  quantity 
On  hand  at      Average  on  hand  at 

clos?  of  y:»ar     cost  per  unit      close  of  yoar 

Bituminous  coal  (long  tons) {>8.070  $2,935         $287,8n8 17 

Bituminous  coal  in  transit  (long  tons) 8.:aG  2.800  23,364  07 

Anthracite  coal  (long  tons) ^80  2.802  2,4C6  48 

Reels 40,520  70 

Arc  globes    :  5,813  68 

Incandescent  lamps,  carbon 11,620  81 

Incandescent  lamps,    tungsten 306,631  07 

Incandescent  lamps,  gem 10,087  15 

Carbons 1,872  87 

Poles 9,646  40 

CroBsarms 2,600  35 

Pins 843  24 

Brackets 114  45 

Insulators 8,551  97 

Copper  wire  and  cables 536,460  00 

Copper,  lead,  tin,  iron  and  steel 216,861  88 

Pipe  stock  and  fittings 67,198  93 

Stationery  and  stamped  envelopes 42,666  48 

Spare  armatures  and  parts 39,968  87 

Lubricants  and  waste 12,666  52 

Underground  tubing  and  material 42,774  22 

Station  operating  department  supplies 166,814  77 

Automobile  parts  and  supplies 42,328  34 

Spare  parts  and  apparatus  for  station  cocstnr-tlon 234,670.20 

Cement,  timber  and  miscellaneous 31,907  65 

Condenser  tubes 44,216  17 

Arc  light  posts  and  tubes 21,242  30 


Total $2,200,22168 


"There  was  also  Included  under  Interest  and  d'vidends  receivable  the  following 
from  associated  companies :  Yonkers  Electric  Light  nnd  Power  Co.,  $36,260.61 ; 
Consolidated  Telegraph  and  Electrical  Subway  Co.,  $009.001.23 ;  total,  $644,841.74. 
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Other  Bu9pe»8e, —  Cash  adTanced  to  employees,  $7,845  >  railroad  feeder  agreement 
with  Third  AveiiTie  Railway  Co.,**  $09,770.27;  premium  paid  on  $20,354  atodc  of 
Edison  Electric  IllumlnatiDg  Co.  of  New  York,"  $117,138.50 ;  total,  $224,253.77. 


Dbtails  or 


LiABiums  AifD  Gbbdr  BAUorcas 
Funded  Debt 


THS  77CW  TORS  OA8  AND  BLBC. 
UQHT,  HSAT  AND  rOWBR  CO. 


PABncTTLAas  or  fundbd  osbt 

Nominal  date  of  issne 

Date  of  maturity 

Interest,  rate  and  dates 

Denominations 

Authorized  by  company 

By  public  authority 

Actually  issued  

Issued  prior  to  year 

Cash  realised  

Property  consideration  

Actually  issued  during  year.... 

Property  consideration 

Reacquired  and  held  free 

Actually  outstanding  

Interest  accrued 

Interest  charged  to  income.... 

Interest  paid  

Interest  not  due 

Interest  matured  and  unpaid.. 
Market  price:  highest,  lowest. 
Trustees  under  mortgages.... 


First  mortgage 
bonds 

Dec.,  188S 

Dec,  1948 

5%,  J.  &  D. 

$1.000  00 

$16,000,000  00 

15,000,000  00 

15.000.000  00 

15,000.000  00 

•3.746,750  00 

(») 


Purchase 
money  bonds 

Feb.,  1899 

Feb.,  1949 

4%,  F.  &  A. 

$1,000  00 

$20,929,888  80 

20,929,888  89 

80.929,883  80 

20,929,888  80 


The  Edi9on 
Flco  nig. 

Co  of  New 
York  Brst  oons.  Real  eetete  *• 
mortgage  bonds    mortgaces 

May,  1896   1S14  and  lOlft 

1917  and  1919 

5  and  5^% 


July,  1995 
6%,  J.  &  J. 
$1.000  09 
$2,188,000  00 
2.188,000  00 
2,188.000  00 
2,188,000  00 


(») 


(») 


15.000,000  00 

750.000  00 

750,000  00 

768,875  00 

62,600  00 

7,400  00 

104%— 108 

Guar.  Trust 

Co. 


41.883  80 
20,888.000  00 
835,520  00 
836.520  00 
821,925  00 
348,133  32 
24.175  00 


2,188,0COO0 
100,400  00 
100.400  00 
110,975  00 

65,875  00 


87  —  83%  101%-lOOH 
Cent  Trust    Guar.  Trust 
Co.  Co. 


$60.000  00 
6O.0QO  00 
60^000  00 
fO^OOOO* 


20,000  00 
S0.0OO  OO 
90.900  00 


60.000  00 

2.287  50 

2.287  60 

1,860  00 

964  36 


Matured  Real  Batate  Mortgagee. —  Held  by  associated  companies :  New  Amsterdam 
Gas  Co.,  30-40th  street.  First  avenue  to  East  river,  $357,011.74.  Property  of  others : 
174  West  64th  street,  $8,500 ;  83-43  Gold  street,  $150,000 ;  259-61  W.  123d  street, 
$19,000 ;  107th  street  and  Amsterdam  avenue,  $24,000 ;  27-29  W.  16th  street,  $50.000 ; 
314-316  W.  41st  street,  $14.000 ;  147-149  B.  26th  street,  $40,000 ;  13-15  B.  125tli 
street,  $20,000;  454  W.  27th  street,  $17,500;  toUl,  $700,011.74. 

Capital  Btoeh, —  Common  (par  value  of  shares,  $100  each),  authorised  by  com- 
pany.** $66,849,400  (by  consolidation  agreement,  $45,200,0(X> ;  by  board  of  directors, 
$21,149,400)  ;  authorized   by  public  authority,   $66,101,755 ;  issued,*^  $65,953,400 ; 

"  [Represents  balance  of  respondent's  share  of  amount  expended  by  it  for  changing 
and  remodeling  the  old  high  tension  cables  of  the  Third  Avenue  Railway  Co.,  in 
accordance  with  the  terms  of  the  agreement  between  that  company  and  the 
respondent — 1915  report.] 

^  Reported  by  the  company  under  investments.    See  footnote  5  to  Balance  SheeC 

**  Mortgage  on  property  177th  street  and  Monterey  avenue,  $30,0()0,  and  mortgage 
on  13-15  East  12oth  street,  $20,000. 

*  Company  sold  $3,500,000  par  value  of  first  mortgage  bonds  for  $3,746,750  cash ; 
the  balance  of  the  flrot  mortgage,  purchase  money  and  consolidated  mortgage  bonds 
were  assumed  by  the  respondent  at  date  of  organization.  May  1,  1901. 

**  Includes  $148,355  reserved  for  conversion  of  $29^671  of  stock  of  the  BdisoB 
Electric  Illuminating  Co.  of  New  York  of  which  the  respondent  has  acquired  and 
holds  S29,354. 

»  [Nominal  dates  of  issue :  May  1,  1901,  $45,051,000 ;  June  10,  1910.  $4,812,000 ; 
December  16,  1910,  $790,400;  May  11,  1914,  $15,800,000.] 


Abst&acts  of  Company  Rbtcbns 


533 


TIm  Hew  Tork  Bdiioa  Compttiiy 

cash    realised,    $20,902,400;    other   property    considerations,    $45,051,000;    amount 
actually  outstanding,**  $65,053,717 ;  dividends  declared  and  paid,  $4,616,738. 

BUh  and  AecounU  Owing  to  Aaaoeiated  Oompaniea. —  Demand  loans :  Consolidated 
Gas  Company  of  N.  Y.,  $3,500,000 ;  interest  accrued  during  year,  $210,000 ;  interest 
paid  daring  the  year,  $210,048.74  ;  amount  owing  at  close  of  year,  including  $17,786.88 
Interest,  $3,517,786.88.  Open  accounts:  Consolidated  Gas  Co.  of  N.  Y.,  $6,742.32; 
Consolidated  Telegraph  and  Electrical  Subway  Co.,  $10,386.25 ;  United  Elec'ric  Light 
and  Power  Co.,  $103,973.80;  Standard  Gas  Light  Co.,  $4.40;  New  Amsterdam  Gas 
Co.,  $66.80;  Yonkers  Electric  Light  and  Power  Co.,  $278.76.  Total  of  open 
accounts  at  close  of  year,  $121,402.33.**    No  interest  is  paid  on  open  accounts. 

Cimaumera'  Deposits, —  At  beginning  of  year,  $453,913.55 ;  added  during  year, 
$300,525.76;  refunded  by  cash,  $177,228.60;  refunded  by  credits  to  consumers* 
accounts,  $42,867.20 ;  balance  at  close  of  year,  $534,343.51 ;  interest  paid  during  the 
year,  $17,366.60.    For  number  of  deposits,  see  Table  XL. 

MiseeUaneous  Accounts  Payable, —  Unclaimed  wages,  $3,354.18;  adTances  by  cus- 
tomen  for  services,  $1,719.47 ;  unclaimed  dividends,  $586.26 ;  unlocated  debtors 
and  creditors,  $4,119.62;  Manhattan  and  Bronx  exchange,  $595.70;  stockholders  of 
BMIson  Electric  Illuminating  Co.  of  N.  Y.,  $9,243.46;  sundry  creditors,  audited 
vonchers,  $314,677.84;  total,  $334,296.53. 

Ttwos  Accrued. —  See  schedule  supporting  Income  Statement. 

Other  Unfunded  Debt  {Including  Rents  Accrued). —  Wages  accrued,  $3,292.80; 
fvater  accrued,  $4,889.74 ;  rents  accrued,  $625 ;  subway  rent  accrued,  $180,162.70 ; 
federal  income  tax  deductions,  $1,184.52 ;  transportation  expense  accrued,  $6,383.72 ; 
(ttoreroom  expense  ac<:rued,  $20,122.42;  miscellaneous  expense  accrued,  $4,782.22; 
total,  $221,443.21. 

Reserves 


Credit  balance 
Dec.  31.  1915 

Contingency  ••  119.699,429  72 

Renewals  and  replacements  — 

plant  withdrawn  from  serv- 

ice»« 482,151  80 

Unamortized  premium  on  debt  186.337  75 

Insurance 148.488  76 

Insurance  participation  821,938  19 


Credits  Debits  Credit  balance 

during  year        during  year       Dec.  31.  1016 

$1,971,992  82    $21,671,422  54 


1,183.195  70 


$746.99«65 
5,66100 


67,790  84 


898,350  85 
180.676  75 
148,488  76 
889,729  03 


SuBpense  Credit  Balance, —  Difference  between  pnr  value,  $4,109.80,  and  actual 
money  coit,  $3,809.98,  of  reacquired  New  York  Gas  and  Electric  Light,  Heat  and 
Power  Company  purchase  money  bonds  and  scrip,  $299.87. 

INCOME    AND    SURPLUS    ACCOUNTS 

COMPADATIVa   CONDINSID    STATEMIXT,    1915    AND    1916 


Operating  revenues   

Operating  expenses   

Uncollectible  revenue 

Tax  accruals  

Total  revenue  deductions. 


1915 
$22,546,068  40 

$10,722.928  64 

88.151  61 

1,469,969  06 


Increase  or 
1916  (D)  decrease 

$24, 836, 449  89     $1, 790. 880  99 


$11,542,600  96    $819,672  32 

67.545  21  D   80.606  30 

1,849,559  85     880,190  79 


$12,280.449  21 


$13,449,706  08     $1,169,266  81 


**  Includes  stock  outstanding  of  the  Eriison  Electric  lUuminnting  Company  of  New 
York,  of  the  par  value  of  $317.  The  respondent  also  included  as  outstanding,  stock 
of  this  underlying  company  of  the  par  value  of  $29,354,  acquired  pursuant  to  a 
court  determination  from  stockholders  who  did  not  convert  their  shares  undfer  the 
consolidation  agreement  of  May  1.  1901.  The  consolidation  agret^ment  provided  that 
five  shares  of  stock  of  the  New  York  Edison  Company  was  exchangeable  for  one 
share  of  the  Edison  Electric  Illuminating  Compnny  and  there  was  also  payable  on 
the  shares  of  the  latter  company  a  proportion  of  the  surplus  of  that  company  at  the 
rate  of  $81.1632  per  share.    See  footnote  5  to  Balance  Sheet. 

"In  addition,  tne  New  Amsterdam  Gas  Company  held  matured  real  estate  mort- 
gages of  $357,011.74,  with  Interest  accrued  thereon  amounting  to  $1,487.55. 

"^See  DepTfioiati^m,  page  539. 
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The  New  York  Edison  Compeny 
IifcoMB  AND  SuspLUB  AccouNTB  —  CcndwUd 

CoMPARATiys  C0NDBX8BD  Statimsnt,  1015  AMD  1016 — Caiuiudtd 

Ineresae  or 
1015                           1016  (D)  deerewe 
Operating  income  applicable  to  cor- 
porate and  leased  properties 110.205.619  19          $10,886,743  r  1621.124  18 

Rent  deductions  1.535,943  77             1.648,987  08  63,043  31 

Operating  Income  applicable  to  cor- 
porate property    18,679,676  42            $9,237.756  29  I&58.0S0  87 

Non-operating  income   1,554.429  06             1,704.793  41  150,364  35 

Gross  corporate  income $10. 234, 104  48         $10.912, 549  70  $708,445  22 

Interest  deductions  2,046.62113             1.957,01106  D     80.610  07 

Net  corporate  income  $8,187.483  35           $8,085.538  64  $798.055  20 

Appropriation  for  contingencies....                 1.788,749  68             1,971,092  82  183,243  14 
Appropriation     to     employees     for 

faithful  and  efficient  service 76,165  61  76.165  61 

Surplus  for  year $6.39S.733  67           $6,037.380  21  $638,646  54 

Other  additions  to  surplus 447.949  19                  99,27175  D    348.677  44 

FreTious  surplus   32.091,342  80           34,181,622  27  2.090,279  38 

ToUl    $38,938,026  76           $41,218,274  23  $2,280,248  « 

Dividends     (on     $65,953,400     capital 

stock)    (6%%)  4.451.854  60    (7%)  4.616.738  00  164.883  50 

Other  deductions   304,548  98                 28,38104  D    276,167  94 

Surplus  at  close  of  year $34, 181. 622  27          $36,673. 155  10  $2, 391.633  92 


INCOME  STATBUBNT 

Quantity  Average  Net  amount  Increase  or 

Operating    revenues  ~  sale    of    elec-  (kw.  hours)  price  (cents)      for  year  (D)  deoreaoe" 

trie  current: 

Municipal  street  lighting  — arc D  $410,837  88 

Municipal    street    lighting  —  incan- 
descent         17.834.302  6.366  $067.076  33  620.883  21 

Lighting    municipal    buildings  ••... .      8.198,939  4.169  841.887  46  D          153  97 

Municipal  heat  and  power 366,410  6.000  21,984  08  1,660  44 

Miscellaneous     electric     revenue  — 

municipal*'     898.675  6.412  48.619  62  D     13,612  19 

U.   S.   Government  —  light 4,128,0C6  2.632  108.666  87  D       7.81137 

n.  S.  Government  —  power 37,414  6.000  2.244  39  272  66 

Commercial  metered  lighting 326,100,607  6.706  18,614.092  04  1.060.017  08 

Commercial  metered   power 34, 976. 486  7.042  2. 462. 994  03  338,676  43 

Railroad    corporations    103, 274 .150  .547  565, 110  72  D      18, 316  67 

Other    electrical    corporations 22,695,191  2.038  462.488  36  107.950  82 

Breakdown  service  2,756,440  6.412  176,766  56  13.013  83 

Miscellaneous  sales  of  current 20,394,578  1.843  873.902  36  64.196  87 

Total  sales  of  current 641,661,053  4.433    $24,086,800  76  $1,636.748  26 


"  Some  of  the  1915  figures  with  which  comparison  is  here  made  have  been  reclasal- 
fled  by  the  company. 

»•  Consists  of  retail,  2,654.890  kw.  hours,  $157.361.74 ;  wholesale.  5.544.039  kw. 
hours,  $184,525.72. 
"  High  pressure  fire  service. 
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Ikcoms  Statbmsnt— •CofiiiniMd 

Net  amount         Inereaae  or 
for  year  (D)  decrease* 

MlBcellaneoiis  operating  reyennes:    Rent  of  electric  ap- 

pUnnce^  ISO ;  electric  merchandise  and  jobbing  revenue,** 

16,691.87 ;  joint  electric  rent  reyenue,  $3,670.46 ;  other  mis- 

ceUaneooB  electric  reyenue,  |290,227.30 |900»689  6S        |163»632  7S 

Total  operating  reyenues |24,336»449  89     $1,790,880  99 

Cents  per 
Operating  ezpensea :  kw.  hour'* 

Power  plant  labor .071  $460,992  06  $13,819  86 

Fuel  for  power 803  1,929,074  14  183,443  11 

Otber  suppUes  and  expenses  ^ 029  181,906  76  77,61164 

Repairs 045  287.669  81  2,846  98 

Total  (generating)  station  expenses 448     $2,849,68176     «$276,520  68 

Blectrlcity  received  from  associated  companies...    818,009  63  49,418  06 

Total  production   expenses 676  $3,667,64139  $326,932  64 

Transmission  (and  electric  storage) 092  495, 483  66  12, 133  46 

Distribution 287  1.656,233  65  840,363  78 

Commercial  utilization   178  964,590  77  6,680  04 

Municipal  street  lighting 085  190,266  71  U,898  68 

Commercial  administration   130  706,78173  22,106  37 

Promotion  of  business 176  949,016  60  86.192  98 

Qeneral  expenses  ( excluding  depreciation ) 838  1, 830, 890  86  4. 429  67 

Total  of  foregoing 1.9U    $10,369.406  26        $709,726  41 

Renewals   and    replacements  —  plant    withdrawn 
from  service  (reserved)** 218      1,183,196  70         109.946  91 

Total    (including   nmortisatlon) 2.129  $11,542.600  96  $819.672  32 

UncoUectible  revenue   Oil  67,546  21  D     30,606  30 

Tax  accruals  341  1,849,660  86  880.190  79 

Subway  duct  rents 288  1,663,470  11  41,866  26 

Joint  fadUty  rents 922  92    

Miscellaneous  rents  007  36,988  06  21.188  06 

Total  of  expenses,  taxes,  etc 2.776    $15,051, 067  10     $1. 282, 800  12 

Rent  for  lease  of  Brush  Electric  Illuminating  Co.       .009  47. 666  00    

Total  of  foregoing  deductions 2.786     $15,098,693  10     $1,232,300  12 

Operating  Income  applicable  to  corporate  property $9, 237, 756  29        $558 .080  87 

Non-operating  income : 
Miscellaneous  rent  revenue:  80th  street  and  East  End 
avenue  leased  by  the  Electrical  Testing  Laboratories. 
$4,999.92;  97th  street  and  First  avenue  leased  by  the 
Consolidated  Tel.  and  Elec.  Subway  Co.,  $1,249.92 ;  other 
rents  and  adjustments.  $38,081.23 $44,281  07  $5,685  76 

*  See  note  85  on  preceding  page. 

**  Receipts  from  sale  of  merchandise  and  from  Jobbing.  |640.023.40 ;  cost  of 
materials  sold,  $648.23 1 .62. 

**  Ratios  for  total  station  expenses  and  preceding  Items  based  on  total  current 
generated.  686.098,898  kw.  hours ;  those  for  total  production  expenses  and  following 
Items,  on  current  sold,  641.661,068  kw.  hours. 

*  Includes  |9,486  for  rentals  chargeable  to  "  Municipal  rents  and  non-tax  charges," 
a  new  caption  employed  for  the  first  time  in  the  1916  report. 

^  Constituent  Items  shown  above  were  computed  by  the  Bureau  of  Statistics  and 
Accounts. 

'  The  comnany  makes  no  charge  to  the  operating  expense  account  **  General 
amortisation.'*  Instead  it  has  substituted  the  unauthorized  account  "  Renewals  and 
replacements  —  plant  withdrawn  from  service  **  for  which  concurrent  credit  is 
made  to  a  reserve  account  of  the  same  name.     See  Depreciation,  pap:e  539. 
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TIm  Hew  Yotk 
iNCOits  Statbmbii*  —  Conclu40d 

Net  amouBt      Inorease  or 
Hon-operating  Income  —  Concluded:  for  year       (Dj  dMreae.** 

Interest  tevenuee :  From  Coneolidated  Tel,  4  Elee.  Sub- 
way Co.,  |1478»267.09 :  from  Yonken  Elee.  light  and 

Power  Co.,  $68,484.13;  from  Empire  City  Subway  Cb., 

$46,140 ;  Interest  on  bonds  of  other  companies.  $4,683.0 ; 

on   Insurance  participation  certificates,  $26,611.87;   on 

consumers*  notes,  |l,4d9J9;  on  actlTe  bank  balances, 

$16,898.08;  on  specUl  depodt  with  National  Oty  Co., 

$287.1  &:.03  ;  discount  for  prepayment  of  taxes,  $12,857.46.  $1,602,648  IS  $106,532  60 
DiTidends  on  stocks:    Electrical  Testing  Laboratories, 

$8,887;    Edison    Light    and    Power    Installation    Co., 

$08,000 06,887  00  18,230  00 

Steam  sold  to  United  States  post  office «17,868  70   D      1,081  U 

$1,761,630  80         $1»,417  84 
Lett:    Rent  expense,  $20,880 Jl;  taxes,  $10,713.60;  uncol- 
lectible  rents,   $860.17;   steam   purchased   and   resold, 
$16,888.12 56,886  89    D     »,047  01 

Non-operating  income  $1,701,793  41        $150.864  35 

Gross  corporate  income $10,942,549  70        $708,446  22 

Deductions  from  gross  income : 
Interest  accrued  on  funded  debt,  $1,69(7.207.60;  on  con- 
sumers' deposits,  $17,366.60 ;  on  taxes  in  dispute,  $4,442.- 
98 ;  on  obligations  to  the  Consolidated  Gas  Co.,  $210,000 ; 

on  real  estate  mortgages    $33.654.98 $1,962,672  06    D    $89.610  07 

Amortisation  of  premium  on  debt Or.     5,66100    

Total  deductions   $1,967, OU  06    D   $89.610  07 

Net  corporate  income  (corrected)** $8,985.538  64        $798,065  29 


[Appropriations  of  net  corporate  income:    "  Contingency  '*  reserve,  $1,971,992.82; 

"to    employees   for   faithful    and    efficient    serrice,'*    $76,165.61.  See    Cer^porste 
Burplu9.]^ 

OOBPORATB  SURPLUS  Amount 

Surplus.  December  31.  1915 $34,181,622  27 

Balance  for  year  transferred  from  income  (corrected) 8,985,538  64 

Bad   debU   collected 1,(»0  72 

Balance  of  interest  collected  from  City  of  New  York  on  account  of 

claim  for  city  lighting  from  December,  1902  to  February  1,  1906. . .  98,241 03 

ToUl $43,266,43266 

Dividends,  7%-  on  $65,953,400 $4,616,738  00 

Appropriation  to  **  Contingency  "  reserve  • 1,971,992  82 

Appropriation  **  to  employees  for  faithful  and  efficient 
service  "  «    76,165  61 

■•  See  note  35  on  paire  ."^34. 

«  Rentals  to  City  of  New  York  of  $733.33  for  piping  steam  across  West  31st  street 
deducted  from  gross  selling  price. 

**  The  company  reports  a  net  corporate  income  for  the  year  of  $6.937,880.21 ;  see 
note  45. 

*  [Appropriations  for  "  Contingency  "  snd  "  to  employees  for  faithful  and  efldent 
service,*'  rei>orted  by  the  company  as  deductions  from  gross  inconew  are  here  trans- 
ferred to  corporate  surplus  in  conformity  with  the  accounting  classlflcatfott  preecrlbcd 
by  the  Commission,  and  net  corporate  income  corrected  aecordln^.]  See  also 
Depreciation, 

*  See  note  46. 
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Other  dedactlonfl:  Bent  of  space  in  Bowling  Green 
baildins  ^or  sobsUtlon,  1911  to  1015,  $5,924.21 ; 
adjuatmemt  of  bills  against  City  of  New  York,  1914 
and  1915,  $9,754.90 ;  loss  on  sale  to  U.  S.  GoTem- 
ment'of  steam  pipe  line  on  Slst  street,  $11,486.13 ; 
paid  dtjr  of  New  York  for  use  of  Slst  street  con- 


Amoirnt 


dolt,  f  1,116.80;  donations,  $100 


$28,381  04 


Total  deductions $6,693,177  47 


Borplsa,  December  31.  1916 $36,573,155  19 


Municipal  Street  Ughting^ 


BoKOUOH  or  Manhattam 
InoanAeseent 


25 
60 
lOO 
100 
200 
300 
800 
400 
400 
500 
750 


watt 
watt 
watt 
watt 
watt 
watt 
watt 
waU 
watt 
watt 
watt 


tungsten  . . 

tungsten  . . 

tungsten  . . 

tungsten  . . 

.(gas  filled) 
(gas  filled) 
(gas  filled) 
(gas  filled) 
(gas  filled) 
(gas  filled) 
(gas  filled), 
Are 


49  pairs. . 

■ 

177  pairs. 


460  watt 


Total 12,438 


BoaouQH  or  thb  Bronx 


Number 

Prieeper 

Amount  of 

CoDSumpdoa 

of  lamps 

year 

revenue 

(kw.  hours) 

864 

$24  601 

16 

22  50 

2,319 

25  00  to  24  26 

«1 

89  24 

2.487 
8,983 

43  00 
^201 

.$674,932  68 

18,227,112 

98  118  40  per  pair 

2,643 

75  80 

354  127  60  per  pair 

126 

85  00 

34 

107  00 

23 

Pree 

12,438 

$674,932  68 

13,227,112 

25  watt 
100  watt 

60  watt 
100  watt 
200  watt 
250  watt 
300  watt 
400  watt 
600  watt 


450  watt 


Incandeeeent 

tungsten 

tungsten 

(gss  filled) . . . 
(gas  filled) . . . 
(gss  filled) . . . 
(gas  filled) . . . 
(gas  filled). . . 
(gas  filled)... 
(gas  filled) . . . 


12 

$24  501 

369 

25  00  to  24  26 

72 

24  50 

6,574 

23  69  to  22  40 

112 

43  00 

.  $282,142  66 

100 

43  00 

56 

69  20 

1,820 

70  00 

4 

85  00 

4,607.190 


Are 


Pree 


Total 


9,120 


Grand  total 21,558 


$282,142  65         4,607,100 


$057,075  33       17.834,302 


**  Hours  burning  per  year,  3,050,  except  one  100-watt  incandescent  burning  24,  hours 
per  day. 
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Oontraota  and  Balea  According  to  Rate  CloMHfieaUon^ 

Number  of  Number  of  Kw.  hours  Amouixt  of 

Lighting  municipal  buildings :                consumers  meters  delivered  revenue  (net) 

Retail 616  2,654,899  $157,96174 

Wholesale    874  6,544.039  1M.626  72 

Municipal  heat  and  power 226  206,409  21,9S4  C3 

United  States  Government : 

Light 14  168,087  9,980  77 

Power 34  87.414  2,244  39 

Wholesale 36  3,969  979  98,675  1« 

Commercial  metered  lighting: 

General 168,442  196,876  2(M.062,2U  14,061,588  88 

Wholesale    548  2,972  122,006.427  4.560.123  33 

Electrical  show  64  65  6.394  Ifil  S2 

Prepayment  meters  216  216  27.476  2.198  01 

Commercial  metered  power: 

Motor 20.193  20.025  29.129.966  2.232.238  30 

Storage  battery   182  251  6.846.680  222 .€98  67 

Interior  fire  alarm  system 896  8,057  06 

Municipal  high  pressure  fire  service 8  898.575  48.619  (3 

Railroad  corporations  2  31  103,274.150  665,11072 

Other     electrical     corporations  —  high 

tension    8  12  18.662,436  246.288  79 

Other      electrical       corporations'—  ex- 
change account   437  690  4.082.756  217.199  57 

Breakdown  service  —  absorbed : 

General 223  266  1,534.920  U1.986  93 

Power 29  29  228.415  14.626  56 

Wholesale 6  6  846.004  38.525  SI 

Breakdown  service  —  not  absorbed  : 

Genera] 88  39  141.604  11,287  37 

Power 5  5  8.498  328  85 

Miscellaneous 9  88  20.394,573  273.902  36 

Total   191,293  222,826  523.826,751  $23,078.734  43 

Intercompany  Purchases,  Sales,  Etc.^ 

Average  Credit  to 

Supplied  to  Other  Companies  Kw.  hours  price  (cento)  revenue 

United  Elec.  Light  and  Power  Co  » 4,032,756  6.S8  $217,109  57 

United  Elec.  Light  and  Power  Co 9,667,0.«^0  1.25  120.838  11 

Tonkers  Elec.  Light  and  Power  Co.''^ 23.707  8.00  712  90 

Yonkers  Elec.  Light  and  Power  Co 6,804.300  1.50  102,064  oO 

Yonkers  Elec.  Light  and  Power  Co 2,110.310  1.00  21,103  19 

N.  Y.  &  Queens  Elec.  Light  and  Power  Co 67.000  1.00  570  00 

Total  electrical   companies 22,605.102  2.04  $462,488  36 

Third  Avenue  Railway  Co 101.517,850  .54  545.976  22 

Brooklyn  Rapid  Transit  Co 1,442.000  1.00  14.420  00 

Brooklyn  Rapid  Transit  Co 314,300  1.50  4.714  50 

Total 125.060.342  .81      $1,027,599  08 

Received  from  Other  Companies  Charge  to  expense 

United  Elec.  Light  &  Power  Co 55,025.100  1.25  $687,814  9>5 

United  Elec.  Light  &  Power  Co.*^ 2.537.834  5.13  130.214  00 

Total 57,563,033  1.4?  $818,028  95 

•  Except  municipal  strrot  llphtlng. 

••  High   tenRlon  current  cxcrpt  as  noted. 

"•Low  tension  current. 
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PoUUb  0/  Delivery  tmd  Points  of  MeoBurement  of  Electrie  Bnergy  Received  from  or 

Delivered  to  Other  Companies 

coiiVAjrr  Kind  of  eurrent      Point  of  delivery  and  meaBur 

Delivered  to:  ment 

United  Blec.  light  and  Power  Co....      Low  tension      Consumers*  premises 

United  Blec.  Light  and  Power  Co...*      High  tension     Bus   bars  of   respondent's 

waterside  stations 
Tonkers  Blec.  Li^t  and  Power  Co. . . .      Low  tension      Nine  arc  lamps  located  on 

Bronx  river  road 
Tonkers  Blec.  Light  and  Power  Co. . . .      High  tension     Consumers'  premises 
N.  Y.  &  Queens  Elec.  Lt.  and  Power  Co.     High  tension     Premises  of  Pa tk.McGovem 

Co.,  Long  Island  City 
Received  from : 

United  Elec.  Light  and  Power  Co Low  tension      Consumers*  premises 

United  Elec.  Light  and  Power  Co High  tension     Bus  bars,  seller's  station 

Joint  FaeiUtiee  and  Arrangements. —  Oables  across  Brooklyn  Bridge,  charged  to 
Bdison  Electric  Illuminating  Co.  of  Brooklyn,  $3,481.45.  Credited  to  Joint  electric 
rent  revenue,  $746.04;  to  Joint  operating  expense,  $2,364.34;  to  taxes,  $371.07. 
Cables  20l8t  street  to  Mt.  Vernon  and  cable  bouse  Harlem  river,  opposite  209th. 
street,  $8,286.56  and  $237.71,  respectively,  charged  to  United  Electric  Light  and 
Power  Co.,  $8,523.26.  Credited  to  Joint  electric  rent  revenue,  $2,002.28;  to  Joint 
operating  expense,  $5,558.17 ;  to  transmission  subway  rent,  $62.81.  Sundry  facilities 
charged  to  other  companies,  $22.14.    Credited  to  Joint  electric  rent  revenue,  $22.14. 

Cables  across  Queensboro  Bridge,  charged  by  United  Electric  Light  and  Power  Co., 
$3,600.  Charged  to  expense,  $1,028.16 ;  to  Joint  facllitltf  rents,  $022  92 ;  to  trans- 
mission subway  rent,  $1,648.92.  Cables  on  Bronx  river  road,  charged  by  Yonkers 
Electric  Light  and  Power  Co.,  $8,840.76.  Credited  to  Joint  operating  expense, 
$3,840.76. 

Operating  Ewpenses. —  For  details  see  Table  XXXYI-B. 

Depreciation, —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission 
for  electrical  companies  provides  that  operating  expenses  shall  Include  the  estimated 
amount  of  capital  consumed  which  is  defined  as  **  the  amount  estimated  to  be  neces^ 
sary  to  cover  such  wear  and  tear  and  obsolescence  and  Inadequacy  as  have  accrued  *' 
daring  the  fiscal  period  in  the  tangible  fixed  caj^ltal,  and  **  such  portion  of  the  life 
of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  bo 
necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraordinary 
casualties.**  From  the  total  estimated  deterioration  during  the  period  there  is 
deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to  the 
account  "  General  amortisation  '*  which  has  been  provided  in  operating  expenses. 
Amounts  charged  to  this  account  should  be  concurrently  credited  to  "Accrued 
amortization  of  capital,*'  the  official  title  of  the  reserve  for  depreciation,  etc.,  against 
which  is  chargeable  such  portion  of  the  matured  or  realised  depreciation  as  has 
accrued  since  the  establishment  of  the  reserve.  Under  date  of  January  21,  1900, 
this  company  filed  with  the  Commission  a  rule  of  depreciation  which  provides  for  a 
charge  to  "  General  amortisation  —  electric "  and  concurrent  credit  to  "Accrued 
amortization  of  capital**  of  1.4  cents  per  kw.  hour  sold  to  general  consumers,  less 
the  amounts  charged  to  the  various  repair  accounts.  The  company's  procedure, 
however,  is  in  accordance  neither  with  this  rule  nor  with  the  requirements  of  the 
accounting  order.  It  charges  an  account  "  Renewals  and  replacements  —  plant 
withdrawn  from  service  "  with  three-tenths  of  one  cent  per  kw.  hr.  of  electric  current 
sold  to  general  consumers  and  also  charges  an  account  "  Contingency  *'  with  five- 
tenths  of  one  cent  per  kw.  hr.  of  electric  current  sold  to  general  consumers.  Capital 
retirements  are  charged  to  the  reserve  "  Renewals  and  replacements  —  plant  with- 
drawn from  service"  instead  of  to  the  prescribed  reserve  "Accrued  amortization  of 
capital." 

BV>llowing  the  decision  of  the  Commission  in  May,  1016,  to  subpoena  the  books 
of  account  of  certain  electrical  corporations  for  the  purpose  of  inquiring  Into  their 
conformance  with  the  accounting  rules  prescribed  by  the  Commission,  various  gas 
and  electrical  companies  asked  to  be  heard  on  their  applications  for  modification  of 
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th«  rales,  Indudlnsr  that  on  depredation    (Oenentl  Amortisation).     Informal   con- 
ferences hare  been  in  progress,  report  of  which  may  be  found  In  the  Reports  of 
Decisions,  adyanco  sheets  for  March  and  Jnne,  1917. 


Taxes 


Amount 

cxjkss  or  TAX  of  levy 

Operating : 

Lands    $69,413  38 

ImproTements  on  lands.  460,682  76 

Real  estate,  New  Jersey*^  16,461  27 

Corporate  real  property  10,436  50 

Special  franchise "  922,863  32 

Personal    20,400  00 

Gross  earnings,    State.  118,894  84 

Dividends,  State   59,358  06 

Federal    income    (estl* 

mated)    150,000  00 

Federal,   other"    10,255  74 

Non-operating : 

Lands    1,020  00 

Improvements  on  lands  816  00 

Corporate  real  property  81  60 

Gross  earnings 8,796  09 


Charged  to 
income 


Amoont 
paid 


Dae  and 
unpaid 


$60,413  38  $69,413  38      

460,682  76  460,682  76      

16,461  27  16,461  27      

10,436  .'^O  10,436 .50      

"  922.863  32    »  3,023.825  56  «  $S0,riC8  So 

20,400  00  20,400  00      

118,894  84  229,819  91      

59,358  06  84.207  09      

••  161.165  06  96,165  05      

10,255  74  9,686  71      

1.020  00  1,020  00      

816  00  816  00     

8160  8160      

8.796  09  14,843  41      


Total    $1,849,479  56      $1,860,644  61      $4,037,940  24       $80,068  So 


Uncollectible  Bills, —  Number  of  uncollectible  accounts,  9,592 ;  amount,  $76,447.49. 
Deposits  and  interest  tbereon  applied  thereto:  number,  5;  amount,  $140.02. 
Recoveries :  cash.  $11,981.88 ;  notes,  $608.29 ;  securities.  $1.934.61 ;  charged  back  to 
tungsten  wiring  suspense,  $4.237.48 ;  net  amount  charged  to  uncollectible  bills. 
$57,545.21. 

Rent  Reventtee, —  Credited  to  Miscellaneous  rent  revenues:  Consolidated  Tele> 
graph  and  Electrical  Subway  Co.,  97th  street  and  First  avenue,  $1,249.92;  sundry 
leasees.  33-43  Gold  street,  $17,506.20;  vacant  lot,  38  Gold  street,  $300;  Blm  and 
Duane  streets.  $17,602.01 ;  various  properties.  $7,622.94 ;  total.  $44.261.07 ;  expoises, 
$29.689.91 ;  taxes.  $1,836 ;  uncollectible  accounts.  $350.17. 

Rent  Charges. —  Charged  to  Subway  duct  rents:  Consolidated  Telegraph  and 
Electrical  Subway  Co.,  7,576,772.15  duct  feet  of  transmission  and  distribution  oon* 
dults.  $1.343,615.42 ;  Empire  City  Subway  Co..  1,288,863.21  duct  feet  of  distribution 
conduits,  $210,162.79;  Consolidated  Gas  Co.,  pipe  and  cable  culvert,  $426.88: 
United  Electric  Light  and  Power  Co..  share  of  subway  rental  of  cable  used  jointly. 
$1,586.11;  City  of  New  York,  space  for  cable  on  Brooklyn  bridge,  $3,000 ;  other  rents. 
$68.06;  Third  Avenue  Railway  Co..  25.835.50  duct  feet  of  distribution  conduit. 
$4,662.06;  sundry  owners,  for  various  purposes  (net),  $58.19;  total.  $1,563,470.11. 
Charged  to  Miscellaneous  rents:  New  Amsterdam  Gas  Co.,  property  40th«41st 
streets.  First  avenue  to  East  river,  $21,188.05 ;  other  owners,  ground  rent  at  92-98 
Vandam  street,  $3,750 ;  at  124  W.  42d  street,  $12,000 ;  total.  $36,938.06.  Charge<l 
to  Miscellaneous  non-operating  expense :  City  of  New  Tork,  pipe  and  conduit  across 
31st  street,  $733.33.  Charged  to  Materials  and  supplies.  City  of  New  Tork.  bulkhead 
foot  of  East  41st  street,  $82.50 ;  New  Amsterdam  Gas  Co.,  property  40th-^lBt  streets. 
Ist  avenue  to  East  river,  $446.94;  total,   $529.44.     Charged  to  Storeroom  or   tt> 

■^  Tax  on  land  and  improvements  at  coal  storage  plant,  Shadyslde,  N.  J. 

?  Includes  $371.07  billed  to  Brooklyn  Edison  Co. 

**  Includes  taxes  of  prior  years. 

•«  Estimate  for  1916,  $150,000;  underestimated  for  1915,  $11,165.05. 

**  Stamp  tax,  $10.07 ;  tax  on  bond  interest  assumed  by  the  company,  $10.243.17 : 
penalty,  $2.50.  The  tax  on  bond  interest  reported  here  should  have  been  charged  to 
^'  Other  contractual  deductions  *'  from  gross  income  in  accordance  with  the  report 
form. 
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Automobile  sospeiwe:  Kew  AmBterdam  Gas  0>.,  property  40th-4l8t  streets.  First 
avenae  to  Bast  rlTer,  $38,364.64 ;  boiler  plant,  42d  street  between  First  ayenne  and 
East  rlyer,  $1,666.71 ;  City  of  New  York,  bulkhead,  foot  of  East  4l8t  street,  $562.50 ; 
other  owners,  for  yarlous  properties,  $6,487.50 ;  total,  $42,081.35.  Charged  to  Work 
In  progress :  New  Amsterdam  Gas  Co.,  property  40th-4l8t  streets.  First  avenue  to 
East  rlyer,  $12,723.15 ;  boiler  plant,  42d  street,  between  First  ayenue  and  Bast  rlyer, 
$833.20;  total,  $13,656.44.  Charged  to  Operating  expenses:**  New  Amsterdam 
Gas  Co.,  property  41st-42d  streets  and  East  river,  $1,655.25 ;  Consolidated  Gas  Co^ 
offices,  15th  street  and  Irving  place,  $208,252.81 ;  City  of  New  York,  bridge  con- 
necting waterside  stations,  $315 ;  bulkhead,  38th  and  39th  streets  and  Blast  river, 
$7,350 ;  Northside  pier,  38th  street  and  East  river,  $l,r)00 ;  tunnel  under  and  across 
East  39th  street,  $320 ;  sundry  owners,  offices  at  various  locations,  $30,430.76 ;  sub- 
statlons  at  83d  street  and  First  avenue,  $2,577.07 ;  3-11  Broadway,  $4,000.02 ;  140- 
156  Baat  26th  street,  $7.500 ;  total,  $263,900.91. 

MISCELLANEOUS    INFORMATION 

Power  Plant, —  Waterside  **A,"  kw.  capacity,  124,000;  Waterside  "B,"  kw. 
capacity,  135,500;  Klngsbrldge  station,  kw.  capacity,  32,000;  Duane  street  station, 
kw.  capacity,  7,600;  140th  street,  Bronx,  station,  kw.  capacity,  none;  Gold  street 
■tatlon,  kw.  capacity,  900;  total  generating  stations  capacity,  800.000  kws.  For 
number  of  units,  kind  and  capacity  In  service,  December  31,  1916,  see  Table  XV. 

OirouU9,  Polea  and  Line  Transformers. —  See  Table  XVI. 

Berviees. —  See  Table  XYII. 

Motor; — Namber  at  beginning  of  year,  239,249;  bought  during  year,  27,809; 
condemned,  lost  or  destroyed  (Including  sold  to  consumers),  31,687;  net  decrease 
dmlnir  JCftP*  3,878 ;  number  at  close  of  year,  235,371  (In  use,  222,398 ;  company's 
serrlcc^  750;  In  stock,  12,228).    For  details,  see  Tables  XYIII  and  XIX. 

Mtaetrio  Current  Generated,  Bought  and  Sold  (ktc,  hre.), —  Generated:  D.  C. 
genemtors,  212,893;  A.  C.  generators,  635,881,000;  total,  636,098,893;  bought, 
received  at  seller's  switchboard,  55.025,199;  delivered  over  respondent's  meters, 
2,537,884;  total  available,  693,656,926;  supplied  to  other  companies  and  users  of 
high  tension  current,  148,229,733;  sold  to  public,  398,431,320;  used  by  respondent, 
14,107,265;  franchise  requirements,  173,299;  unaccounted  for  (Indicated,  not 
actual),  137,715,309.  For  additional  details,  see  Table  XXI,  Electric  current  gen- 
erated and  fuel  consumed;  Table  XXIII,  Source  and  disposition  of  electric  current; 
Table  XXIV,  Consumption  of  electric  current.     For  fuel  used,  see  Table  XXX-B. 

Load  Data, —  Maximum  load,  231.031  kws.,  on  December  20,  1916  (see  a'so  Table 
XXII,  Variation  of  output  and  of  load).  Connected  load.  766,167  kws.  (For 
details,  see  Table  ^X.) 

AeoidenU.^  See  Tables  XXVII-XXIX. 

Employeoe  and  Wagee, —  Number  of  salaried  oiBcers,  6 ;  total  compensation  during 
year,  $68,5(]k) ;  number  of  all  other  employees,  second  week  In  December,  full  time, 
5,792;  part  time,  232;  total  compensation  paid  to  officers  and  employees,  $5,657,- 
819.68.    See  Tables  XXX-XXXIY. 

Oileers.—  President,  Nicholas  F.  Brady ;  Vice-President,  Thomas  E.  Murray ;  Vice- 
President,  J.  W.  Lleb ;  Secretary,  Lewis  B.  Gawtry ;  Assistant  Secretary  and  Treas- 
urer, Joseph  Williams;  Auditor,  H.  M.  Edwards;  Claim  Agent,  J.  C.  Robinson; 
General  Counsel,  Beardsley,  Hemmens  k  Taylor;  Chief  Ihigineer,  J.  P.  Sparrow; 
General  Purchasing  Agent,  (Hias.  8.  Shepard. 

Direetors, — George  F.  Baker,  Nicholas!  F.  Brady,  George  B.  Cortelyou.  Harrison 
B.  Gawtry,  Lewis  B.  Gawtry,  Thomas  E.  Murray,  Edgar  Palmer,  William  Rocke- 
feller, John  W.  Sterling,  F.  A.  Vanderllp,  J.  W.  Lleb. 

Main  Bueineea  Office.— 124  Bast  16th  street.  New  York  City. 

Report  verified  by  Joseph  Williams,  Treasurer,  April  16,  1917. 

**  [The  Items  following  include  rents  other  than  those  for  furnished  offices  and 
office  rooms  in  cAce  buildings  heated  and  lighted  by  the  landlord  which  are  the 
only  rents  that  should  be  incTaded  in  operating  expenses  under  the  accounting  rules 
of  the  Commission.  The  Company  states  that  hereafter  It  wlU  show  such  rents  as 
part  of  the  cost  of  operation,  not  however  under  the  general  classification  of 
*'  operating  expenses "  but  in  the  specific  accounts  *'  municipal  rents  **  and  "  mis- 
cellaneous rents."] 
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THE  NSW  YORK  MUTUAL  GAS  LIGHT  COMPAHT 

HUtonf, —  Incorponted  wider  special  act  of  the  Legtelatare  pasMd  Aprtl  17. 
1866,  known  as  chapter  651,  Laws  of  1866,  and  acts  amendatory  thereto  and  sop- 
plementary  thereof.  Supplies  water  gas  in  the  Borough  of  Manhattan  from  the 
Battery  to  63d  street,  on  the  west  side,  and  from  the  Battery  to  68th  street,  on  the 
east  side.    The  delivery  of  gas  started  Jane,  1872. 

The  Consolidated  <3a8  Company  of  New  York,  which  in  1905  acqnired  the  right  to 
exercise  the  major  part  of  the  Toting  power  in  this  company,  was  on  December  81, 
1916,  the  holder  of  record  of  15,799  shares  ont  of  84,866  shares  outstanding.^ 

Stockholdert  and  Memben, —  Total  TOting  power  of  all  members,  *  84,866,  esch 
holder  of  $100  par  yalae  of  stock  hsTing  one  vote.  Total  number  of  stockholders. 
May  1,  1916,  819,  of  whom  258,  controlling  33.019  votes,  were  residents  of  New  York 
State.  Votes  cast  at  last  general  meeting.  May  31,  1916,  27,791,  whereof  L.  B. 
Gawtry  cast  15,799  for  the  Consolidated  Gas  Company ;  R.  M.  Galloway  cast  77  for 
himself  and  915  for  the  proxy  committee  —  2,623  for  corporate  members  and 
9,292  for  other  members. 

Important  Changes  durino  the  Tear. —  The  building  at  142  East  15th  street  and 
part  of  one  floor  of  130  East  15th  street  were  leased  for  flye  years  from  the  Con- 
solidated Gas  Company  at  an  annual  rental  of  $17,500.  The  board  of  directors  was 
reduced.  May  81,  from  16  to  12  members.  No  new  powers  or  franchise*  were 
aoQuired.    For  other  changes*  see  Miaeellaneoue  Invmtwiente. 

BALANCE    SHEET 

December  31,  December  81,  Increase  or 

1915  AOBwrn  smn  1916  (D)  deereaae 

$M60,05618     Cash     $678,407  97  D$486,64821 

3,974  73     Accounts  receivable  from  City  of  New 

York    (for  gas) 7,934  22  8.959  49 

71,998  73     Consumers'  accounts  receivable 71,369  06  D         62968 

11,995  48     Accounts    receivable    from    associated 

companies    15,373  47  8,377  99 

22,108  77     Other  accounts  receivable 19,328  94  D      2,774  83 

14,791  93     Interest  and  dividends  receivable 9,783  54  D      5.008  39 

75  00     Special  deposit,  with  city  comptroller.  150  00  75  00 

172,474  89     Materials  and  suppUes 69,287  73  D  103,187  16 

6,600  00     Stocks  of  associated  companies 6.600  00     

1,512,307  61     Other  investment  securities 2,244,524  59  732,216  98 

8,326,070  99     "Fixed  Capital,  Dec.  31.  1908" 8,301,14{:f  62  D    24,925  37 

207,682  43     Fixed  capiUl  instolled  since  1908 251,253  66  43,671  22 

S,SSS,65S  4f             Total  fixed  capital  (before  deduc- 
tion of  depreciation) S,56»,S99  t7  .       18,7^5  85 

13,000  00     Temporary     advances     to     Municipal 

Lighting  Co.,  Inc 18,00000     


$6,523,03174  ToUl    $6,683,158  78       $160.127  04 


■■■^ 


LXABIUTXBS   PIDB 

$68,076  62     Taxes  accrued $194,303  47  $126,226  85 

130,935  68     Consumers'  deposits   126,766  61  D      4.169  07 

8,875  34  Accounts   payable  to  associated   com- 
panies      7,973  56  D         90178 

107,271  76     Miscellaneous  accounts  payable ■  105,600  97  D      1,670  79 

137,464  00     Dividends  declared   137,464  00     

6,965  65  Interest  accrued  on  unfunded  debt...  13,599  74  6,634  09 

rpnSjnM2S"®i*i?«*^*^*"  Company  reports  In  addition  ownership  of  3,063  shares 
reoKsentlng  certlflcates  not  in  its  own  name.  — «« 

85.000  shares.  '^*''"  reacquired.    The  company  reports  total  votinK  power  as 

•  Includes  $42,287.76  due  consumers  under  80-cent  gas  net  (80-oent  rebates). 


Abstbaots  ov  Coicpakt  Rbtvbits 


ft48 


Deeembcr  81. 
1015 

$5,960  88 

120.000  00 

1.126.052  16 

21,674  17 


110.730  92 
3.436.600  00 
1,241.635  06 

$6,523,031  74 


Tin  Htw  York  Mvtwd  0«s  Light  Company 

Balanob  Shbbv — Condudtd 

December  81, 

UABXLITIS8  siDB  —  Cotidudtd  1916 

other  unfunded  debt $1,88188 

Extension  reserve  account 120,000  00 

Reserve  for  "Contingency" 1,233,96216 

Besenre    for    renewals    and    replace- 
ments —  Plant      withdrawn      from 

service*  16,358 04 

Casualties  and  Insurance  reserve 116,140  40 

Common  stock   8,436,600  00 

Corporate  surplus  1,172,608  46 

Total    16,683,168  78 


Inoreaseor 
(D)  decreaee 

D    $4,069  00 
107,010  00 


D      6,316 13 
6,409  48 

D    69,026  61 

$160,127  04 


Contingent  lAabilities, —  None. 

YaHuation  of  Property  for  Purpoaea  of  Tarnation 

Coet  to  Same  — 

reproduoe  new  present  value 

Valuation  as  of  June  30,  1916,  filed  by  respondent: 

Real  property  outside  streets  and  public  places...      $7,949,303  00  $7,828,419  00 

Real  property  In  streets  —  tangible 1,319,464  18  1.319,464  18 

Intangible  property,  excluding  franchises 2,941,870  92 

Tangible  personal   property 734,363  38  734,363  38 

Assessed  valuation  for  1916  taxes :  Manhattan 

Real  property  outside  streets  and  public  places:  Borough 

Land    $1,085,000  00 

Improvements   6.642.600  00 

Real  property  (tangible  and  intangible)  in  streets 1,681.000  00 

Tangible  personal  property 600,000  00 


DsfAiLs  or  Assars  and  LzABiUTms 


"Fiwed  Capital, 


Real  estate 

Bulkheads    

Mains  

Services   

Meters  

Tools 

Office  furniture  

Cocks  and  connections. . 

Oas  stoves   

Manufacturing  plant    . . 

■New  construction   

New  holder  foundations. 

New  holder  No.  10 

New  sUble  

New  blacksmith  shop. . . 


Deoemher  SI,  1908  '' 

Bookooflt 
Deo.  31.  1015 

$882,660  00 

28,439  69 

367,114  36 

122,764  37 

71,794  78 

4,300  00 

1.379  07 

3.602  38 

2,299  17 

1,053.647  67 

383,708  83 

96,387  52 

309,406  53 

6,904  04 

1,782  63 


Total    $3,326,070  99 


Withdrawn 
daring  year 


$1,193  73 
6,482  66 

11,024  88 

2,160  00 

1,879  07 

396  97 

2,299  17 


Book  cost 
Deo.  31,  1916 

$882,550  00 

28,439  69 

365,920  63 

116,281  82 

60,769  85 

2,160  00 

3,106  41 

1,053,647  67 

383,708  83 

96,387  62 

809.496  53 

6,904  04 

1,782  63 


$24.026  37      $3,301,146  62 


•  See  Depreciation,  page  649. 
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The  New  Tack  Matoal  Qtm  Uiht  Ommptrnf 
Fimed  Capital  Jiutatted  tince  Decea^ker  ti,  1$98 


HffSTAIXBO  DUROfO  TBA.B 


Additions 

and 

rmm  or  Accouitr  bettermento 

General  eQaipment   $19,399  99 

Famacet,  boilers  and  accessories     

Mlscellaneoos  power  plant  equip- 
ment   


Rsnewab 

and 

replsoements 


Retired  or 

withdrawn 

during  year 

(deducted) 

$7,007  26 


Water  gas  sets  and  accessories 

Gas  senrices 2,327  26 

Gas  meters 20,587  22 

Cocks  and  connections 2,455  28 

Gas  appliances 9,333  39 

Gas  tools  and  implements 2,547  65 


4,706  34 


Total    $56,05009 


1,265  87 


Total  eaah 
cost  to 
Dee.  31. 1916 

$27,116  34 

1,808  76 

3^76  05 
988  11 
28,647  42 
74,753  99 
22,289  86 
86.521  10 

5,750  02 


$12,979  47     $251,253  65 


Equipment  Retired  during  the  Teat: 


Number 
of  units 
CLASS  or  nQuiPiinirr  bstibbd  retired 

Street  mains,  feet 1,408 

Gas  services 608 

Gas  meters 3,626 

Gas  appliances    1,666 

Tools 

Locks,  cocks  and  connections 1,070 

Furniture  and  fixtures 

Coal  shed 


Cost  of 

equipment 

retired 

$1,193  78 

6,482  55 

15,731  22 

•11,194  52 

3,415  87 

395  97 

8,38633 


ckaiied  to 
renewals  aad 
leplaeementr— 
plant  with- 
drawn from 


$1,193  73 

6,482  55 

15.731  22 

11,194  52 

3,415  87 

395  97 

8,386  33 

•12,020  94 

$58,821 13 


JfiseellaM60ii«  Inveetmente^ 


NAicn  or  nsuiMo  compant  and 

SBccmrrT 

Bteeke  of  aeeoeiated  companies 
Municipal  Uffhtins  Co.,  Inc.,  capi- 
Ul  stock  


Par  valu3 
of  amount 
held 


Data  of 
acquisition 


|6,G00  00    Maj  18,  1916 


^e«o  York  City  eeeuritiee 
New  Tork  City  corporate  stock,  due 

Not.  1,  19S0,  8  per  cent $190,000  00  Jan.  and  F«b. 

1908 

New  York  City  corporate  stock,  due 

Nov.  1,  1926,  8  per  cent 10.000  00    Feb.     6,1908 

New  York  City  corporate  stock,  due 

Not.  1,  1950,  3%  per  cent 14,000  00    Nor.    2,1906 

New  York  City  corporate  stock,  due 

Not.  1,  1962,  8%  per  cent 63,00000    Nor.    2,1908 


Amount  at 

which  carried 

cm  books 


aeerurd 
duiinc  yemr 


$8,600  0$ 


$188,081  26 

9.900  00 

12,862  60 

48.688  75 


•  rimli"-*"  ♦"?*•  !2'^<?^/,?i^  Y."  credited  to  material  and  supplies. 
DecemlSJ?3^  "l908  '"^  '''■**'•"  *"*  *'  **"  **"^**^  •ceount  prior  to 

*  All  are  held  free. 
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The  N«w  York  liatoal  Qtm  Liflit  Ceaipuiy 
MUetUmtsaut  InwMtmtnU — Conduded 


Par  value 
cm  Jtmamm  compamt  and         of  amount 
aacvsirr  held 

Nma  York  City  Meurt<i«j  — Concluded 
New  York  City  corporate  stock,  dae 

Nov.  1.  1963.  3%  per  cent $31.000  00    Nov.    2,  1M6 

New  York  Citj  corporate  stock,  doe 

May  1,  1954.  3%  per  cent 126,000  00   Nov.    2,1906 

New  York  City  corporate  stock,  doe 

Not.  1,  1964.  8^  per  cent 12.500  00   Nov.    2,1908 

New  York  City  corporate  stock,  due 

Not.  1,  1266,  4  per  cent 180.000  00    Oct.    31,1907 

New  York  City  corporate  stock,  due 

May  1,  1967,  4  per  cent 280.000  00    Oct.    31,1907 

New  York  City  corporate  stock,  due 

March  1,  19<2,  4^  per  cent 6,000  00   Nov.    6,1913 


Amount  at        Inoome 
Date  of        which  earned       aecrued 
aequiaitioo  on  books     durinc  year 


128,48126 
114,848  76 

U,  484  38 

176.860  00 

227,200  00 

4.976  00 


.$80.856  00 


Total  New  York  City  securities     1860,500  00 


1823,321  88  $30,866  00 


lieas  snnOry  profits  on  redemption. 


900  00 


Net  New  York  City  secnrities. 


Othtr  9$Guriti09 
V.  B.  Steel  Corp.  sink.  fd.  bonds, 

dne  Not.  1,  1968,  6  per  cent $99,000  00 

Lehlcb  Valley  R.  R.  1st  mtg.  bonds, 

doe  jQly  1. 1940,  4H  per  cent 100.000  00 

Atch.  Top.  Jb  S.  F.  gen.  mtg.  bonds, 

due  Oct.  1,  1996,  4  per  cent 100,000  00 

Bait.  St  Ohio  R.  R.  gold  bonds,  due 

Oct.  1,  1948,  4  per  cent 100.000  00 

Chic,  MU.  St  St.  Paul  R.  R.  bonds. 

due  May  1,  1989,  iM  per  cent 200.000  00 

Chicago,  Bnr.  St  Quincy  R.  R.  Joint 

bonds,   due  Bept.  1,  1921,   4   per 

cent  ISO.OOOOO 

Union  Pac.  R.  R.  first  mtg.  bonds, 

due  July  1,  1947,  4  per  cent 100,000  00 

N.  Y.  Cent.  R.  R.  debenture  bonds, 

due  May  1,  1934,  4  per  cent 160,000  00 

West  Shore  R.  R.  bonds,  due  July 

1,  8861,  4  per  cent 160,000  00 

Penn.  R.  R.  gen.  bonds,  due  June 

1,  1966,  4)i  percent 200,000  00 

Total $1,349.000  00 


1  "  [ 


From 
Dec.  21, 1914 

to 
July  27, 1916 


From  Oct.  6 

to 
Oct.  28, 1916 


$822,421  88 

"$99,141  26 

100.848  00 

91,690  00 

89.640  00 

200,676  88 

147.662  60 
98.000  00 
138,760  00 
138.497  60 
206.000  00 


$33.882  16 


$1,809,306  18    $83,889  16 


Insurance    trustees'    participation 

certiflcatee $112,796  68  From  Feb.  1, 1905       $112,796  68     $6,606  61 

to  Feb.  17, 1916 


Grand  total  $8,818,896  68 


$2,261.124  69     $70,842  67 


Bills  and  AcoounU  Receivable  from  Aasociated  Companiee. —  Fxx>m  the  Municipal 
lighting  Company,  Inc.,  due  at  the  beginning  and  the  end  of  the  year,  $13,000; 
interest  accrued  and  received  during  the  year,  6  per  cent,  $780.  Open  accounts: 
Consolidated  Gas,  $14,019.03 ;  New  Amsterdam  Gas,  $1,211.46 ;  Standard  Gas  Light, 
$142.98 ;  total.  $15,373.47. 

M4§eeHaweoiu  AocounU  Receivable. —  Sundry  contractors  for  street  department 
work,  $16,310.85 ;  the  Barrett  Co.  for  water  gas  tar,  $3,018.09 ;  total,  $19,328.94. 

'One  bond,  not  tabulated,  was  redeemed  during  year  at  110. 

18 
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C(MtO( 

quantity  on 
On  hand  at    ATorace  coat      hand  at 
nuM  dose  of  year        par  unit      doae  of  year 

Anthracite  coal  ^  ^                 5.018,106  15.1460  $25.821 20 

Generator  fuel  j        * 

Oaa  oil,  gallons 332,048  0.0305  10.077  65 

Shavings,  bushels   4,712  0.0214  100  81 

Iron  oxide,  bushels 13,700  0.1555  2,131 02 

Water  gas  tar.  gallons 05,644  0.0200  1,912  88 

Cast  Iron  pipes,  fittings  and  specials 5,966  55 

Wrought  Iron  pipes  and  fittings 4,182  10 

Gas  ranges  and  appliances 15,341 82 

Gas  lamps 80  01 

Lumber    909  07 

Pire  brick 1.120  38 

Special  burners   596  07 

Stove  repair  parts 1,048  17 


Total    $69.287  73 


Common  Stooh. —  Authorized  and  Issued.  35,000  shares  of  $100  par  valae  each. 
Cash  realised,  $3,500,000;  amount  reacquired,  $63,400;  net  amount  outstanding 
December  31,  1916,  $3,436,600.  Dividends  declared  and  paid  during  year.  9  per  cent, 
$300,204 ;  declared  but  not  yet  due,  $137,464. 

AccoHntt  Owing  to  A»9oeiated  Companies. —  New  Amsterdam  Gas  Company, 
$5,827.60 ;  Standard  Gas  Ught  Company,  $2,145.96 ;  total.  $7,973.66. 

Consumers'  Deposits, —  At  beginning  of  year,  $130,935.68 ;  added  during  year, 
$53,212.80;  refunded,  $57,381.89  (whereof  cash  in  whole  or  in  part,  $48,790.78; 
credited  to  accounts  not  fully  satisfied  thereby,  $8,582.11) ;  balance  at  close  of 
year,  $126,166.61 ;  Interest  accrued  and  paid  during  the  year,  $5,755.76.  For  numbo' 
of  deposita.  see  Table  XL. 

Miscellaneous  Accounts  Payable.— Cosl  bills,  $11,179.20;  oil  bills,  $35,908.95; 
repay menta  [20-cent  rebates  under  80>cent  Gas  Law]  to  sundry  parties,  $42,287.76; 
other  accounts,  $16.275.06 ;  total,  $105,600.97. 

Tawes  Accrued. —  See  schedule  supporting  Income  Statement. 

Other  Unfunded  Debt. —  Wages  accrued,  $1,721.22;  water  accrued,  $160.16;  total, 
$1,881.38. 

Reserves 


Credit  balance  Credita           Debita       Credit  balanea 

Deo.  31,  1915  during  year    during  year    Dee.  31,  1916 

Sxtension   reserve  account $120.000  00    $120.000  00 

Renewals  and  replacementa  ~- plant 

withdrawn  from  service  • 21. 674  17  $63, 60S  00       $68, 821 18 

Contingency* 1.126.96216       107.010  00    

Pire   insurance    participation 107,887  10         6,400  48    

Employees*  insurance   3.343  82    


'See  Depreciation,  page  649. 
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TlM  ir«v  Tork  Mutual  Gas  Ucht  Compuij 
INCOMB  STATBHBNT 


M  cu.  ft. 

Operating  rerentie  —  tales  of  gas  :  delivered 

Jjightlnff  mnnidpal  baildings 9,286.0 

Preimld  gas  89,311.0 

Commercial  metered  lighting 1,691.841.6 

Other  gaa  corporations 93,061.4 

Total  sales  1.783,600.0 


Rate 


or  average 

Net  amount 

Increase  or 

pnee 

for  year 

(D)  decreasei 

10.76 

96,964  60 

D         $467  96 

.80 

71,448  80 

3,684  80 

.80 

1.273,461  98 

28.171  98 

.60 

46,680  70 

787  05 

11.898,396  98 

182.036  88 

Miscellaneous  revenues  :  Rent  of  gas  appliances,  |22,437.09 ; 
gas  merchandise  revenue."  11.107.65;  Interest  on  insur- 
ance participation  certiflcatcs,  ^C.&OS.Sl ;  interest  on  bonk 

-  balances,  126.449.36;  other  interest,  $0.80;  commission  on 
gas  made  for  Consolidated  Qas  Co.  (10  per  cent), 
|16,86&90;  wharfages,  |3,570.77 76,038  98  4,468  91 


Total  operating  revenue $1,474,434  96  136,494  79 


Cents  per 
Operating  eqMnaes:  M  cu.  ft  » 

Qas  making  labor 2.12  $64,436  79  $2,829  90 

Boiler  fuel  , 

Generator  fuel  

Water  gaa  oil 

Other  supplies  and  expenses 

Repairs  at  works 

Total  works  expense  

Les0  residuals  produced 

Net  coat  of  gas  in  holder  at  23.36c.  average.. 
Deduct  cost  of  gas  made  for  the  Con.  Gas  Co 
Add  gas  purchased  from  associated  companies 
at  60c.  average   

Total  production  expenses  

Distribution   expenses    

Commercial  administration   

Promotion  of  business  

General  (excluding  depreciation)    

Total  of  foregoing  40.87        $889,383  32    D    $13,77102 

Renewals     and     replacements  —  plant     with- 
drawn f  rem   service  » 3.00  63.606  00  1.216  30 


1.79 

7.04 

12.71 

.99 

1.42 

46.947  08 

181.114  96 

326,932  40 

26,356  26 

36,606  62 

3,663  16 
17.156  34 
6,562  64 
4,362  02 
4.164  62 

26.07 
1.42 

$670,292  96 
36.696  78 

$88.728  97 
4.266  25 

24.66 

$633,696  24 
168^689  03 

24.696  40 

M  $34. 472  42 
21.638  61 

1,005  20 

* 

1 

27.46 
11.15 

$t89.SQ2  61 

198.915  69 

74,001  89 

36.413  90 

"91.249  23 

$13,939  U 
2.793  96 

4.15 

D      12,936  38 

1.99 
6.12 

2.811  93 
D     20.379  69 

ToUl    (including  amortisation)  <• 62.87        $942,888  32    D    $12.664  68 

^The  1915  figures  with  which  comparison  is  here  made  do  not  agree  with  those 
published  in  the  1915  report  on  account  of  reclassification  made  by  the  company. 

»  Receipts  $26,581.10.  less  cost  of  residuals  sold  $2r>,473.55. 

**  The  ratios  for  net  cost  of  gas  in  holder  and  preceding  items  are  based  on 
2,571.367  M  cu.  ft.  made;  those  for  following  items  on  1,783  500  M  cu.  ft.  sold. 

^*  FThe  constituent  items  shown  above  were  computed  by  the  Bureau  of  Statistics 
and  Accounts.] 

»  See  note  17. 

^  The  company  makes  no  charge  to  the  operating  expense  account  General 
amortization.  Instead,  it  has  included  in  operating  expenses  an  unauthorized 
account.  "Renewals  and  replacements  —  Plant  withdrawn  from  service,"  for  which 
concurrent  credit  is  made  to  "  Renewals  and  replacements  —  Plant  withdrawn  from 
service  "  reserve. 
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Tli«  irew  Tork  Mutual  Gas  Light  Company 
Ikcokb  STArauaMT — Conduded 

Cents  p7r  Net  amount  Increaoo  or 

Operatinc  ezpenaei  —  Conduded:                                    M  cu  ft. «  for  year  (D)  decrea»c>» 

Uncollectible   revenue    ^ W  $4,579  40  D          »?  W 

Tax   accruals    1204  214,74161  112.44151 

Miscellaneous  rents 95  "16,99996  1.009  CO 


Totol  expenses,  taxes,  etc €6.12     |1.1TO.2Q9  29        nQ0.8»  » 

Operating  Income  applicable  to  corporate  property 1295,225  67    D    $64,875  06 

Non-operating  Income :  Interest  on  New  York  City  bonds, 
$30,856 ;  on  corporation  bonds.  $33,382.16 ;  on  accounts  re- 
ceivable from  Municipal  Lighting  Co.,  Inc.,  $780  — 
$86,017.16;  less  $392.05  taxes  on  bonds 64,626  11  8,920  17 


Gross   corporate   Income $369,860  78    D    $66,454  » 

Deductions  from  gross  Income:     Interest  on  consumers' 
deposits,  $6,766.75;  on  unpaid  franchise  taxes,  $6,634.09...  12,889  84    D       8,80186 

Net  corporate  Income  (corrected)  ** $347.460  94   D   $61,663  08 

[Appropriations    of    net    corporate     Income :      "  Contingencies,     $107,010.00  ** ;     to 
employees  for  faithful  and  efficient  service,  $3,765.40.    See  Corporate  Surplus.]  » 

CORPORATB   BCRPLUB  Amount 

Surplus.  December  31,  1916 $1,241.536  06 

Balance  for  year  transferred  from  Income  (corrected ) 347, 460  94 

Refund  of  Pennsylvania  special  tax  of  10  cents  per  ton  on  coal  delivered 

between  April  and  September,  1914 8,484  85 

Premium  on  bond  redeemed W  60 


Total     $1,692.677  86 

Dividends,  9  per  cent  on  $3,436,600  stock  (6  per  cent  payable 

July  10,  1916;  4  per  cent  payable  January  10,  1917) $909,294  00 

Appropriation  to  reserve  for  contingencies  " 107, 010  00 

Appropriation    to    employees    for    faithful    and    efficient 

»«'v*<^«"    8,766  40 


Total   deductions    420,069  40 


Surplus,  December  31,  1916 $1,172,50645 

and  ^^htPdT./®SJf  f®^^?"'?^^*?  i».?<^««  ^^^  <>®ce  rooms  In  office  bnUdings  heated 
SSni  "•  thi«fhJ??.^*'*'^*^''^A°?"*^**>le  *^o^«  «»^er  "General   (excluding  depreda- 

° rThfToAmSi^^-"^"'^  !^°"*^  **«  ""^^^^  l»ere  as  MlsceUaneous  rcnta.1 
note  10.    ^®™^"»y  reports  a  net  corporate  income  for  the  year  of  8236,6854Mi ;  see 

are  ^SirttriSft^Jili^^i^^n  "^^^^  ^y  "le  company  as  deductions  from  gross  Income 
flStlon  pmwlbJd^v  ^hS?^:?J?*?  ^"^^"»  k^  conformity  with  the  accounting  classl- 
ingly.    S^i^uSm^e^ti^n^'^^^^^SSi  °*^  corporate  income  corrected  accord 
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The  Ifew  York  linttial  Gat  Light  Company 
Intercompany  Purchasea,  Balet,  Ete, 

Average  Charge  or 

Quantity         prie?  Credit  to         credit  (Cr.) 

(M  cu.  ft )     (oonts)  >*  Total             revenue           to  eapenae 
Sold,  New  Ameterdam  Gas 

Co 86,794.6  .60       $42,897  »       $41,897  16    

Sold,   Standard  Gas  Light 

Co 7,268.9  .60  8,633  45  3,633  45    

Bouipht,    New    Amsterdam 

Gas  Co 44.3i5.2  .60        22,172  60    $22,172  60 

Bought,      Standard      Gas 

Light  Co 5,045.6  .50  2,522  80    2,522  80 

^^^m^tm^m^^m^i^mim^mmt^  ^^^^m^^^^i^^^^^a^m  m^tmm^m^^^^^^^mt^i^^t^m  ^^^M^H^Htaai^H^^M^^w^^  ^■^^■^hm^^^^^h^'^^^""^^^^ 

Total     $46,530  70  $24,695  40 


HTd  for  Cont'd  Gas  Co..     721,753.3  .2336     $186,447  93    « $16,858  90  Cr  $168,689  06 


OperatkHf  BwpenseB. —  For  details,  see  Table  XXXV-B. 

Deprecioftion. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission  for 
lighting  companiee  provides  that  operating  expenses  shall  include  the  estimated 
amount  of  capital  consumed,  which  is  defined  as  *'  the  amount  estimated  to  be  neces- 
sary to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  '* 
during  the  fiscal  period  in  the  tangible  fixed  capital  and  "  such  portion  of  the  life  of 
intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be  necessary 
to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraordinary  casu- 
alties." From  the  total  estimated  deteriorfition  during  the  period  there  is  deducted 
the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to  the  account 
'*  General  amortization  '*  which  has  been  provided  In  operating  expenses.  Amounts 
charged  to  this  account  should  be  concurrently  credited  to  "Accrued  amortization 
of  capital,"  the  official  title  of  the  reserve  for  depreciation,  etc.,  against  which  Is 
chargeable  such  portion  of  the  matured  or  realized  depreciation  as  has -accrued 
since  the  establishment  of  the  reserve. 

Under  date  of  March  20,  1909,  this  company  filed  with  the  Commission  a  rule  of 
depreciation  which  provides  for  a  charge  to  General  amortisation  of  18  cents  per 
M  ca.  ft.  of  gas  sold  [from  which  there  is  deductible  the  cost  of  actual  repairs]. 

The  company's  procedure,  however,  is  in  accordance  neither  with  this  rule  nor 
with  the  requirements  of  the  accounting  order.  It  charges  an  account  "  Benewals 
and  replacements — plant  withdrawn  from  service"  with  3  cents  per  M  en.  ft.  of 
gas  gold ;  and  it  charges  an  account  **  Beserve  for  contingencies  "  with  6  cents  per 
M  cu.  ft.  of  gas  sold.  Capital  retirements  are  charged  to  the  reserve  '*  Renewals 
and  r^lacements  —  plant  withdrawn  from  service "  Instead  of  to  the  prescribed 
reserve  "Accrued  amortization  of  capital." 

Following  the  decision  of  the  Commission  in  May,  1916,  to  subpoena  the  books 
of  account  of  certain  electric  corporations  for  the  purpose  of  inquiring  Into  their  con- 
formance with  the  accounting  rules  prescribed  by  the  Commission,  various  gas  and 
electric  companies  asked  to  be  heard  on  their  applications  for  modification  of  the 
rules,  including  that  on  depreciation  (General  Amortization).  Informal  conferences 
have  been  in  progress,  report  of  which  may  be  found  in  the  Reports  of  Decisions, 
advance  sheets  for  March  and  June,  1917. 


** Gross  cost,  SO  cents;  allowed  for  cost  of  distribution,  30  cents.     This  gas  is 
measured  at  consumers'  meters. 
**  TSn  per  cent  commission. 
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The  Hott  Tack  Matmk  Qtm  Ufkft 

Tamea 


$39,414  84         $118,228  20 


and  chaned 

CLAM  or  TAX  to  income  Aflumnt  gwid  Doe  and  v^psad 

Land* $22,134  00  ) 

ImproTement  on  lands 135,509  04  j 

Special  franchise 32,252  40  24,641 61  "59,262  47 

Personal "10,200  00  10.200  00     

Gross    earnings.    State" 7.733  98  7.64612     

Excess    dividends.    State! 5.078  82  5,078  82     

Federal  income    "2,225  42  2,025  42     


Total $215.133  66  $88,906  81      "$177.490  67 


UncoileeHbJe  BUU. —  Number  of  nncollectible  accounts,  3,459 ;  amount,  $16,221.75. 
Deposits  applied  tbereto:  number.  2.284;  amount,  $8,582.11;  interest  on  deposiU 
applied.  $422.55;  recoveries.  $2,637.69;  net  amount  charged  to  uncollectible  bills, 
$4,579.40.  Amount  of  uncollectible  bills  on  which  above  2,284  deposits  were  held, 
$11,642.35. 

Rent  Payments. —  Offlce  building.  36  and  38  Union  Square.  January  1  to  May  1. 
1916,  $5,333.32.  Building  at  142  East  15th  Street  and  part  of  east  half  of  fourth 
floor  in  main  building  of  the  Consolidated  Gas  Co..  130  East  15th  Street,  from  Miy 
31  to  December  31.  1916.  charged  to  miscellaneous  rents,  $11,666.64.  Bulkhead 
north  of  pier  at  11th  Street  and  East  rivtf,  $3,300,  charged  to  production  expenses. 

MISCELLANEOUS  INFORMATION 

Works  and  Holders. —  Water-gas  sets,  12;  total  maximum  rated  capacity  (24 
hours)  "  24.000  M  cu.  ft.  (See  Table  II.)  Holders,  4  ;  total  capacity.  14.800  U  cu.  ft. 
(See  Table  IV.)     For  auxiliary  works  apparatus,  see  Table  III. 

Mains. —  No  transmission  pipe  line.  Distribution  pipe  line,  length  in  feet,  806,292  ; 
reconnected  within  the  year,  2,976 ;  taken  up.  1,305 ;  abandoned,  103 ;  net  Increase 
during  year,  1.568.     (See  Table  V.) 

Bervices. —  Number  of  seryices  available  at  the  close  of  the  year,  18,287 ;  added 
during  year,  new.  105 ;  reconnected.  315 ;  removed  during  year.  608 ;  net  decrease. 
188.     (See  Table  VL) 

Meters. —  Nu*biber  in  service  at  close  of  year,  44,899  (excluding  5,758  set  but 
locked  or  cut  out)  ;  net  increase  during  year,  328 ;  total  owned  at  dose  of  year. 
51,387 ;  number  bought,  3.696 ;  number  retired,  8.626 ;  net  Increase  during  year,  70. 
(See  Tables  VII  and  VIII.) 

Oas  Made,  Bought  and  Sold  [eu.  ft.). —  On  hand  at  first  of  year,  9,169,000;  made 
during  year,  2,571,367.000  ;  purchased,  49.390,800  ;  supplied  to  other  companies  under 
provisions  of  agency  agreement.  721,753.300;  sold  to  other  companies.  93.061,400; 
sold  to  public,  1,690.438,600 ;  used  by  company,  4,413.300 ;  on  hand  at  close  of  year, 
9.291,000;  unaccounted  for.  110,969,200.     (See  Tables  XI-XIII.) 

Materials  and  Residuals. —  Contract  dated  June  30,  1914,  for  about  28,000,000 
gallons  of  gas  oil  at  3.035  cents  per  gallon  —  all  of  which  has  been  delivered.  For 
details  of  materials  consumed,  see  Table  IX. 

"  For  years  1913.  1914  and  1916. 

"Includes  $140.96  non-operating  taxes. 

"  [The  company  computes  the  tax  as  follows :  Dividends  paid  on  $3,436,600  stock. 
$809,294,  less  dividends  at  4  per  cent  on  $3,500,000  (instead  of  $3,436.<K)0  stoch 
actually  outstanding),  $140,000;  amount  of  dividends  on  which  tax  is  computed  at 
3  per  cent,  $169,294.] 

"Estimated.  Includes  $251.09  non-operating  taxes.  Decreased  $1,774JS8  the 
excess  of  the  1915  estimate  over  tax  paid. 

"Exclusive  of  accrued  Interest;  on  special  franchise  taxes,  $10,799.17,  real 
estate  taxes.  $2,800.57. 

•*["The  difference  between  the  operating  capacity  of  twenty  million  cubic  fe«»t 
and  the  24-hour  capacity  is  explained  by  the  fact  that  it  is  usual  to  keep  two  sets  Id 
reserve." — From  the  company^s  report  of  1915.^ 
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AooidenU. —  See  Tables  XXV-XXIX. 

B'mployees  and  WageB. —  Number  of  salaried  officers,  6 ;  total  compensation  during 
year,  $25,000.  Number  of  all  other  employees,  second  week  in  December,  full-time, 
268  ;  part-time,  none ;  total  compensation  paid  to  officers  and  employees,  $268,408.79. 
(See  Tables  XXX-XXXIV.) 

Officers, —  President,  R.  M.  Gallaway ;  Vice-President,  H.  B.  Gawtry ;  Secretary, 
Geo.  W.  Parkhurst;  Treasurer,  W.  C.  Besson;  Assistant  Secretary,  Eidwin  S.  Young. 

Directors. —  R.  M.  Gallaway,  James  B.  Ford,  William  Rockefeller,  George  F.  Baker, 
Edwin  S.  Marston,  Lewis  B.  Gawtry,  N.  F.  Brady,  J.  W.  Sterling.  James  N.  Jarvle, 
Geo.  B.  Cortelyou.  Donald  G.  Geddes.  William  G.  Rockefeller. 

Main  Business  Office.—  142  B.  15th  Street,  New  York  City. 

Report  yerifled  by  R.  M.  Gallaway,  President,  April  16,  1917. 


THE  NEW  YORE  STEAM  COMPANY « 

Bistary. —  Incorporated  September  19,  1881,  under  the  General  Corporation  Law 
as  a  consolidation  of  the  Steam  Heating  &  Power  Company  of  New  York  and  the 
New  York  Steam  Company.  The  former  was  incorporated  July  23,  1879,  and  the 
latter  July  24,  1880,  under  "An  Act  to  Authorise  the  Formation  of  Corporations 
for  Manufacturing,  Mining,  Mechanical  and  Chemical  Purposes"  passed  February  17, 
1848,  and  acts  amendatory  thereof  and  supplementary  thereto.  The  company  began 
furnishing  steam  to  private  consumers  in  Manhattan  in  May,  1882,  and  to  the  City 
in  January,  1888.  It  has  stock  control  of  the  United  States  Mineral  Wool  Company. 
The  control  over  The  New  York  Steam  Company  was  acquired  in  December,  1914, 
through  the  purchase  of  stock,  by  E.  G.  Stevenson  and  R.  G.  Hanford. 

Btockholders  and  Members. —  Total  voting  power  of  all  members,  54,253,'  each 
holder  of  $100  par  value  of  stock  having  one  vote.  Total  number  of  stockholders, 
June  1,  1915,  103,  of  whom  72,  controlling  3,57.'{  votes,  were  residents  of  New 
York  state.  Votes  cast  at  last  general  meeting,  June  13,  1916,  88.688;  voters 
casting  highest  seven  number  of  votes :  Karl  R.  Miner,  88,571  (4  In  behalf  of  himself 
and  38,567  in  behalf  of  other  members)  ;  and  in  behalf  of  themselves,  F.  W.  Buch, 
43  ;  A.  H.  Van  Gorder,  28 ;  Sidney  S.  Wilson,  25  ;  George  S.  Belth,  6 ;  Arthur  K. 
Dnram,  5 ;  Frank  E.  Pendleton.  5 ;  and  Charles  A.  Gillhan,  5. 

Important  Changes  during  the  Year. —  No  new  powers  or  franchises  were  acquired. 
New  York  City  corporate  stock,  par  value  $500.  held  as  an  investment,  was  paid  off 
at  maturity,  April  30th.  New  mains,  not  included  in  the  order  of  the  Commission, 
were  installed  as  follows : 

Nbw  Mains  Laid  Duriko  ths  Ybab 
Locations 


In  Between 

De  Peyster  St Water  and  Front  St? 

74th  St Fifth  and  Madi»onA%'ei.. 

62d  St MsdiMn  and  Park  \/e^. . 

^h  St Madison  and  Park  A  ves. . 

^^  St Madison  and  Park  Avea. . 

SlttSt Fifth  and  Sixth  Avei 

PlfthAvB 73dand74th3te 

COthSt Madison  and  Fifth  A  vea.. 

fiSthSt Fifth  and  Sixth  Aves..... 

^TthSt Fifth  and  Madison  Aves.. 

^th  Ave 47tb  and  48th  Sts 


Diam- 
eters 
(Inches) 

Foot- 
age 

Servioes 

Con- 
sumers 

4 

142 

1 

1 

6 

400 

3 

3 

6 

136 

1 

1 

6 

404 

3 

3 

6 

342 

3 

8 

6 

54 

1 

1 

6 

260 

2 

2 

8 

119 

1 

1 

8 

384 

7 

9 

8 

480 

8 

3 

8 

79 

^The  report  of  the  company  is  for  the  year  ended  April  30,  1917. 

*  [Stock  included  on  balance  sheet  not  indicated  here  consists  of  fractional  ahares 


^hich  do  not  entitle  holders  to  vote.    Report  of  1915.] 
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The  New  York  Steam  Coaveny 
Nbw  Mains  Laid  Dubino  tkh  Y«as  ^Condudad 
LocATioM  ^J^"       Pooi-  0»- 


T«  Between  anchee) 

8  50 


2 


PineBt Naeeau  and  Broadway........ 

Broadway Through  Poet  Office  from  BareUy »  *J«      ••           

BarclaySt Croaeing  Broadway ^  •;•     **;  _ 

Madieon  Are....  40th  and  50th  Sta JJ  •*     j  , 

Madison  Are....  48th  and  40th  Sta J®  

MadisonAve.:..  47thand48thBta...... J»  -^       • 

CedarSt Broadway  and  Nassau  St *  ^^^  ^              1 

Cedar  St Broadway  and  Trinity  PI ia  724  4             4 

piattSt William  and  Power  House  (North) W  /^ 

plattSt Wlliam  and  Power  House  (South) W  /-J*     ^              ^ 

WatarSt Power  House  4  WaU  St 1»     '"^    .    


Total. 


(Laid  in  Connection  with  Subway  Construction  Work.) 

o  170              1              I 

Grsenwieh  St....  South  of  Rector  St •                           

CedarSt East  of  William  St »          ^ 

CedarSt Greenwich  and  Trinity  PI JJ         ^fj       •■; 

Greenwich  St....  Liberty  and  Cortlandt  St ^  220     '"     1              1 

WilliamSt B«^'er  MidEMhange  PI. .  .^ •.  J^                            

waiiamSt Maiden  Lane  and  Piatt  St.  (East  main) . .  16  J''     •••                  ^ 

WilliamSt Maiden  Lane  and  Piatt  St.  (West  main)..  16  iw              ^              ^ 

WilliamSt Piatt  St.  and  John  St Jj          *                       

WilliamSt Fulton  and  i^Sta  v-  *            335     ;;; 

WilliamSt Ann  and  Beekman  Bta 16  70             1              ^ 

BeaverSt Crossing  William  St ,«  25             1              1 

JohnSt Eaat  of  William  St .■ Jj  ^ 

YUtXBt Bast  of  William  St.  (North  mam) W 

pi^^ttSt Bast  of  Waiiam  St.  (South  main) 

Total  in  connection  with  subway  con- 
struction work 


16  14 


Grand  totsl. 


[An  order  was  issued  by  the  Commission  February  7    lOlT^ln^^C^ 
anthorlzlnit  the  execution  of  a  mortgage  and  issue  of  ^2^50,000  ofbonasior  «. 
"nstrTc^^^^^^  of  its  facilities  and  the  discharge  and  refunding  of  it. 

obligations.    None  of  these  bonds  were  Issued  during  the  year.] 


BALANCE  SHEET  Inoreaae  or 

.     .,  ^,o,A                                            M»«Ts  sma  AxwiiaO.  1017  (D)  decreaaa 

Apnl  30,  1016                                            ^™  ""  "  gjj  ^5  Q^  U      ^4.217  58 

$113.86318     CaslL 135158  D          2^8624 

3.737  82     BUls  receivable  —  time    1,351  o»  u            ,00 

5,188  61     Accounts    receivable    from    City    of  ^^-j.55  829  94 

New  York  (for  steam) M18  56  8^ 

202.879  00     Consumers'  accounts  receivable ....  268,709  3»  00^ 

60,005  71     Other  accounts  receivable »M73  28  40.oo^  ^ 

LOOOrOO     Special  deposits* AZzi  1,34142 

M»885     Prepayments «l'oofl44  n          347716 

87.778  60     Materials   and   supplies s^.^w**  ^ 

•Includes  $75,962.41  due  from  Burling  Engineering  &  Construction  Corporatloa. 
« Municipal  regulation  deposit. 


Abstbacts  of  CoMPAinr  Retubnb 
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TIm  Hew  Tork  Steam  Comiwnj 
BaU/lncb  Shcbt  —  Concluded 

Apifl  80,  1916  AasBn  bide — Concluded  April  30,  1917 

f 25,295  00     Stocks  of  associated  companies $25,295  00 

2,288  69     Other  InyestmeDt  securities 1,780  56 

8,210,045  85         Fixed  capital  —  gross    8,550,907  64 

tS7j901  80    Le$s  accrued  amortization ilO,Okl  Si 

7j978,9H  OS         FUed  capiUl  —  net 8,2  ^0,866  SS 

2,722  40  Unamortized  unfunded  debt  discount 

and  expense   000  95 

184,134  03     Construction  work  in  progress* 578.607  81 

8,687  15     Other  suspense 7,710  89 

$8,618,618  09  ToUI $9,387,552  54 

UABILmSS  BIDS 

$15,666  54  Taxes  accrued    $15,953  66 

505,000  00  Bills  payable  —  time  •   645,359  32 

6,798  01  Consumers'  deposits   9,178  91 

211  69  Accounts  payable  to  associated  com- 
panies ' 896  76 

276,895  22  Miscellaneous  accounts  payable. .. .  1,156,668  91 

87,635  85  Interest  accrued  on  funded  debt...  37,635  81 

9,624  48  Interest  accrued  on  unfunded  debt.  21,033  31 

64,475  14  Other  unfunded  debt 16,673  66 

2,453,000  00  Mortgage  bonds 2,453,000  00 

210,500  00  Miscellaneous  funded   debt 210,500  00 

7,829  30  Optional     reserves     and     suspense 

credit  balances    18,838  64 

5,481,956  00  Common    stock    6,431,956  00 

$9,017,598  13         Total  capital  stock  and  liabilities.  $10,017,104  98 
Dr.   408,976  04     Corporate  deficit   Dr.  629,642  44 

$8,618,618  09         Total $9,387,552  54 


Increase  or 
(D)  d^cresM 


•  • 

D 

$508  13 

339,961  69 

72,1S9  51 

267^2$  18 

D 

2,121  46 

444,473  78 

D 

970  26 

$773,934  45 

$287  12 

140,359  82 

3,380  00 

685  07 

880,773  69 

D 

04 

11,408  83 

D 

47,801  48 

10,500  34 

$999,601  85 

225,667  40 

$778,934  46 


OoHUmff^ni  LiabUitie8. —  None. 


Vaiuation  of  Property  for  Purposes  of  Taxation 

Cost  to 
reprodaoe  new 
Valuation  as  of  June  30,  1916,  filed  by  respondent : 

Real  property  outside  streets  and  public  places \  $1,262,509  98 

Real  property  in  streets  —  tangible 1,343,380  72 

Tangible   personal    property 112,435  27 

Assessed  Valuation  for  1916  taxes : 

Real  property  outside  streets  and  public  places 

Real  property  (tangible  and  intangible)  in  streets 

Corporate  real  property 


Same  — 
present  value 

$950,00000 
300,000  00 
105,891  39 


Borough  of 
Manhattan 

$1,150,000 

344,100 

46.000 


" "  Represents  construction  material  and  general  overhead  in  connection  with 
which  this  company  has  been  billed  by  the  Burling  Engineering  &  Construction  Cor- 
poration, which  is  doing  all  the  construction  work  for  this  company.  This  material 
as  of  April  30,  1917,  has  not  as  yet  been  assigned  to  projects  and  therefore  no 
details  can  be  given." 

*  Includes  notes  payable  to  K.  C.  Stevenson :  in  1915,  $505,000,  in  1916,  $556,000. 

*To  United  States  Mineral  Wool  Company. 
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The  New  York  Steam  Compuiy 

DaTAiiA  OP  AasBTs  and  Tiiawmots 

Fimed  Capital 

Balance  Addition?  Retirementi  Balanee 

ITBM                       April  3  J,  1916  during  year        dunng  year    ApnlS'.  »»' 

Contingent  aesets*  $4,947.179  78    |»,206  38     $4,926,974  « 

Organization 10.340  19  $15.938  72             1.958  56  24.815  85 

Franchises,         royalties         and 

licenses    415  24                482  21    ^^ 

CJeneral  engineering  supervision.  12,204  61  42  60 "              365  63  U.  881 58 
Miscellaneous    construction    ex- 
pense       25,23189  708  49                 200  00  25.789  88 

Ice  plant  "B"   31,324  29    31,324  » 

Real  estate  account  615,000  00    615,00000 

Steam  station   "B"    426,046  14                107  44    426,158  58 

Shop  at  station  "  B  " 19.166  01    19,166  01 

Steam    station    'J" 220,987  67    220,987  67 

Steam  station   "J"  addition...  539.122  74  260  96                580  47  538,808  28 

Shop  at  station  "  J  " 7,064  66    7.064  88 

Street  system   district  "B"....  509,284  44  105,950  75           16,59137  688.643  88 

Street   system   district   "J  *»....  659,306  85  23^,297  61     .        9.249  82  886.853  64 

Meters     105,452  41  349  61 'Dr.  23,688  81  129.44083 

Floating  equipment    50,579  79  1,164  42             3,U6  97  48,617  24 

Office  furniture  and  fixtures....  8,898  96  7.982  98                186  90  16.196  03 

Shop,  street  and  station   tools.  6,86108  1,137  42                 a  99  7,966  51 

•In  answer  to  the  request  for  an  explanation  of  the. character  of  this  Item  the 
company  replied,  October  17,  1G16 :  **  We  have  made  no  detailed  analysis  or  tiie 
Contingent  Asset  Account  up  to  the  present.  We  understand  that  the  accountant-i 
for  the  Commission  have  made  such  an  analysis  in  connection  with  our  Capitaiiia- 
tlon  Case  No.  2036."  in  the  analysis  referred  to.  Exhibit  B.  Case  No.  2036,  it  is 
stated  that  "  on  April  30,  1896,  the  accounte  *  City  grants  and  patents  •  and  general 
expenses  construction '  were  closed  Into  *  contingent  assets  *  account  by  the  loUowing 
Journal  entry:  'An  Inventory  of  the  assets  of  the  company  having  been  taken 
May  1,  1S96,  by  the  executive  committee  in  accordance  with  Instructions  to  it  by  the 
Board  of  Trustees  at  the  board  meetings  on  June  13,  1893.  and  June  11,  1805  •  •  • 
the  accounts  of  "  city  grants  and  patents  "  and  *'  general  expenses  constnictioa 
representing  assets  of  contingent  and  doubtful  value,  arc,  by  order  of  the  executive 
committee  of  the  company,  hereby  transferred  to  "  contingent  assets  "  account.  The 
above  action  of  the  executive  committee  has  been  sanctioned  and  ratified  by  the 
Board  of  Trustees  at  its  meeting  June  9,  1896. 


*  t* 


The  "  Contingent  Assets  "  AprU  80,  1896,  were  as  fol- 
lows: 

City  grants  and  patents : 

Franchise  payments    $1,472  78 

Stock  Issued  for  franchise  and  patent  rights 3,750.000  00 

Cost  of  acquiring  patents 10,002  46 

Miscellaneous  payments 866  80 

General  expenses  —  Construction  : 

General  expenses $161,100  62 

salaries,  wages,  etc 308,994  05 

i^l^l^  ^^^  ^^^^^  payments  to  W.  C.  Andrews 94,260  10 

Royalties    10,012  68 


$3,762,341  99 


1.183.749  30 


mu        ,,.Jot*l.  April  30,  1899 £4  046  00129 

^^^  ^^irS^^"*^  *^  *^^  «^^o«°t  subsequent  ti  April*  30. f 4,046.091  Z» 

inw  were  as  follows  : 

Franchise  payments   t<)«;o  aa 

Cost  of  acquiring  patents ^^WW.WW.W'.]  237  63 

1.088  49 

Grand  total,  Deceipber  31,  1915 $4,947,179  78 

•  See  Credits  to  Capital.  *       * 
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Tins  If ew  York  Steam  Comptoy 
Fix4d  CopiioZ  —  Concluded 

BaUnoe            Additions       Retiremenla  Balaaee 

imc                           April  33,  1916      during  year     during  year  April  30.  1917 

Patterns     |13»368  23                  |7  60            |1,^  79  $11,793  94 

Utility  eqalpment   3,819  65                  IS  00    3,335  65 

Instraments     802  73    302  73 

Total 18,210,946  86         $370,38171       '•$30,420  02  $8,660,907  64 


■ 


Betterments  an  Leasehold  Propertiee. —  No.  105  Bast  63d  street:  Balance  at 
beginning  of  year,  $1,699.78 ;  retired  during  year,  $125 ;  balance  at  close  of  year, 
$1,574.78. 

DetwUi  of  Expenditures  for  Improvements 

I>l8tribation  system  "  B  "  : 

Install  8-lncb  main  in  Pine  street $1,168  82 

Relay  6-incb  main  in  Pine  street 2,190  32 

Relay  16-incb  main  in  Cedar  street 0,844  71 

Relay  16-inch  main  in  Cedar  street 13,655  92 

Relay  8-inch  main  in  Pine  street 8,136  46 

Relay  16-inch  main  in  Dey  street 2,251  94 

Relay  3-inch  main  in  Dey  street 1,064  76 

Relay  10-inch  main  in  Liberty  street 5,042  52 

Relay  16-inch  main  in  Liberty  street 4,063  93 

Install    16-inch    double   feeder   line   from    228    Penrl    street   west 
through  basement,  crossing  Pearl  street,  and  west  in  Piatt  to 

WillUm  street   68,516  76 

Minor  projects 15  12 

Distribution  system  "  J  " : 

Install  8-inch  main.  Fifth  avenue  and  47th  street 1,788  02 

Install  8-inch  main  in  47th  street '.  8,188  62 

Install  8-inch  main  in  55th  street 6,961  37 

Install  6-inch  main  in  74th  street ;  also  in  Fifth  avenue 9,282  56 

Install  16-inch  main  in  Madison  avenue 10,917  18 

Relay  lO-lnch  main  in  Madison  avenue 7,551  20 

Relay  10-inch  main  in  Madison  avenue 7,855  90 

Relay  15-inch'  main  in  58th  street 27,783  65 

Relay  16-inch  main  in  58th  street 26,785  80 

Relay  6-inch  main  in  63d  street 896  92 

Relay  15-inch  main  in  5Sth  street 14,231  48 

Relay  15-inch  main  in  68th  street 23,431  55 

Relay  15-inch  main  in  58th  street 19,899  68 

Relay  10-inch  main  in  Madison  avenue 8.858  50 

Relay  10-inch  main  in  Madison  avenue 8,632  16 

Relay  16-inch  main  in  58th  street 21,304  G7 

Relay  6-inch  main  in  67th  street 10,047  35 

Relay  10-inch  main  in  Madison  avenue 9,238  16 

Relay  10-inch  main  in  Madison  avenue 18,659  10 

Minor  projecto 39  39 

Miscellaneous 28,133  35 

Total $370,381  71 


^  The  debit  item  is  due  to  an  adjustment  of  $23,094.30  increasing  the  steam  meter 
account  by  that  amount  in  accordnnce  with  the  order  of  the  Puollc  Service  Com- 
mission dated  February  7,  1917,  in  Case  No.  2036. 
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Contingent  asaeta. 


Organisation . 


The  New  York  Steam  Compaiij 
Cre4it9  to  Capital 

Credit  on 
account  of 
equipment 
Explanation  retired 

P.  S.  C.  order  case  No. 

2030 $20.205  33 

P.  S.  C.  order  caae  No. 

2036 1,958  56 


General  en^neering  super- 
viaion 

Miacellaneoiia  ooostruction 
expense. 

Boilers 

Boilers 

Station  "  J  "  machine  shop 
Ash  handling  equipment. . . 

City  water  connections 

Sundry    tools   and    imple- 
ments  

Street  mains  and  services. . 

Street  mains  and  sra-vioes. . 


P.  S.  C.  order  case  No. 
2036 


365  08 


Insurance  accrued 

not  paid 

Correction 

Sale  of  equipment . , 

Saleof  hithe , 

Correction 

Refunds 


and 


25  00 


Meters. 
Meters. 


Floating  equipment 

Office  furniture  and  fixtures 
Shop,    street    and    station 

tools 

Patterns 


Sale  of  tools 

Retirements  —  P.  S.  C. 

order  case  No.  2030 

Cash    credits    and    ac- 
counts receivable 

Sold 

P.  S.  C.  order  case  No. 

2036 Dr  23.994  30 

Accounts  receivable 8, 116  97 

Sold 186  90 


20.315  93 

5,525  26 
355  49 


Sold  and  adjustment. . . . 

P.  S.  C.  order  case  No. 

2030 


31  99 
1.571  79 


Aooounts 

receivable. 

etc. 


200  00 

S200  00 

42  05 

42  05 

253  02 

253  02 

35  00 

35  00 

13  40 

13  40 

212  00 

212  00 

25  00 


5.525  26 
355  49 


3.116  97 
186  90 

31  99 


charnd 
to  deficit 


$20,205  33 


1.958  56 


365  63 


20.315  93 


Cr.  23.994  30 


1.671  7B 


Total. 


$30,420  02      $9,997  08      "$20,422  94 


Mitc^laneout  InveaitnenU^ 

Amount 
Par  value  at  which 

NAin  or  nsuiifa  ookpant  and      of  amount  Date  of  earned  on   Inoocae  aeeroed 

BBCUBrrr  held  acquisition  books  during  ysar 

Btocka  oj  associated  eompanies 

United  States  Mineral  Wool  Co.      $39.400  00  190O-19U  $25.295  00  $3,960  »> 

Other  investment  securities 

Herald  Square  Hotel  Co..  Inc., 

stock    780  56      May  31,1914  780  66    

City  of  N.  Y.  4  per  cent.  corp. 

stock,  due  1955   1.000  00     July  31. 1907  1.000  00  40  00 

City   of   N.    Y.   4%    per   cent. 

Corp.  stock,  due  1917 April  30. 1916  HIS 

ToUl     $41,180  56  $27.075  56  $4,0U  19 

"  Net  amouDt ;  the  charge  to  surplus  Includes  $0,300.50  credited  to  reserre. 
"  All  held  free. 
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The  New  York  Stoun  Compeny 

Brepaymmt^^  InBurance,  $2,511.55;  rents,  $198.09;  miscellaneotui,  |2,129JS ; 
total,  $4,840.27. 

MateriaU  and  Supplies.—  Coal.  $16,463.37 ;  station  material,  $6,878.77 ;  dlatrlbu- 
tlon  material,  $47,881.72 ;  steam,  pipe,  $8,074.88 ;  oil,  waste  and  packing,  $723.03 ; 
postage  and  stationery,  $2,671.49;  loaned  material,  $1,219.79;  storeroom  tools, 
$883.39;  total,  $84,296.44. 

Suspense, —  Refunds  contract  —  flat  rate,  $7,685.88 ;  unadjusted  accounts,  $31.01 ; 
total,  $7,716.89. 

Unamortized  Debt  Discount  and  Expense. —  Short. term  loans.  Unamortlsed  bal- 
ance April  80,  1916,  $2,722.40;  discounts  suffered  on  issues  made  during  the  year, 
$1,030,20 ;  charged  to  Income  during  the  yea:;  $3,151.65 ;  unamortiaed  balance  April 
30,  1917,  $600.95. 

Securities 

Refunding  Genenl 

PABTXCnLAKB  OF  STOCK  AXD  FUNDED  DEBT     Ck>mmon  stook      mortgage  bonds      mortgage  tx>nd8 

Nominal  date  of  issue Julyl,1911                Nov.1916 

Date  of  maturity   "Julyl,1941             Julyl,1941 

Interest,   rate  and   dates *■  4%-5%,  J.  &  J.         9%,  M.  &  N. 

Denominations    1  share  =  |100  |1.00O  00                   N.  R. 

Authorized   by    company $7,500,000  00  2,760.000  00           $2,850,000  00 

By    pubUc    authority 6,431,956  00  N.  R.                 2,860,000  00 

Only    nominally    Issued 2,860,000  00 

Actually  issued  prior  to  year 5,431,956  00  2>  650, 000  00  

Property  consideration   (")  8,695,48114  

Reacquired  and  held  alive 197.000  00  

Held    free    197,000  00  

Actually   outstanding    6/431.966  00  2,463,000  00 

Interest     accrued     and     dividends 

declared    98,120  00  

Interest  charged  to  income 98,120  00  

Interest  and  dlYldcnds  paid 98,120  00  

Interest  and  dividends  not  due 32.706  67 

Market   price    N.  R.  No  Market                  •^— 

Trustees  under  mortgages   Union  Trust  Co.                  


Real  Estate  Mortgages —  On  66-88  Cortlandt  street,  6  per  cent.,  1888,  $25,000, 
$10,000  and  $7,500;  on  35  Sutton  place,  5  per  cent.,  1907,  $5,000;  on  43  Sutton 
place,  6  per  cent.,  1906,  $6,000;  on  45  Sutton  place,  4H  per  cent.,  1902,  $5,000;  on 
station  "  B,"  5  per  cent.,  1882,  $120,000 ;  on  machine  shop,  61  Dey  street,  5  per  cent., 
1881,  $20,000 ;  on  Ice  plant  "  B,'*  177  Washington  street,  5  per  cent.,  1886,  $12,000 ; 
total,  $210,500. 

Consumers*  Deposits. —  At  beginning  of  year,  number  67,  amount,  $6,798.91 ;  added 
during  year,  number,  58,  amount,  $6,470;  refunded  by  cash  In  whole  or  in  part, 
number,  26,  amount,  $2,090,  whereof  cash  $880 ;  at  close  of  year  number,  99,  amount, 
$9,178.91,  interest  accrued  and  paid  during  the  year,  $29.91. 

Taaes  Accrued. —  See  schedule  supporting  Income  Statement. 

Other  Unfunded  Debt. —  Wages  accrued,  $11,715.64 ;  advances  to  U.  1^.  Mineral 
Wool  Company,  $200 ;  bills  paid  twice  and  overpaid,  $863.85 ;  advances  for  service 
by  customers,  $4,394.17;  total,  $16,673.66. 


''With  the  exception  of  $690,000,  which  mature,  $30,000  annually,  from  July  1, 
1918,  to  July  1.  1940. 

>•  Interest  to  July  1,  1918,  4  per  cent;  from  July  1,  1918,  to  July  1,  1925,  4^  per 
cent ;  after  July  1,  1925,  5  per  cent. 

^  Issued  for  licenses  and  franchises  of  Steam  Heatlntr  &  Power  Co.,  $2,500,000 : 
for  patents  and  patent  rights  of  N.  Y.  Steam  Co.  (old),  $1,250,000;  for  net  assets  of 
Steam  Heating  «  Power  Co..  $654,650 ;  issued  to  W.  C.  Andrews  for  part  payment  of 
indebtedness,  $170,000 ;  sold  for  cash,  $856,306 ;  issued  but  not  paid  for  (charged  to 
profit  and  loss),  $1,000. 
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2a.  ;^:6 


Af^TVtd  umcrtimtiem  of  cmpltaL    $237^1  80 

Bmd  4«*t« ^fgSnOT 

Comp^-iuatioa    Insiirmiice    200  00 

JnittrUrt  sBd  dtouises  (prop^rtyi     Dr.  1.023  94 

fAT.'«  fomlture  aitd  flztnro 

L'tllif X  eqatpmmt    

Totflit  «Dd   fiiipi««ieiiU 

8a)«p«'D<i«  credit  balaBcei: 

Matertftl,  Ktock  tBTmUHT 

Unadjusted   accounts    

Interest  on  taxes 


f7243951 


1,905  00 
000  00 
675  00 
93108 


$17  25 

«  200  00 

1.23142 


April  »,  1917 

$310,041  31 

S.479S2 

Dr.290  3e 

00000 

075  00 

931  OS 

11,194  26 

1^88  40 

559  ttS 

INCOME  STATEMENT 

Amount  for 

Operating  rerenue  —  sales  of  steam:                                  i^  30. 1917  (D) 

To  tlie  ceoenl  public $1*250,955  70  $207,739  58 

To  the  munldpaUty 15,033 17  1,006  50 

ToUl  operating   reTenne $1,271,988  87  $208,746  08 

Operatlnir  expenses : 

BtatiOA,  operating $858,529  77  $253,194  38 

BUtlon,  malntenaaoe   29,036  54  10,834  38 

TransporUtlon  of  fuel 70,74658  9,405  63 

Tran«porUtlon  of  ash   18,305  54  4^24  36 

DlstrlboUon,   operating    33,347  38  4,523  49 

Distribution,  malotenance   36,264  25  D     6,069  52 

Utilization     10.447  42  3^43  53 

Commercial     33,776  30  17,428  49 

General    (excluding  depreciation) 57,50187  20,338  80 

Total  of  foregoing   $1,153,955  65  $317,571  54 

flteam    purchased    67,078  32  67,978  32 

Amortization    57,600  00  D        1,400  00 

ToUl    $1,279,533  97  $384^48  86 

Uncollectible  bills  600  00     

Tax  accruals   32,577  38  8,115  21 

Total  expenses,  taxes,  etc $1,312,711 35  $387,265  07 

Operating  loss  applicable  to  corporate  property $40,722  48  $178,518  99 

Non-operating   revenue :      Interest  on   bank    balances, 

$1,315.70 ;     rents,    $11,586.75 ;     miscellaneous,    $7,- 

200.61 ;  leta  non-operating  toxes,  $4,635.98 15,576  07  D     30,991 54 

Gross  loss  applicable  to  corporate  and  leased  properties.       $25,146  41  $209,510  53 
Deductions  from  gross  income :    Interest  on  refunding 

mortgage  bonds.  $08,120;  on  mortgage  loans,  $10,- 

024.06;  on  notes.  $18,:!52,82;  miscellaneous,  $650.80; 

rent,  $00 ;  amortlzutlon  of  unfunded  debt,  discount 

and  expenso,  $n,lC1.05 ;  operating  lease,  Station  "A," 

$11,671.36 172,981 09  41,557  71 

. — — 1 

Net  corporate  loss   $198,077  60  $251,068  24 , 

/ConslMtN  of  $57,600  charged  to  Depreciation;  $8,143.01,  credits  on  accoo&t  of 
••ilf?l'*'%!l"^.  10,306.00  credit  on  account  of  stack,  staUon  "J,"  case  No.  2086. 
••('rrdtiwd  to  plant  Investment, 
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The  New  Tork  Steftm  Oompaay 

COPPORAHD   DEFICrP 

Deficit  AprU  30,  1018 

Debit  balance  for  year  transferred  from  income 

Amortization  elsewhere  unprovided  for,  adjusting  property  account 

In  accordance  with  P.  S.  C.  order  of  February  7,  1017 

Other  deductions  from  surplus 

Total  debits  

Credit :    Refund  of  Pennsylvania  State  tax  by  P.  &  a.  Coal  &  Iron  Co. 

Deficit,  April  30,  1917 


Amount 
$403,975  04 
198,077  50 

26,819  44 
81152 

1629,683  50 
4106 

1629,642  44 


Operating  Revenue 

Gehtsper 
Increaae  M  pounds  Inorease 

Amount      Increase  or   Per  groos    or  (D)  stoam      or  (D) 

District  '*  B."                              for  year     (D)  decrease  ton,  coal  decrease  sold       decrease 

Power    and    heating— meter.  |433.993  26     |152,906  43       $3,131        |.966  46.944    D  1.697 

Heat— meter   172,637  08        26, 699  48        1.244          .116  70.835        3 .740 

Power  and  heating— flat  rate    112.667  78    D  62,767  66          .812    D    .468  86.226          .644 

Heat— fiat   rate    90  00    7.177    D    .647 

Total   1719,278  12      |126,837  26       |5.187         |.604  48.348         1.867 

^^tm^m^a^^m^^i^^^^a^mm           ^^^m^t^i^^^^^i^^m^''^           a^B^^B^ai^^^^B           ^^^m^m^^i^^m^^  •m^^^^^h^^h^            ^^^^^^^^i^m^b 

District  "  J." 

Power  and   heating— meter. .    $97,616  17       $36,034  38        $.966        $.190  61.336       60.661 

Heat— meter     429,968  06        62.777  39         4.213    D    .279  69.840        4.921 

Power  and  heatlng^flat  rate     13,978  76    D  20,677  68          .137    D    .288  41.104       N.  R. 

Heat— flat   rate    11,157  77          4,774  64          .109          .033  55.677       N.  R. 

Total    $552,71076       $81,908  83       $5,415    D  $.344  64.289       N.  R. 


Operating  Etepenees 

StaHon  Operatmg  Bxprnse             Station  "A"  Station  "  B  "  Station  "  J  " 

Bnglneering  supervision $694  19  $944  19 

Station   superintendence    $252  25  2,219  96  3,077  76 

Station   clerks    61 99  970  70  1,198  42 

Engineers    814  85  8,488  34  7,30161 

Firemen   836  26  33,853  99  21,004  09 

Firemen's  helpers 402  41  161  35 

Attendance : 

Handling  fuel    206  59  8,130  34  13,092  80 

Handling  ashes    10,514  54  10,516  50 

Treating  water   10  397 10 

Cleaning,  washing  and  testing 

boUers    39  00  6,634  02  1,480  06 

Miscellaneous  labor    70  91  1,182  19  1,752  54 

Janitor  and  watchipan  service 916  81  1,395  21 

Fuel   26,085  67  313.233  14  310.093  68 

Water  for  steam 2,207  06  28,102  90  25,023  15 

Water  for  general  station  use. . .          200  00  747  77  1,018  26 

Production   supplies    22  35  478  95  1,483  87 

Lubricants,  waste  and  packing.          262  36  1,090  24  2,260  70 

WHter-treatlifg  supplies 436  00  762  28 

Station  expense 42  16  1,611  70  1,438  36 

Teatl&g  coal   27  60  163  28  738  11. 

B«iit  of  tonnel ,     21147 


Total 

$1,638  38 

5,549  06 

2,231  11 

16,694  80 

66,595  24 

563  76 


21,489  73 

21,030  04 

397  20 

8.162  07 

3,005  64 

2,312  02 

649,412  49 

55,4j23  11 

1,966  02 

1,985  17 

8,613  29 

1,188  28 

.  8,092  21 

923  89 

nx  4T 
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TIm  New  Tock  StMa  Cotjiny 
0|i«rat<fiy  Bmpen9e9 — Gontlniied 

SUMtUm  OptaHna  ExpMM  —  Conel'd      Station  "A"    Sutaon  "  B  "    Statkm  *'  J  " 

Rent  of  piping |60  00 

Steun   purchased    $787  QO     

Attendance  —  cinder  catcher 196  39 


Tbtal 

leooo 

787  50 
196  39 


Total  station  operating  ex- 
pense    181,278  93 


Station  Malmtenance  Empetue 
Repairs: 

Bnildlng  and  grounds 

Stacks,  fines  and  breeching. . . 

Engines  and  pumps 

Boilers    

Stokers    

Mechanical  drafts 

Coal-handling  machinery  .... 

Ash-handllng  machinery 

Station  piping  

Electrical  apparatus 

Sdentiflc  apparatus   

Heaters  and  purifiers 

Bunkers  and  chutes 

Elevators    

Shop  and  shop  tools 

Station  and  firing  tools 

Miscellaneous   


$420,659  07     $406,591  77     $858,529  77 


$2616 

22132 

3  31 

3  38 

21  7T 

87  74 

8  70 


8  40 


•••••• 


36  65 


$500  38 

142 

000  27 

8,469  24 

1,848  72 
1,639  66 
1,284  20 
1,029  90 
457  38 
68  07 

328  67 

687  80 

6  07 

1,297  87 

20  28 


$240  40 

7712 

1,587  54 

2,267  03 

2,615  63 

1,872  06 

722  66 

643  58 

2,430  60 

763  01 

36167 

83  27 

890  70 

252  62 

55  73 

484  42 

237  36 


$749  78 

78  54 

2,513  96 

5,957  59 

2,618  94 

3,224  16 

2,383  98 

2,013  52 

3,469  20 

1,220  39 

423  14 

83  27 

1.219  27 

940  42 

6180 

1,818  94 

257  64 


Total  station  maintenance 
expense 

Tranapcfiaium  Fud  Bxpenae 


$412  42       $13,038  72       $15,585  40       $29.036  54 


District  "B"     District"! 


Superintendence 

Dock  rental  expense 

Dock    hoisting   expense $145 

Dock  tug-boat  expense 

Miscellaneous   

Repairs : 

Miscellaneoas    

Dock    

Hoisting  apparatus 

Transportation  of  fuel  "  B  " 66,273  83 

Transportation  of  fuel  "A" u,036  45 


$015 

946  99 

8,237  97 

15  00 

6818 

1155 
408  00 
748  01 


Total 

$0  15 

94o  99 

3,239  42 

15  00 

6818 

1155 

408  00 

748  01 

66,273  S8 

5,03645 


Total  transportation  fuel  expense $71,311  73         $5,434  85       $76,74658 


Trangportation  Ash  Expense 

Drivers   Cr   $6  00 

Dock  rental  expense 

Dock  hoisting  expense   

Ash-disposal   expense    

Repairs: 

Dock   

Hoisting  apparatus 

TransporUtlon  of  ash  "  B  " 13.503  89 

Transportation  of  ash   "A" 1,186  80 


$236  51 

166 

3,298  89 


17  06 
66  76 


Or    $600 

286  51 

165 

3,298  89 

IT  05 

66  75 

18,608  89 

1,186  80 


Total  transportation  ash  expense $14,684  60         $^.020  S5       $18,306  54 
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Th0  New  T«A  Steun  Company 

Operating  Expenna — Continued 

DiMtribution  Operating  Bxptnu  Dwtriet  "  B "  Dtetriet "  J  *'  Total 

Bngineering  superrlslon    $1,172  84  $1,172  88  $2,846  67 

Snperlntendence     4,123  01  4,257  64  8,880  65 

Clerks    1,753  66  3,079  83  4,833  4C 

Street  Inupectors   140  49  1,831  58  1,978  07 

Meters   reset  and   removed 167  43    •      Cr  34  40  133  03 

Turn  ons  and  turn  oflPs 610  71  1,099  14  1,709  85 

Connecting    and    disconnecting    services    and 

mains   97  64  204  88  302  47 

Miscellaneous    distribution    system    operating 

labor    2,406  50  3,690  91  6.157  41 

Distribution  system  expense 1,612  05  1,697  09  8,810  04 

Cartage  expense 70  58  3  71  63  29 

Office  and  shop   rental 174  60  1.968  69  1,533  19 

Office  and  shop  Ugbt,  water,  heat,    phone 354  43  870  21  1,224  64 

Office  and  shop  supplies  expense '.  327  85  673  90  901  75 

Office  and  shop  —  miscellaneous 58  816  8  78 

Experiments  —  distribution    system    236  64  213  46  460 10 

Total  distribution  operating  expense..  $13,324  91  $20,022  47  $33,347  38 

Dietribution  Maintenance  Bspenae 

Repairs : 

Mains $3,584  96  $5,360  97  $8,945  98 

Services 2,173  66  3,297  94  5,471  60 

Paving 1,804  13  2,015  05  3.819  18 

Meters 6,470  48  2,676  48  9,146  96 

Traps 2,177  22  2,285  59  4,462  81 

Regulators 10  95  1,277 14  1,297  09 

Shop  and  street  tools 50  10  46  54  96  64 

Water  leaktf 208  44  1,346  72  1,645  16 

Miscellaneous 146  27  64  28  210  56 

Cartage  expense    535  25  633  08  1.168  33 


Total  distribution  maintenance  expense.  $17,260  46       $19,003  79       $36,264  26 


Vtilization  Expense 

Customers*  premises  inspection $4,990  54         $3,626  08         $8,616  62 

Cnatomers*    premises    expense 295  09           1,535  71           1,830  80 

Total  utilization   expense $5,285  63 


Commercial  Expense 

Salaries  —  meter  indexers $1,221  98 

Salaries  and  expenses — commercial  office  clerks  2,866  16 
Salaries   and    commissions  —  commercial    col- 
lection bureau   257  90 

Commercial  office  supplies  and  rent 961  OS 

Uncollectible    bills  " 300  00 

Sales  department  expense 7,065  91 

Commercial  engineering  expense 5,078  20 


Total  commercial  expense $17.7o0  18 


$5,161  79 

$10,447  42 

$933  81 
2,865  14 

256  46 

890  80 

300  00 

6.208  25 

5,0S1  66 

$2,156  74 
5,730  80 

514  86 
1,851  88 

600  00 
13.864  16 
10,159  86 

$16,026  12 

$34,376  30 

^  Tender  the  accounting  orders  of  the  Commission  for  otber  public  utilities  nscol- 
lectible  bills  are  not  included  in  operating  expenses. 


662        Public  Service  CIommission  —  First  District 

Th*  Hew  York  SCMm  Oempaay 
Operating  Bxpenges — Coneluded 

Omi^ral  and  MiuetOaiuow  Expend                  District  **B"     Diatriet"J"  Total 

Sftlartes  and  expenses  —  general  offficers |7,299  81  $7,800  04       $14,599  8S 

Salaries  and  expenses -~ general  office  clerks.       7,832  94  7,83166  15.664  60 

General   offce  rent 2,712  07  2,712  05  5,424  12 

General  office  supplies  and  expense 667  62  667  60  1,335  12 

Printing  and  stationery 1,425  86  1.425  87  2,851  73 

Legal  expense  — general    90224  1,05600  1,958  24 

Injuries  and   damages 920  00  1,020  00  1.940  00 

Insurance    3,270  27  2,904  27  6.174  54 

Miscellaneous  general  expense 1.033  43  1,026  89  2,060  32 

Stores  expense 3,477  51  2,015  84  5.493  35 


Total  general  and  miscellaneous  expense  $20,541  65       $27,960  22       $57,501  87 


Depreciatiofk. —  Charges  are  made  to  Depreciation  Expense  and  concurrent  credits 
to  depreciation  reserve  on  the  basis  of  8  per  cent,  on  the  book  balsnces  of  mains 
and  services,  2  per  cent,  on  plants.  6  per  cent,  on  meters,  10  per  cent,  on  patterns  and 
approximately  7  per  cent,  on  miscellaneous  equipment.  No  charges  were  made  to  the 
reserve  during  the  year. 

Taxes 

Amoimt  of  Charged  to 

CLASS  or  TAX  levy  income  Amount  paid     Due  and  unpaid 

Real  esUte $23,463  06  » $24,276  75  $23,479  50  $12,200  73 

Corporate  real  property  938  40     021  96     

Special  franchise 7.019  64  7,517  38  7,019  64  3,509  82 

Gross  earnings,  State. .  5,486  65  6,400  73  5,486  65 


Total $36,907  75        » $38,104  86  $36,907  75  $15,710  55 


■ 


Miscellaneoue  Rent  Revenues. —  M.  A.  Eiseman,  66-68  Cortlandt  street,  $3,300: 
New  York  Ice  Company,  177  Washington  street.  $4.750 ;  miscellaneous,  $4,747 ;  total, 
$12,797 ;  expenses.  $1.200.25 ;  taxes,  $4,635.99. 

MISCELLANEOUS  INFORMATION 

Plant  Equipment  in  Place, —  Steam  station  '*  B,'*  located  at  170-174  Greenwldi 
street  contains  following  boilers :  56  Babcock  &  Wilcox,  of  250  h.p.  each,  1  Parker, 
of  812  h.p.,  and  1  Climax  of  1,000  h.p. 

Steam  station  "  J,"  located  on  Bast  River  between  59th  and  60th  streets,  contains 
following  boilers :  8  Climax,  of  1,000  h.p.  each,  1  Climax  of  750  h.p.,  4  Altraan  & 
Taylor,  of  510  h.p.  each,  and  3  Babcock  &  Wilcox,  of  300  h.p.  each. 

Steam  station  "J"  Addition,  located  on  the  East  River  between  58th  and  59th 
streets,  contains  following  boilers:  8  Babcock  ft  Wilcox,  of  600  h.p.  each  and  4 
Edgemoor  (with  stokers),  of  700  h.p.  each. 

Coal  Consumed  and  Steam  Sold, —  District  "  B  " :  Total  coal  consumed,  grosB 
tons,  138,500;  increase  over  last  year,  9.827.  Steam  sold  (lbs):  Power  (meter). 
924,482,965;  heat  (meter),  243,576,758;  flat  rate.  319,818,086;  toUl,  1,487.^77,799; 
increase  over  previous  year,  213,120,440. 

District  "  J  " :  Coal  consumed,  gross  tons,  102,057 ;  increase  over  previous  year, 
20,312.  Steam  sold  (lbs.)  :  Power  (meter),  190,015,100;  heat  (meter),  615,629,050; 
flat  rate,  54.084.300;  toUl,  850,728,450. 


"Includes  $4,635.99  charged  to  non-operating  income. 

»Thl8  charge  was  decreased  by  a  credit  of  $999.99  federal  Income  tax  not  paid. 
Excludes  $18.50  capital  stock  tax.  ^^  -^  "^ 
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The  New  Tofk  Steem  Compeiiy 
Vumher  of  P^et  of  Oonneotod  Bioam  Main$  <m  of  April  SO,  1917 


InsUUed 

Total 

In  District 

In  District 

during  year 

April :»,  1917 

«»B" 

••  J  " 

2,861 

1,666 

706 

142 

2,400 

974 

1,616 

1.605 

23,487 

6,171 

18,316 

1,760 

11,771 

6,133 

5,638 

11,108 

6,485 

6,623 

733 

664 

79 

105 
24,020 

105 

4,804 

16,860 

8,070 

6,470 
1,623 

5.470 

1,623 

Total 


8,301 


84,077 


36,832 


47,245 


Station   "A"   &  "  B  " 
BtaUon    "J"    


Coal  Statement 

Dollara 

On  hand          Boacht       Consumed  Sold  during  On  hand 

May  1.  1916    during  year    during  year  year  May  1,  1917 

.    112,181  97      1967,256  01      |3S9,318  81  $33,984  U  $6,1S6  06 

6,27103       314.160  96       310,093  68    10,828  31 


118.453  00     $681,406  97      $649,412  49       $33,984  11       $16,468  37 


Station  "A"  &  •*  B  " 

BUUoD  "J"   


Pounds 

14. 435, 380  334.087, 360   310.  441. 600 
5.096,200  230,271,800  228,606,440 


83,277,860 


4,753.280 
6.762.660 


19,531,680     664,309,160     639.047.040       83.277,860       11,516,840 


Accident$. —  Minor  injuries,  104  ;  whereof  to  works  employees,  68  ;  to  street  depart- 
ment employees,  30 ;  to  persons  other  than  employees,  6.  Serious  injuries,  2,  one  to 
a  works  employee  and  one  to  a  non-employee. 


DiatrilHition  of  Compensation  of  Offleers  and  Employees 


CHARGES  Pay  roll 

Production  expenses  $148,046  51 


Distribntlon  expenses 

Commercial  expenses    

General  miscellaneous  expenses. 

Utilization  expenses   

Charges  to-  outside  parties. ... 

Prepaid   acooants 

Stock   accounts 

Machine  shop  expenses 

Fixed  capital   


38,703  75 

13,360  90 

13,070  78 

7,447  69 

2,145  22 

30  00 

97  72 

4,600  16 

60  48 


Officers,  etc. 
$6,286  oO 

8,161  84 
13,251  63 
20,106  54 

3,012  50 


136  00 


Total 

$164,333  01 

46,865  60 

26,621  63 

34,077  32 

10,460  19 

2,146  22 

80  00 

97  72 

4,786 16 

60  48 


Total $228,472  20 


$30,055  01         $270,427  21 
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566        Public  Sebvicb  Commission  —  FrasT  Distbiot 

The  New  York  Steam  Comiiuiy 

01Wccr«.— President  and  General  Manager,  Arthnr  B.  Dnram;  Ylce-Prcsldent. 
Charles  A.  GUlham ;  Secretary  and  Treasurer,  George  S.  Belth ;  Auditor,  Clarence  M. 
Lewis ;  Attorney,  Karl  R.  Miner ;  General  Purchasing  Agent,  Alfred  B.  Snath. 

Directors,—  Arthur  E.  Duram,  Charles  A.  Gillham,  Arthur  H.  Van  Gorder,  George 
S.  Belth,  Sidney  S.  Wilson,  Karl  R,  Miner,  Frank  K.  Pendleton,  Alfred  B.  Smith, 
William  J.  Baldwin,   Jr. 

Main  BuHneaa  OJ0lice.—  2SO  Madison,  New  York  city. 

Report  yerlfled  by  Arthur  B.  Duram,  President,  June  21,  1917. 


NORTHERN  UNION  GAS  COMPANY 

HUtory, —  Incorporated  October  1,  1897,  under  the  Transportation  Corporations 
Law  [and  acquired  the  franchises  of  the  Northern  Gas  Light  Company,  the  name 
of  which  company  had  been  changed  from  Suburban  Gas  Light  Company  by  order 
of  the  Supreme  Court  on  June  11,  1878].  Gas  service  was  begun  November  16, 
1897.  On  June  12,  1902,  the  Wakefield  Gas  Ught  Company  and  the  WUUamsbridge 
Gas  and  Electric  Light  Company  were  merged  into  the  Northern  Union  Gas  Com- 
pany. The  company  supplies  mixed  gas  In  that  portion  of  The  Bronx  formerly 
Known  as  the  24th  ward.  It  does  not  operate  its  manufacturing  plant,  and  pur- 
chases its  entire  supply  from  the  Central  Union  Gas  Company. 

Stock  control :  The  New  Amsterdam  Gas  Company  is  rej>orted  by  respondent  to 
be  the  holder  of  record  of  »7,398  shares  and  the  Central  Union  Gas  Company  of 
*7,595  shares.  [The  entire  stock  of  the  latter  company  is  owned  by  the  New 
Amsterdam  Gas  Company,  which,  in  turn,  is  controlled  through  stock  ownership, 
by  the  Consolidated  Gas  Company.] 

Btockholders  and  Members. —  Total  voting  power  of  all  members,  15,000;  each 
holder  of  $100  par  value  of  stock  having  one  vote.  Total  number  of  stockholders, 
December  31,  1916,  7,  of  whom  6,  controlling  14,999  votes,  were  residents  of  New 
Yprk  State.  Votes  cast  at  last  general  meeting,  October  10,  1916,  15,000 ;  by  G.  W. 
Dpane,  7,398  in  behalf  of  New  Amsterdam  Gas  Company,  1  In  behalf  of  himself 
and  5  in  behalf  of  others ;  by  W.  H.  Bradley,  7,595  in  behalf  of  Central  Union  Gas 
Company  and  1  in  behalf  of  himself. 

Important  Changes  during  the  Year, —  No  additional  franchises  or  powers  were 
acquired. 

^       ^     „,  BALANCE  SHEET 

*^««?g^'31,  December  31,  InoreMor 

^^^o  ASBSTS  siDB  19 16  (D)  decTesM 

$316,031  91     Cash $80,650  84  D  $235.381 07 

77,322  31  Accounts  receivable  from  City  of  New 

York    (for  gas) 17.457  67  D      59,864  64 

51,659  09     Consumers'  accounts  receivable 53,432  06  1,772  97 

6,764  04  Accounts     receivable     from     associated 

companies 13,260  90  6.496  86 

26,049  73     Other  accounts  receivable «  22,414  62  D        S,635  11 

Interest  and  dividends  receivable  ■. . . .  2,583  73  2,583  73 

Special  deposits <  350,000  00  350,000  00 

41  07     Prepayments    (Insurance)    341  03  299  96 

28,714  81     Materials   and    supplies 37,305  83  8.59102 

3,300  00     Stocks   of   associated    companies 3,300  00      

14,339  71     Other  Investment  securities 15,324  57  984  86 

aogl"a"'fuS'lil'V?tVoft'"o''f'bo"„a?ito?e°s'?"'  *  '^■'  '»'*""•*•  ^"  "«>"« 

Clt,  Ca,*»2.65olJ9"*  '"""  """"^'Wl  Lighting  Co..  Inc..  »33.04.  and  from  National 
*  Depoilted  with  National  City  Company. 
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NorthMii  DinAon  Ou  Compunf 

Baiamcs  Bnmwfr  —  Candudad 

Deeember  31,                                                                                     December  31,  Ineretae  or 

1915                                ASSETB  nDU^Ctmduded                               1016  (D)  decrease 

13,128,463  19     "  Fixed  Capital,  Dec.  31.  1908  " $3,102,500  29  D    $25,902  00 

951,060  05     Fixed  capital  installed  since  1908 1,111,835  28  159,874  33 

k,080Mh  U            Total  (without  deduction  of  depre- 
ciation)          4,tH,SSS  57  1SS,911  iS 

6,500  00     Temporary  advances  to  associated  com- 
panies    6,500  00     

6,592  61     Suspense 6,009  04  D           583  57 


$4,617,739  42  Total $4,822,015  86         $205,176  44 


LIABIIJTIES  BIDS 

$68,630  09     Taxes  accrued*   $95.243  69  $26,612  70 

100,775  92     Consumers'  deposits    114,729  71  4,953  79 

67,690  01     Accounts    payuMe    to    associated    com- 
panies    72,669  26  4,979  26 

23,503  55     Miscellaneous  accounts  payable *  23,604  66  91  00 

10,416  66     Interest  accrued  on  funded  debt 10,416  66     

6,699  55     Interest  accrued  on  unfunded  debt 11,879  89  5,180  34 

1,27813     Other  unfunded  debt' 1,136  70  D           14134 

1,250,000  00     Mortgage    bonds    1,250,000  00     

623,565  05     Reserve  for  Contingency  • 705,213  56  81,648  61 

8,803  93     Reserve  for  renewals  and  replacements 

—  plant  withdrawn  from  service  •  31,070  29  22,266  36 
141,099  03     Reserve    for    accrued    amortization    of 

capital  • 141,099  03     

18,812  87     Casualties  and  insurance  reserve 10,797  73  984  86 

1,500,000  00     Common  stock 1,500,000  00     

787,463  73     Corporate  surplus   846.064  70  58,600  97 


$4,617,739  42  Total $4,822,915  86         $203,176  44 


Contingent  HaUUtiea. —  None. 

Valuation  of  Property  for  Purposes  of  Taopation 

Cost  to  Same  — 

reproduoe  new  present  value 

Valuation  as  of  June  30,  1916,  filed  by  respondent : 

Real  property  outside  streets  and  public  places. .      $2,171,767  14  $2,171,767  14 

Real  property  in  streets  — tangible 1,210,79815  1,210,79815 

Intangible  property,  excl.  franchises 573,969  09 

Tangible   personal    property 1,282,633  04  1,282,633  04 

Assessed  Valuation  for  1916  taxes : 

Real  property  outside  street  and  public  places :  Bronx  Borough 

Land $195,500 

Improvements 259,000 

Real  property  (tangible  a&d  intangible)  in  streets 1,380,000 

*See  note  28,  paRe  573. 

"Includes  $10,941.80,  amount  due  consumers  under  80-cent  Oas  Act  [20-cent 
rebates]. 

*  Represents  "  additional  snles "  [similar  item  described  in  1914  correspondence 
as  "  final  bills  paid  subsequently  to  the  closing  ot  the  current  month's  sales  "1 . 

■  See  Depreciation,  page  572. 
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DarAiiA  oi|Ambt»  amd  LiABiumi 


''Fimed  Cajtitml,  December  SI, 

Bookeost 
Dee.  31, 1015 

Fnncblie  and  property ^^67,620  22 


Beal  estate 

CoDBtmctioii   works    . . . 

Mains 

Services   , 

Meters 

Governors 

Meter  connections 

Horses  and  wagons. . . , 
Tools  and  implements. . 
Furniture  and  fixtures. 
Gas  stoves  rented. 


44.«86  36 

3,187  61 

297,523  72 

68,538  01 

125,279  81 

4,573  42 

19,116  20 

462  18 

383  24 

237  9S 

6,860  47 


1$$8  " 

Withdrawn 
during  year 

18,556  36 


•4.115  80 

«  792  00 

207  96 

5,886  00 

96  81 

6,860  47 


Dee.  31,  1916 

$2,649,073  86 

44,686  36 

3,187  61 

293,408  42 

67.74101 

125,071  85 

4.673  42 

18,780  20 

46218 

287  43 

287  95 


Total ^ $3,128,46319        >*$25.96290      $3,102.50029 


Piwed.  CaiHtal  InataUed  Binoe  Deeemher  SI,  if  #8 


DraTAUiBD  Duanro  tbab 


Retired  or 
withdrawn 
during  year 


Additi<ms  Renewals 

and  and  _ 

nTLB  OF  ACCOUMT  betterments     replacements      (deducted) 

Land  devoted  to  gas  operations..  $1,888  7S    

General  structures   » 8, 898  89    

General  equipment  1,616  10    

Works  and  station  structures....    Cr.^8,216  8B    

B*umaces.  boilers  and  accessories 

Accessory  equipment  at  works 


Trunk  lines  and  mains 

Gas  services   

Gas   meters    ;. 

Gas  meter  installation 

Gas  engines  and  appliances 

Gas  tools  and  implements 

Engineering  and  superintendence. 


26,130  88 

6,931  06 

42,811  07 

2.892  36 

78,628  49 

718198 

848  84 


Total 


1161,60165 


Total  cash 
cost  to 
Dee.  31, 1915 

122,911  » 

€8,898  86 

16,740  18 

8^64167 


$215  06 


104  17 


274  47 
1,188  60 


734  12 

289.602  08 

78,688  96 

281,620  48 

88,69015 

312^64 

2,622  99 

848  84 


$1,727  22     $1.II1.8K28 


Bq^lpmeni  Retired  Durtng  the  Year 

Number  Coet  of 

of  units  equipment 

CLASS  OF  aqTnpMBMT  naTZBBo                     retired  retired 

Coal   gas   plantir. 6  $6,80000 

Street  mains  — ft 11,117  4,464  19 

Gas  services   GO  792  00 

Gas  meters  49  834  44 

Gas  appliances  1,874  9,344  89 

Meter  connections 6,800  5,336  00 

Tools  and  implements... 1,229  81 

Total "$28,80083 


Amount 
Salvaae      ehar^  to 
oharged  to  roiowUB  and 
material     replacementi 

$400  00         $6,400  60 

4.1J8  89 

78115 

812  13 

8,680  84 

5,386  00 

1,229  81 


22  81 
824  06 


$1,678  10       $26,722  78 


*  Includes  a  debit  adjustment  of  85  cents. 

>*The  company  has  undercrcdltcd  Fixed  Capital  December  31.  1908,  by  $610.71. 
Correcting  entry  will  be  mnde  in  tbe  1017  accounts. 

"  Incluaes  a  credit  adJuRtraent  of  85  oentR. 

"The  company  has  trnnsferred  to  Works  and  station  structures  a  credit  of 
$8,216.89  improperly  credited  to  General  structures  in  1915. 

"  Exceeds  tlie  credits  to  fixed  capital  shown  in  the  preceding  schedules  by  $610.71. 
See  note  10. 
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,  RortherB  Union  Gas  Cos^any 

Miscellaneous  InveatmenU. —  Fire  insurance  participation  certlflcates :  Amount 
at  which  carried  on  books,  $15,324.5X;  interest  (3  per  cent.)  accrued  and  received, 
$450.74 ;  acquired  during  the  year,  $084.86.  Municipal  lighting  Company,  Inc., 
capital  stock :  Par  value,  actual  money  cost  and  amount  at  which  carried  on  books, 
$3,300;  no  income  accrued  during  year. 

Accounts  Receivable  from  Associated  Companies. —  Advances  to  Municipal  light- 
ing Company,  $6,500  at  6  per  cent. ;  interest  accrued,  $300 ;  interest  received, 
$356.06. 

Other  Accounts  Receivable:  Central  Union  Qas  Company,  $1,623.29 ;  Consolidated 
Gas  Company,  $92.67;  N^w  Amsterdam  Gas  Company,  $055.70;  Welsbach  Street 
Light  Company,  $2.28 ;'  Municipal  Lighting  Company,  $16.16 ;  Westchester  Lighting 
Company,  $10,570.80;  total,  $13,260.90. 

Materials  and  Supplies. —  On  hand  at  close  of  year;  Breeze,  120.503  short  tons 
at  13US  cents  per  cwt.,  $326.36;  cast-iron  pipes  and  fittings,  $8,087.80;  wrought- 
iron  pipes  and  fittings,  $8,491.31;  gas  ranges  and  appliances,  $20,401.36;  total, 
$37,306.88. 

Suspsnae. —  Payments  on  account  of  acquisition  of  real  estate  which  has  not  as 
yet  been  consummated,  $0,404.21 ;  minor  items  to  be  adjusted  in  1917,  Cr.  $3,395.17 : 
total,  $6,009.04. 

Securities 


PABTICULABS  OF  STOCK   AMD  VUNDED   BEST 

Nominal  date  of  issue 

Date   of  maturity 

Interest,   rate  and  dates 

Denominations    

Authorised  by  comp.nny 

By  public  authority 

Actually  issued,  prior  to  year 

Cash  realized  

Property  consideration    

Actually  outstanding   

Interest  accrued   and   dividends  declared.*... 

Interest  charged  to  Income 

Interest  and  dividends  paid 

Interest  and  dividends  not  due 

Interest  and  dividends  matured  and  unpaid.. 
Trustees  under  mortgages 


Common 
stock 

First 
mortgage  bonds 

Nav    1    1 897 

Nov    1     1927 

6%,  M.  &  M. 

$1,000  00 
1,500,000  00 
1,250,000  00 
1,250,000  00 

1  share  =  $100 

$i;500,000 

1,500.000 

1,TJ00.000 

1,500,000 
1,500,000 

1,250,000  00 

1,250,000  00 

62,500  00 

62,500  00 
62,500  00 

10,416  66 

Columbia  Trust  Co. 

Ml 

Accounts  Owing  to  Associated  Companies. —  Current  accounts :  Central  Union 
Gas  Company,  $67,436.24 ;  New  Amsterdam  Gas  Company,  $1,659.68 ;  Westchester 
Lighting  Company,  $2,005.86 ;  Standard  Gas  Light  c:ompaDy,  $1.567.48 ;  total, 
$72,669.26. 

Ooneumers'  Deposits. —  At  beginning  of  year,  $109,775.92;  added  during  year, 
$52,320 ;  refunded  by  cash  and  credited  to  consumers'  accounts  (where  the  deposit 
is  more  than  sufficient  to  satisfy  the  account),  $41,491.46;  refunded  by  credits  to 
consumers'  account  (where  the  account  is  not  fully  satisfied  by  the  credit), 
$5,874.75;  balance  at  close  of  year,  $114,729.71;  Interest  accrued  and  paid  during 
the  year,  $6,078.72. 

Tawes  Accrued, —  See  schedule  supporting  Income  Statement* 
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nocfhem  Vidon  Gas  Companj 
A00crr09 

Credit  balance        Credits              DebiU  Credit  bdanoe 

Dec,  31,  1915      duriag  year      during  year  Dee.  31,  1916 

Accrued  amortization  of  capital     $141.099  08    >«  $141. 099  03 

Contingency    <23.565  06          |81,648  61    706,213  9S 

Renewals    and     replacements  — 

plant  withdrawn  from  service.      » 8,803  93           48,989  09      >•  |26,722  73  31,070  29 

Pire  insurance  participation....        14,339  71                984  86    15,324  67 

Employees'  insurance  4.473  IS    4,4ra  U 


INCOME  STATEMENT 

Rata 

M  ou.  ft.     or  aTsnce     Net  amoont  Ii 

delivered         price  for  year  (D)  decrease  >* 

Operating  revenues  —  sales  of  gas : 

Municipal  street  lighting 10,270.6           $0.75  |7,006  90  D    $26,50182 

Iiighting  municipal  buildings 9,165.3               .75  6.873  96  670  31 

Prepaid  gas   453,099.0               .80  962.189  88  31.415  89 

Commercial  metered   lighting 1,086.733.9               .80  869.247  65  47.329  90 

Westchester  Lighting  Co 73,101.2               .50  36,560  60  674  80 

Total  sales   1.632,969.9       $1,282.470  89  $64,389  06 

Miscellaneous  revenues :    Bent  of  gas  appliances.  $138,501.- 
78 ;  gas  merchandise  and  Jobbing,  $5,677.73 ;  miscellaneouK 

rent   ("$1,296  less  taxes,  $339.63),   $966.37 145,135  88  22.146  U 

Total  operating  revenue $1,427,606  77  $76.534  19 

Cents  per 

/> ..  M  cu.  ft. 

Operatmg  expenses  :  sold  » 

Oas  making  labor $5,060  00  $24  69 

Miscellaneous   works   expense 647  61  D          179  90 

Repairs  at  works 206  39  D       2,164  02 

Gas  storage   2.769  86  623  01 

Total  works  expense $8.673  86  D     $1,796  22 

Add   gas   purchased   from    Central   Union 

Qas  Company  at  26.98  cents  average 490.330  97  53,851  48 

Total   production   expenses 30.56  $499,004  88  $62,065  26 

Transmission  and  distribution 8.31  » 136, 841  89  2.980  15 

Municipal  street  lighting Cr.      .01  Cr.        122  66  363  01 

Commercial  administration    4 .83  70.638  69  3  5W  47 

Promotion  of  business 1.86  30,146  46  1.094  TO 

General    (excluding  depreciation) 3.22  62,516  19  1.43165 

^^^^"^^^^^^^■^^^^^v  ^^^'^•^^^^^i^^^^^mm^^^mtm  VBHM^^^^^a^^^^^^v^M^v^ 

Total  of  foregoing 48.2,  »788.0aB  «  |«J,B01  07 

yei^fyOM'tView'^chSrtfe**'"''**^  ""■*"  '"'  *""*  "'  •'*""*  "P^"  ^"*^'  *"• 
»  Se«  DeprecUiUoH.  pafce  572. 

"  ?^lud^*lBR}r "fiJU'^ft^'i"?  J,'»P  »«''*<:•  during  the  year. 
Fa™,  iSi^  '^  ITsTrtrlSt."    "°*''"  ^^  Company  fo/rent  of  property  at  Weat 

Ll^htTn'TcoTTS.lOl.'l  M®cn*ft™'   "'   """*  '"*'"•'•'  «*"  ™PP»««  to  Westcbeater 

clasBmSfby  tbe%Jmp',„5f"''»"''*  '""'"''  ^''P"''*"  «•  "««  ■»•«•  »>»▼«  <»««»  ~- 
«no^n^^rCn^r.»^■J/Ji?•?»/^e'nt^"  "'  «.trib„tlng  ayatem.     T«, 
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Nortlieni  Union  Gas  Companj 

iNCom  STATBMBifT — Condudtd 

Cents  oer 

M  cu.  tt.        N«t  amoont       InereMe  or 
Operating  expeiiae8—C<mrflli«f;  "oldw  for  year        (D)  deoreMei» 

Renewals     and     replacements  —  plant     with- 
drawn  from    service" S.OO  $48,989  09  R 006  98 


Total    (Including  amortization)** 61.26  1837,014  49  164,608  00 

Uncollectible  revenue   .07  1,207  13  D           94  04 

Tax  accruals  3.98  66.008  48  11.806  66 

Joint  facility  rents 16.90  » 260. 647  90  64.088  17 


Total  expenses.  Uxes.  etc 71.21     $1,162.878  00        $130.267  68 


Operating  income  applicable  to  corporate  property $264.728  77   D   $68,728  49 

•Non-operating  income:  Interest  on  insurance  participa- 
tion certificates,  $469.74;  on  loan  to  National  City  Com- 
pany. $2,660.69;  on  Municipal  Lighting  Company, 
advance,  $890;  on  minor  loans  and  acconnta.  $63.60 3,454  03  2.606  81 

Gross  corporate  income $268,182  80   D    $51,114  68 

Deductions  from  gross  Income:  Interest  accrued  on 
funded  debt.  $62,600;  on  consumers'  deposits,  $6,078.72; 
on  taxes,  $6,180.84;  income  tax  on  bond  interest  **  $481.75  74.190  81    D  227  83 


Net  corporate  income   (corrected)"* $193, 991  99         $61. 842  01 


[Appropriations    of    net    corporate    income :      *'  Contingency "    $81,648.51 ;    "  to 
employees  for  faithful  and  eflldent  service,"  $8,086.18.    See  Corporate  Surplus,}  ** 

CORPOBAn  SURPLUS 

Amount 

Surplus,  December  81,  1915 $787,463  73 

Balance  for  year  transferred  from  income  (corrected) 193,991  99 

Final  settlement  for  interest  due  on  city's  bills  for  gas  supplied  from 

December,  1902,  to  December,  1909 8.890  82 

To  cancel  charges  made  for  the  use  of  inter-company  facilities  covering 

the  period  from  October  1,  1916  to  December  31,  1915 83.787  10 

Total $1,023,633  64 

Appropriation  to  ''Contingency"   reserve* $81,648  61 

Appropriations    to    employees    for    faithful    and    eflident 
service"*   8,066  18 

''The  company  makes  no  charge  to  the  operating  expense  account  General 
amortization.  Instead  it  has  included  in  operating  expenses  an  unauthorized 
account,  "Renewals  and  replacements  —  plant  withdrawn  from  service,"  for  which 
concurrent  credit  Is  made  to  a  similarly  naniod  reserve.     See  Depreciation,  page  672. 

"Of  which,  1118.868.80  for  Use  of  distributing  mains,  is  included  by  the  com- 
pany under  transnUssion  and  distribution  expenses.  The  amount  shown  here  con- 
Mtitntes  charges  made  by  the  Central  Union  Gas  Company  for  the  use  of  plant 
capacity,  transit  and  distributing  mains  and  holder  capacity  devoted  to  this  com- 
pany's service,  based  upon  the  value  of  the  property  thus  employed  and  the  ratio  of 
the  annual  sales  of  the  Northern  Union  Gas  Company  to  the  annual  sales  of  Central 
Union  Gas  Company  and  itself  combined.     See  Joint  Facilitiea. 

**  [Taxes  on  bond  interest  ($431.75)  assumed  by  respondent  erroneously  reported 
by  the  company  under  Tax  accruals  but  properly  charKoable  to  Other  contractual 
deductions  from  income  are  here  transferred  to  Deductions  from  gross  income.] 

*The  company  reports  a  net  corporate  income  of  $109,258.30.     See  note  26. 

*  [These  appropriations  reported  by  the  company  as  deductions  from  gross  income 
are  here  transferred  to  Corporate  surplus  in  conformity  with  the  accounting  classifi- 
cation prescribed  bv  the  Commission,  and  Net  corporate  income  corrected  accordingly. 
See  al»o  Depredatum,  page  572. 
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COBPORATB  BUBPLUB Cooduded 

Amooat 

Amount  deducted  by  City  of  New  York  from  bills  for  gas 
supplied  from  December,  1902,  to  December,  1909 |46,612  S4 

Additional  amounts  charged  for  use  of  inter-company 
facilities  covering  the  period  from  October  1,  1915,  to 
December  31,  1915 46,228  91 

Total  deductions 1177.  «8  M 

Surplus,  December  81,  1916 |M6,064  76 


Municipal  Btreet  Lighting. —  Welsbach  lamps  —  number,  from  1,897  to  none; 
hours  burning  per  year,  3,950;  gas  per  lamp  hour,  3%  eu.  ft.;  total  consnmption, 
10,270,500  cu.  ft. ;  price,  75  cents  per  M  cu.  ft. ;  amount  of  revenue,  $7.e08.90. 

lutercompany  Purchases  and  Sales. —  Purchased  from  Central  Union  Gas  Com- 
pany, 1,817,529.4  M  cu.  ft.  at  average  price  of  2G.08  cents  per  M  cu.  ft  (based) 
upon  the  cost  of  labor  and  material  employed  in  manufacture  plus  10  per  cent) ; 
cost  $490,330.97,  charged  to  operating  expenses.  Sold  to  Westchester  Lighting 
Company,  73,102.2  M  cu.  ft.  at  50  cents,  $36,550.00,  credited  to  Revenue. 

Merohandi8€  and  Jobbing  Revenue. —  Heceipts  from  sale  of  merchandise  and  from 
Jobbing,  $32,660.32 ;  deduct  cost  of  materials  sold,  $23,712.14 ;  gross  profit, 
$8,948.18;  expense  accounts  credited  therewith,  $3,270.45;  credited  to  Berenne, 
$5,677.73. 

Operating  Expenses. —  For  details,  see  Table  XXXV-B. 

Joint  Facilities." — Credited  to  Central  Union  Gas  Company  for  carrying  charges 
on  manufacturing  plant,  $145,770.10  and  for  use  of  distributing  system,  $113,868.80. 
The  former  amount  is  charged  to  Joint  facility  rents  and  the  latter  amount  although 
cliarged  by  the  company  to  Operating  expenaea,  has  been  transferred  to  Joint 
facility  rents. 

Depreciation. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission 
for  gas  companies  provides  that  operating  expenses  shall  include  the  estimated 
amount  of  capital  consumed,  which  is  defined  as  "  the  amount  estimated  to  be  neces- 
sary  to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  " 
during  the  fiscal  period  in  the  tangible  fixed  capital,  and  "  such  portion  of  the  life  of 
Intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be 
necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraor- 
dinary casualties."  From  the  total  estimated  deterioration  during  the  period  there 
is  deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to 
the  account  "  General  amortization  "  which  has  been  provided  in  operating  expensei. 
Amounts  charged  to  this  account  should  be  concurrently  credited  to  "Accrued 
amortization  of  capital,"  the  ofllcial  title  of  the  reserve  for  depreciation,  etc.,  against 
which  is  chargeable  such  portion  of  the  matured  or  realized  depreciation  as  has 
accrued  since  the  establishment  of  the  reserve.  Under  date  of  March  5,  1909,  this 
company  filed  with  the  Commission  a  rule  of  depreciation  which  provides  for  a 
charge  to  "  General  amortization  —  gas "  and  a  concurrent  credit  to  "Accrued 
amortization  of  capital"  of  16  cents  per  M  cu.  ft.  of  gas  sold.  The  company's 
procedure,  however,  is  in  accordance  neither  with  this  rule  nor  with  the  requlre- 
mente  of  the  accounting  order.  It  charges  an  account  *'  Renewals  and  replacements 
—  plant  withdrawn  from  service"  with  3  cents  per  M  cu.  ft.  of  gas  sold  and  also 
charges  an  account  *•  Contingency  "  with  5  cents  per  M  cu.  ft.  of  gas  sold.    Capital 


.«-  fThe  accounting  rules  prescribed  by  the  Commission  define  a  Joint  facility  as 
K^XX*^#  °i^*  equipment  maintained  and  (.or)  operated  by  one  corporation  for  the 
J^SlJlo**'*-"!!^'  /^°^  another  or  othors  under  an  arrwigement  for  sharing  the 
nn?HHn«'«J?^^%hf  ^'A  ''^  ^^"^  ^^^^^  ^^  ^^*^  relative  amounts  of  benefit  to  thTSevMal 
?S5?tltaSt  elements'' o^P^/nP^^^^^^^  ^^  report  any  segregation  of  renU  paW  ^to  "e 
««^S«V^- ^  elements   or   expense,   taxes   and   profit   charges,   rents  nald   nsrtlv  to 

SXr"55lS'f.'Sm;  «n^U 0  '  *°  •"'""  ""=""'«»*-  but  W^  hS'ufS^aS 
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retirements  are  charged  to  the  reserve  "  Renewals  and  replacements  —  plant  with- 
drawn from  service'*  instead  of  to  the  prescribed  reserve  "Accrufd  Amortization  of 
Capital/*  The  balance  in  the  company's  reserve  ''Accrued  Amortization  of  Capital " 
represents  merely  the  excess  of  estimated  repairs  over  the  cost  of  actual  repairs 
for  the  years  1909  to  1914  inclusive.  The  company  has  discontinued  making  any 
charges  or  credits  to  this  reserve. 

Following  the  decision  of  the  Commission  in  May,  1916,  to  subpoena  the  books 
of  account  of  certain  electric  corporations  for  the  purpose  of  inquiring  into  their 
conformance  with  the  accounting  rules  prescribed  by  the  Commission,  various  gas 
and  electric  companies  asked  to  be  heard  on  their  applications  for  modification  of 
the  rules,  including  that  on  depreciation  (General  Amortization).  Informal  con- 
ferences have  been  in  progress,  report  of  which  may  be  found  in  the  Reports  of 
Decisions,  advance  sheets  for  March  and  June,  1917. 

Tames 

Amount  of    Charged  to        Amount  Due  and 

CEJkSB  OF  TAX  levy  inoome  paid  unpaid 

liand    13,80380  |3,803  80  |3,803  80    

Improvements  on  land 5.355  62  6,356  62  6,355  62    

Special  franchise   28.812  00  28,842  00  22,404  38  $18.566  63 

Mains,   pipes,   etc.>* 18,810  00  18,810  00    68,490  00 

Gross    earnings  —  State    7,197  06  7,197  06  6,83198    

Federal    income  —  estimated 1,000  00  1,000  00  

Other     taxes  —  Federal  —  withheld     at 

80urce»     48175  48176  43176    

Non-operating  taxes  (real  estate) 339  63  *^ 339  63  339  63    


Total     166,779  86       $65,779  86       $39,167  16    "$87,046  63 


UneoUecHble  Bills. —  Number  of  uncollectible  accounts,  1,661 ;  amount,  $7,709.09. 
Deposits  applied  thereto :  number,  1,395 ;  amount,  $5,874.75 ;  interest  on  deposits 
applied,  $470.76 ;  recoveries,  $246.45 ;  net  amount  charged  to  uncollectible  bills, 
$1,207.13.  Amount  of  uncollectible  bills  on  which  above  1,395  deposits  were  held, 
$7319.15. 

MISCELLANEOUS  INFORMATION 

Works  and  Holders, —  Two  water-gas  sets  having  a  24-hour  capacity  of  450  M  cu.  ft. 
(not  in  operation).  (See  Table  II.)  Coal  gas  works,  all  benches  and  retorts  retired 
In  1915.  Holders,  4 ;  total  capacity,  1,195  M  en.  ft.  (See  Table  IV.)  For  auxiliary 
works  apparatus,  see  Table  III. 

Mains. —  Distribution  pipe  line,  length  in  feet,  at  beginning  of  year,  "912,233; 
Uid  during  year,  20,369 ;  taken  up,  1,537  ;  abandoned,  9,580 ;  at  close  of  year,  921,476 ; 
net  increase,  9,242. 


"  [Tax  on  tunnels,  mains,  pipes,  etc.  From  information  furnished  by  the  City 
Department  of  Taxes  and  Assessments,  it  appears  that  this  tax  Is  alternative  to  the 
special  franchise  tax  and  that  the  respondent's  liability  on  account  of  it  is  only 
nominal.  It  is  the  practice  of  the  Nortnern  Union  Gas  Company  to  charge  against 
income  the  total  levy  for  mains,  pipes,  etc..  as  well  as  the  maximum  interest  penalty 
(7  per  cent  per  annum),  although  in  fact  this  tax  will  never  have  to  be  paid.  Where 
settlement  with  the  city  is  made  in  respect  of  the  special  franchise  tax,  this  duplicate 
tax  is  cancelled.  See  Corporate  Surplus  in  the  1915  abstract  for  settlement  made 
in  1916.] 

'•  See  note  24,  page  571. 

••So  reported  by  the  company  but  charged  to  Account  No.  444,  "Other  miscel- 
laneons  gas  revenue." 

**  In  addition  there  is  interest  accrued  on  Special  franchise,  $2,996.93  :  on  Mains. 
pipes,  etc.,  $8,882.96;  total.  $11,979.89.  '  ' 

"All  mains  now  classed  as  distribution  Discrepancy  between  the  figure  shown 
here  for  the  beginning  of  the  year  and  total  reported  at  the  dose  of  last  year  is 
explained  by  the  fact  that  heretofore  the  respondent  reported  mains  in  the  ground 
while  the  present  figures  represent  mains  in  use. 


574       Public  Service  Commission  —  Fibst  Distkict 

Northern  Unioa  Qam  CoaqMmy 

Serviom. —  Number  araiUble  at  close  of  year,  13.035;  added  daring  year,  340; 
removed,  50 :  net  increase,  290.     (See  Table  Vl.) 

Jfelert. —  Number  of  consumers*  meters  in  service  at  close  of  year  (excluding  1,933 
■et  but  locked),  64,721;  net  increase  during  year,  6,126;  number  owned  at  closs 
of  year,  67.808;  bought  during  year,  6,853;  reUred,  49;  net  increase,  6,804.  (See 
Tables  VII  and  VIII.) 

Gaa  Bought  and  Sold  (o».  ft.) — On  hand  at  flrst  of  year,  n^ne;  bought  daring 
year  from  Central  Union  Gas  Comitany,  1,817,529,400 ;  sold  to  Westchester  Ughtlng 
ComiMuy,  73,191.200;  sold  to  pubUc,  1,559.868,700;  used  by  company,  2,806.600; 
unaccounted  for.  181.752.900.     (See  Tables  XI-XIII.) 

Material. —  For  cost  of  materials  on  hand,  see  Balance  Sheet  details  aboTe. 

Re9idual3. —  None ;  gas  plant  not  in  operation. 

iloc<d«iil«.— See  Tables   XXV-XXIX. 

Employees  and  Woffes. —  Number  of  salaried  odBcers,  3 ;  total  compensation  during 
year,  $5,950.  Number  of  all  other  employees,  second  week  In  December,  full-time. 
190 ;  part-time,  25 ;  total  compensation  paid  to  ofllcers  ahd  employees,  $203,760.67. 
(See  Tables  XXX~XXXIV.) 

Offeen. —  President,  G.  W.  Doane ;  Vice-President,  M.  M.  Graham  ;  Secretary  and 
Treasurer.  P.  R.  De  Voe ;  Auditor.  George  McCormick. 

Directors. —  J.  W.  Sterling,  H.  B.  Gawtry,  G.  W.  Doane,  G.  B.  Cortelyou,  W. 
F.  Bradley,  Robert  A.  Carter,  William  Rockefeller. 

Main  Bu9lti€99  Office. — 1815  Webster  avenue,  The  Bronx,  New  York  City. 

Report  verified  by  F.  R.  De  Voe,  Treasurer,  April  16,  1916. 


QUEENS  BOROUGH  GAS  AND  ELECTBIC  COMPANY 

Hietory. —  Incorporated  May  29,  1902.  under  [article  VI  of]  the  Transportation 
Corporations  Law.  By  a  certificate  filed  in  the  ofllce  of  the  Secretary  of  State.  Sep- 
tember 19,  1902,  the  Town  of  Hempstead  Gas  and  Electric  Light  Company  and  the 
Queens  Borough  Electric  Light  and  Power  Company  were  merged  into  the  Queens 
Borough  Gas  and  Electric  Company. 

-The  company  supplies  water-gas  and  electric  energy  in  the  5th  ward.  Borough  of 
Queens,  City  of  New  York,  and  in  the  southeastern  portion  of  the  Town  of  Hemp- 
stead, Nassau  County,  Including  In  the  latter  the  incorporated  villages  of  Lawrence, 
Cedarhurst,  Woodsburg,  Lynbrook  and  East  Rockaway,  and  the  unincorporated  vil- 
lages of  In  wood,  Woodmere,  Hewlett,  Valley  Stream,  Oceanslde  and  Malveme.  <3as 
was  first  supplied  by  a  predecessor  company  about  1880-1882  and  electricity  in  1889. 

Stockholdere  and  Membere. —  Total  voting  power  of  all  members,  20.000;  each 
holder  of  $100  par  value  of  stock  having  one  vote.  Total  number  of  stockholders 
January  20.  1017,  9.  of  whom  8  were  residents  of  New  York  State.  Votes  cast  at 
last  general  meeting  February  5,  1917,  19,900 ;  whereof  6,975  were  cast  by  James  A. 
Mooney,  809  on  behalf  of  himself  and  6.666  on  behalf  of  other  members ;  6,150  were 
cast  by  Geo.  D.  Gregory  on  behalf  of  himself  and  6,775  by  H.  T.  L&ppoldt  on  behalf 
of  other  members.  The  principal  stockholders  as  of  December  31,  1908,  were  as 
follows:  Carleton  Macy,  6,976;  A.  Rene  Moen,  6,240;  George  D.  Gregory,  6,000; 
Eugene  D.  Hawkins,  680 ;  R.  W.  Underbill,  100. 

Iwiportant  Changes  during  Year.—  No  additional  rlghte  or  franchises  were  acquired 
and  no  changes  made  In  franchise  rights,  except  that  new  franchises  were  obtained 
from  realty  companies  where  electric  extensions  were  made  on  private  property  in 
new  territory.  An  8-lnch  main  was  laid  along  Edgemere  avenue,  between  Edgemere 
and  Arveme,  and  mains  were  also  laid  on  a  number  of  the  connecting  streets  to  the 
south.  Foundations  for  a  new  electric  plant  were  constructed  and  minor  Improve- 
ments installed.  For  details  of  pbyslcal  changes  during  the  year  see  Dctatta  of 
E^enditurea  for  Property,  and  data  under  MisceUaneoua  Information, 
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Queens  Bonragh  Gas  and  Electric  Compeny 

Inyestment  changes  in  New  York  City  securities  were  as  follows:  Two-year  6 

per  cent,  revenue  bonds  of  the  par  value  of  $5,000  matured  September  1.  Corporate 
stock  of  the  par  value  of  |5,000,  cost  $5,018.75,  was  purchased  August  17,  and  of  the 
par  value  of  $10,000,  cost  $10,112.50,  was  purchased  December  30. 

O.  D.  Gregory  was  elected  Treasurer  February  17,  to  succeed  James  A.  Mooney. 

BALANCB  SHBET 

Decemh'^r  31,                                                                                        December  31,  Increase  or 

1015                                        Assvrs  stDB                                        1916  (D)  decroase 

$75,176  45     Cash     $40,111 92  D  $35,064  53 

19,746  94    Accounts  receivable  from  City  of  New 

York  (for  gas  or  electricity) 13,801  97  D      5,944  97 

65,764  48     Consumers*  accounts  receivable 59,232  05  3,467  62 

5,417  71     Other  accounts  receivable 7,599  36  2,18165 

41,432  50     Special  deposits  for  coupons 40,525  00  D        007  50 

206  00     Other  special  deposits  S 205  00     

8,274  85     Prepayments     3.359  48  8513 

70,402  88     Materials  and  supplies 98,315  80  27,012  92 

2S,S34  22     Real    estate   and   other   miscellaneous 

investments     15,131 25  D      8,202  97 

3,910,85132     "Fixed  Capital,  Dec.  81,  1908" 3,906,044  56  D      4,806  76 

Fixed  capital  installed  since  1908 : 

460,331 63         Blectric  department    513,126  38  52,794  75 

805,892  84         Gas  department 841,853  92  35,961 08 

5,790  20         General  capital   42,056  11  36,265  91 

5^8tMS  99                 Total  fixed  capital  —  gross 5,S0S,080  97  ItOJtU  98 

417,SJt  09     Less  accrued  amortization : . .         5tS,0S5  08  10S,7tt  99 

4,765,568  90                Total  fixed  capital  —   net  * ^,780.0^5  89  lk,k91  99 

0,224  41     Construction  work  in  progress 61,037  84  54,813  43 

$5,066,532  79             Total    $5^119,365  56  $52,832  77 

LXABIUmS  SIDB 

$1.200  00     Taxes  accrued   D    $1,200  00 

11,000  00     Matured  funded  debt  unpaid $18,500  00  7,500  00 

Bills  payable  —  due  on  demand *  445,000  00  445,000  00 

445,000  00     Bills  payable  —  due  on  time D  445,000  00 

59,761 19     Consumers'  deposits   68,608  00  8,906  81 

34,824  56     Miscellaneous  accounts  payable 59,054  75  24,230  19 

Dividends  declared   20,000  00  20,000  00 

47.913  93     Interest  accrued  on  funded  debt 46.878  19  D      1,035  74 

5,256  76     Interest  accrued  on  unfunded  debt...            11,652  76  6,396  00 

2,000,000  00     Mortgage  bonds 2,000,000  00     

30,500  00     Other  funded  debt  —  mortgages 23,000  00  D      7,500  00 

45,48068     Sinking   fund   and   other   contractual 

reserves   37,883  36  D      7,597  82 

19,886  45     Casualties  and  insurance  reserve 42,089  29  22,252  84 

Suspense  credit  balance 60  00  60  00 

2,000,000  00     Common  stock   2,000,000  00     

365,759  22     Corporate  surplus   346,579  21  D    19,180  01 

$5,066,68279             Total    $5,119,365  56  $52,832  77 


Contino^nt  Uahilitiea. —  None. 


1  This  deposit,  together  with  New  York  City  corporate  stock  ($5,000  par  value  at 
the  beginning  of  the  year,  $15,000  at  the  close)  was  with-  the  State  Industrial 
Commission. 

'  [In  cases  1224-5  the  fair  value  of  the  property  of  the  company  at  December  31. 
1910  (at  which  date  the  book  value  reported  was  $4,169,111.65)  was  estimated  at 
91,660,000;  whereof  $860,000  was  assigned  to  gas  plant  and  $800,000  to  electric 
plant.] 

*  Tw«  demand  notes  to  V.  Bveritt  Macy ;  inteivst  at  the  rate  of  6  per  cent. 
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Qaeens  Borouch  Gm  and  Electric  Compuy 
Yaiuation  of  Property  for  Pwrpof  of  TomaUom 

Cost  to 
Valuation  as  of  June  30, 1916,  filed  by  respondent :      reproduce  new 

Real  property  outside  streets  and  public  places...  Not  reported 

Real  property  In  streets  —  tangible $066,661  86 

Present    value    of    intangible    property    including 

franchises    Not  reported 

Tangible  personal  property 538,184  22 

Assessed  valuation  for  1916  taxes  :  Queens  Borough 

Real  property  outside  streets  and  public  places..        |1,215,000  00 
Real  property  (tangible  and  Intangible)  In  streets.  411,180  00 

Corporate  real  property 7\),0'>0  00 


SaixM  — 


$1,663,833  18 
368,338  71 


Not  reported 

Nassau  County 
$40,775  00 
329,444  00 


Dbtails  ov  Asssts  and  LiABiLrriBs 

"Fixed  Capital  December  SI,  1908."* —  Book  cost,  December  81,  1915,  $3,910,- 
851.32;  withdrawn  during  year,  $4,806.76;  book  cost,  December  31,  1916, 
$3,906,044.66. 


Fixed  Capital  InetaUed  einoe  December  SI,  1908  —  Bleetfie 


INSTALLSD  DURINQ  TBAn 


TTTUi   or   ACCOXTMT 

Land  devoted  to  electric  opera- 
tions   

General  structures 

General  equipment    

Power  plant  buildings. . .' 

Furnaces,  boilerd  and  accessories 

Steam  engines   

Electric  generators  

Accessory  electric  power  equip- 
ment   

Miscellaneous  power  plant  equip- 
ment   

Substation  buildings 

Substation  equipment 

Poles  and  fixtures 

Underground  conduits    

Transmission  system    

Distribution  system : 

a.  Overhead    

b.  Underground    

Line  transformers  and  devices. 

Electric  services    

Electric  meters    

Municipal  street  lighting  system 
Electric  tools  and  implements. . 
Electric  laboratory  equipment. . 
Other  tangible  electric  capital . . 


~  Additions  Renewals 

and  and 

betterments    replacements     (deducted) 


Retired  or 

withdrawn 

during  year 


$1,336  58 

•  2.561  47 

2,446  66 

3,636  08 


356  78 

1.736  22 

113  84 
9,004  24 


7.200  71 

5.590  60 

3,699  12 

6,177  89 

11,576  02 


40188 


•••••• 


Total    •  $55,827  54 


$948  50         $2,823  60 


•  1,064  74 


92  95 


Total 

cost  to 
Dec.  31.  1916 

$26,804  29 
16,118  36 
15,151  12 
37,102  03 
28,446  14 
80,894  00 
21,695  54 

17,174  S5 

2,69239 
1.802  90 
3.525  91 
59,508  60 
925  24 
7,753  00 

51.064  03 

1,028  23 

46.542  83 

25,174  77 

66.001  81 

52.302  52 

686  73 

621  91 

109  IS 


$048  50       •  $3,981  29     $613,126  38 


^Tbe  company  makes  no  distribution  between  gas  and  electric  capital  and  reports 
no  details. 

*A  correction  was  made  by  tbe  company  transferring  $1,064.74  from  B^naoes, 
boilers  and  accessories  te  Power  plant  buildings. 
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Qoeans  Borovcfa  6«s  and  Btoctrk  Compuiy 
Fte«4  Capital  iMtalled  9ino0  Daeember  SI,  1908  —  Ga§ 


TTTLB  OV  ACCODNr 

Land  devoted  to  gas  operation!. 

General   structures    

General   equipment   

Works  and  station  structures.. 

Holders    

Furnaces,  boilers  and  accessories 

Steam  enffines   

Miscellaneous  power  plant  equip- 
ment      

Water  gas  sets  and  accessories. 

Pnrlflcatlon  apparatus 

Accessory  equipment  at  works. . 

Trunk  lines  and  mains 

Gad  services 

Gas    meters    

Municipal  street  lighting  fixtures 
Gas  engines  and  appliances.... 

Gas   tools  and  Implements 

Gas  laboratory  equipment 


IN^TALLBD   DUBINO    TBAB 

<  '  * » 

Additions        Renewals 
and  and 

betterments    replaeemmits 


Retired  or 
withdrawn 
durins  year 
(deducted) 


S3,S0S  00 
380  00 

•   •■••••• 


$418  50         $1,468  39 


375  00     . .  ^ 
530  52      .... 


28,568  41 

2,110  83 

379  50 


42  00 
22  80 


56  53 

848  08 


Total  cash 

cost  to 

Dec.  31.  1916 

$36,462  95 
16,190  95 
18,053  04 
24,050  40 

102,001  88 

30,065  65 

38106 

1,942  63 

21,G05  88 

18,479  09 

36.470  14 

390,762  76 

13,541  08 

51,910  39 

039  93 

4,070  89 

2,039  46 

1,777  23 


Total    $37,075  77 


$418  50         $1,533  19     $841,853  92 


Fte«d  Capital  Installed  since  December  SI,  1908  —  General* 


IKSrALUBD    DURING   TB\R 


Additions 
and 
TiTLs  or  ACCOUNT  bette  meats 

General  structures   $({.2:!5  31 

General  equipment    5,059  CO 

Land  devoted  to  operations....   '24,37100 


Renewals 
*nd 

replacements        (dcductod) 


Petired  or 
withdrawn 
during  yejir 


Total    $."G,205  91 


Total  caah 
oost  to 
Dee.  31,  1916« 

$9,025  23 

8.417  46 

24,613  42 

$42,056  11 


Details  of  Empcnditures  for  Property 

Electric  Department : 

Two  model  T,  22.5  H.  P.  Ford  cars  with  accessories $948  50 

Coal  hopper,  stairs,  flooring,  etc.,  total  cost 2,446  66 

One   4-inch  Jeansville  horizontal  turbine  pump,   with  one  condensing  ,  . 

turbine  and  regulator 1,934  86 

One  8-inch  centrifugal  pump,  cost  installed 1,069  91 

One  28  x  14  style  "  E  "  New  Haven  lathe 1,736  22 

Sundry  additions  to  pole  lines 9,004  24 

Sundry  additions  to  the  overhead  distribution  system. 7,200  71 

Transformers   purchased    5,500  60 

Electric  services    3,699  12 

Meters    6,177  89 

Street  lighting  system,  sundry  additions 11,570  02 

Minor  projects   (including  adjustment,  $1,064.74) 6,39131 

Total    $66,776  04 

*  Segregation  made  only  for  the  years  1915  and  1916.    Previously  general  expendi- 
tures were  equally  divided  between  gas  and  electric  capital. 

*  Includes  $18,268.60,  the  cost  of  property,  8,013  acres,  at  Hewlett,  formerly  car- 
ried In  Investment  account. 
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QoMOi  BniBiii^  Gas  and  Btoctrk  Coapmy 

D0tQiU  of  Bmp€t^iifMr99  for  Property  —  CoBClvded 

Oas  Department: 

Three  model  "T"  22.5  H.  P.  Ford  can $M38  50 

One  model  '*£*'  27.9  H.  P.  2-ton  Adams  truck 2.788  00 

One  mecbanlam  to  open  and  doie  aoperheater  stack 539  52 

Mains   laid    28;S68  41 

Benrlces  Uid 2,119  83 

Two  No.  800  Junker's  calorimeter  sets 848  98 

Minor   projecto    1.191 03 

Total    $37.494  27 

General  Capital: 

Erection  of  brick  sara^  and  stable  at  Lynbrook.  L.  I. . . . .' $3,106  67 

Bnllding  an  extension  to  honse  at  Lynbrook,  L.  1 592  50 

Installation  of  4-Inch  pipe  line  for  fire  protection 507  09 

Constmctlon  of  railroad  siding  at  Hewlett 1.244  13 

One  model  63.  32.6  B.  P.  Cadillac  touring  car 3.629  00 

Plot  of  land  (888  ft.  z  100  ft.)  at  Hewlett,  adjoining  land  of  the  Long 

Island  R.  R.  Co 6,102  40 

Plot  of  land.  3.013  acres  at  Hewlett,  cost  transferred  from  Investments  18,268  60 

Minor  projects    2,755  52 

Total    $36,265  91 


Land  Aefuire4  4mrinff  tho  Tear  and  Devoted  to  EUotrie  or  Gas  OperatitmM. — 
Plot  of  land  on  Franklin  avenne.  Hewlett,  acquired  June  10.  1916.  carried  on  books 
at  cost,  $6,102.40;  plot  of  land  on  West  Broadway,  Hewlett,  acquired  August  30, 
1912.  and  thereafter  carried  In  Investments  at  coat,  $18,268.60,  and  transferred 
during  the  year  to  this  account. 

Comotrnetion  Work  to  Progreoo, —  Driying  deep-water  well  at  electric  plant,  Far 
Rockaway.  N  Y.,  $4,489.16;  construction  of  bulkhead,  same  place,  $636j54; 
expenditure  In  connection  with  erection  of  new  power  plant,  same  place,  $46,224.63 ; 
drlTlng  deep>water  well  at  gas  works.  Rockaway  Park.  $2,640.02  (In  addition  to 
$2,695.68  charged  the  preceding  year)  and  another  project,  same  descrlptioB, 
$4,262.05;  housing  for  moTing  picture  machine,  $89.76;  total  charges  during  the 
year.  $58,842.16;  during  the  preceding  year.  $2,696.68;  total  expenditures, 
$61,087.84. 

M^ipmemt  Retired  during  the  Tomr 

AMOUMT  cmABamn  to 


Number 
of  units 
09  wommMKt  naiiaau  retired 

Blectrlc  meters  SO 

Blsctile  motors 2 

I>l»w  Haven  engine  lathe 1 

Remington  typewriter  No.  10 1 

Dareger  pulmotors  S 

Street  mains Various 

Gas  meters  77 

Gas  appliances  —  are  lamps S 

Ford  automobiles  S 

OMUllae  autoBBoblls  l 

Motor  cycles  ••• S 

FMtsM  coal  hopper 1 


Goetof 

equipment 
retired 

Amovntof 
salYBfe 

diaiaeato 
material 

Aocnied 
tion 

Pvrplus 

•$445  7« 

$78  60 

$165  69 

$106  67 

C8SO 

2K00 

msi 

67  18 

•500  00 

169  00 

110  60 

laoso 

70  00 

49  00 

99  00 

1.879  06 

80  00 
119  87 
840  75 

279  87 

•1.096  00 

Ills 

•ovrio 

879  69 

107  46 

898 

22  80 

15  19 
547  00 

700 
1.151  00 

1,008  00 

1.075  00 

S9  00 
119  00 

6»09 
1.060  11 

1,10  11 

m 

Mtf  00 

557  06 

tn  94 

Total   $9.»69     $8.40618     $5,61145        $6K  77 

•Bsttmatsd. 
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57d 


Oflsand  BUtlik  Compnqr 

MitoOi^netnu  IwveBtmm^U. —  New  Tork  City  2'jtmT  6  per  cent  exempt  reTenue 
bonds  matured  September  1,  1916 ;  par  yalae,  |6,000 ;  Interest  accrued  daring  year, 
1178.13.  City  of  New  York  corporate  atock,  50-year,  4  per  cent,  maturing  May  1, 
1959;  par  valve,  $10,000;  bought  December  80,  1916;  cost,  and  amount  at  which 
carried  on  books,  $10,112.50;  and  City  of  New  Tork  corporate  stock,  60-year,  4 
per  cent,  maturing  November  1,  1958 ;  par  value,  $5,000 ;  bought  August  17,  1910 ; 
cost  and  amount  at  which  carried  on  books,  $5,018.75;  interest  accrued  during 
year,  $78.90;  both  issues  are  deiK>sited  with  the  State  Industrial  Commission. 
Real  estate,  cost  $18,268.60,  transferred  during  the  year  to  Fixed  capitaL 
Fr0payme%t9. —  Insurance,  $2,714.48;  advertising,  $275;  stationery,  ledgers,  etc, 
$370;  total,  $8,359.48. 

MatmiaU  and  flfuppKes 

Cost  ol  qnsntlty 
"■■*  On  hand  at  Average  oost  on  band  at 

Blectrlc  Department :  ekwe  of  year  per  wiit  eloee  of  year 

Bituminous  coal,   long  tons 1,525.089  $8.9111  $5,968  62 

Anthracite  coal,  long  tons 14 .05  6.88  91 60 

Lubricating  oil,  gallons   853  .8728  131 58 

Transformer  oil,  gallons 157  ..28  8611 

Incandescent  lamps,  carbon   1,299  .138  179 14 

Incandescent  lamps,  tungsten    8,630  .261  956  24 

Motors,  aggregate  h.  p.  13  47/60 12  21.49  257  86 

Poles    667  8.28  4,58129 

Crossarms  2,069  .109  224  84 

Pins    8,253  .021  169  59 

Brackets    1,505  .098     .  147  55 

Insulators     7,608  .079  606  00 

Copper  wire  and  cables,  lbs 28,411  .247  7,020  44 

Iron  guy  and  suspension  wires,  lbs...  676  .066  44  35 

Gasoline  and  motorcycle  oil 89  51 

Street  lighting  fixtures 106  4.96  626  48 

Current  transformers 8  27. 00  81 00 

No.  14  brewery  cord,  feet 850  .026  010 

Arc   globes    868  .401  147  88 

Street  incandescent   lamps 050  .927  880  81 

Service    stock    2,44111 

Merchandise   ___  6,528  37 

Junk    wire,   lbs 85  .11  0  85 

Total  electric    $30,12727 

wmmmm^SBgam^s^B^       ^mmmm^i^mmmmi^m       aaMaaaaMMM^^^i^ 

Gas  Department: 

Bituminous  coal,  long  tons 792 .  302  $3 .  68  $2,912  69 

Anthracite  coal,  long  tons 1,987 .202  5 .  26  10,448  77 

Gas  (dl,  gallons 245.231  .0486  11,898  70 

Fire   brick    2,100  15.00  3150 

Iron  oxide,  bags 8,334  .  10  333  40 

Iron    oxide,   bushels 7,944  .25  1,98615 

Coke,  long  tons 14.002  7.81  109 36 

Water  gas  tar,  gallons 8,387  .02  166  74 

Cast  iron  pipe  and  fittings '• —  20,776  25 

Wrought  iron  pipe  and  fittings 6,527  60 

Gas   ranges    423  19.35  8,183  80 

Gasoline  and   motorcycle  oil —  89  62 

Uniforms    8  85 

Material  for  governor 108 11 

Merchandise  6,61869 

Total  gas   $68,188  68 

Grand  total   $98,316  80 
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tleeCri«  LiRfat 
A  Power  Co. 
PABTicuuuM  OF  fint  mortciiae 

rriTDBD  DBBT  boD(b^ 

Nominal    date    of 

Issae     Apr.l^Un 

Date  of  maturity.  Apr.  1,1928 

Interest,  rate  and 

dates    f%.A.ftO. 

Denominations    . .  flfOOO 

Aathorized         bj 

eompany   1260,000  00 

By     public     an* 

thoritj     »0,000  00 

Actually        issued 

prior   to   year...  SO, 000  00 

Cash    realised...  N.  B. 

Property   consid- 
eration      N.  R. 

Discount    N.B. 

Actually  outstand- 
ing      250,00000 

Interest    accrued..  12,600  00 

Interest      charged 

to  Income 12.600  00 

Interest    paid U,  650  00 

Interest  not  due..  2,126  00 

Interest     matured 

t  nd   unpaid 76  00 

Market      price  : 

bigbest,     lowest, 

last   sale N.  B^ 

Trustees     under 

mortgages    Equitable  Trust 

Co. 


Town  of 

Hempstead 

G.  *  E.  Lt  Co. 

first  mortcsge 

bonds 

Qaeens  Boroodb 

Gasft  Eleetne 

Co.  gMiBral 

mortCBCs 
bomW 

Onoaatared 

real  estate 

Feb.  1,1901 

Joly  1.1902 

1915 

Feb.  1, 1941 

July  1,1962 

1918 

S%,  F.  ft  A. 

6%,  J.  ft  J. 

5% 

1100;  $500;  11,000 

11.000 

flS,000;|10,<») 

«150»000  00 

<•  12,000, 000  00 

122,000  00 

160,000  00 

1,000.000  00 

23.000  00 

180,000  00 

1,600,000  00 

23,000  00 

N.B. 

281.000  00 

N.R. 

N.B. 

<•  1.200,000  00 

N.B. 

N.B. 

8.40O  00 

160.000  00 

1,600.000  00 

23.000  00 

7,600  00 

80,000  00 

1.148  01 

7.600  00 

80.000  00 

1.148  a 

7,432  60 

79,926  00 

1.150  OO 

2,126  00    . 

ia««**««a*«  ••••  «•• 

103  19 

N.B. 


40.125  00 


N.B. 


William  Keal-   Guaranty  Trust 
hofer,  Hagers-   Co.  of  New  Tork 
town,  Md. 


Capitai  Stock. —  Common,  authorised,  issued  and  outstanding,  $2,000,000  (20.000 
shares  of  flOO  par  value  each)  ;  cash  realized,  fl.OOO ;  the  balance  of  $1,999,000 
Issued  for  properties  of  underlying  companies,  including  franchise  rights  and 
capital  stock.  Four  dividends,  each  of  1  per  cent,  were  paid  during  the  year; 
total,  $80,000.  Another  dividend  of  $20,000,  payable  January  10,  1917,  was 
declared. 

Con9umer9*  DepotiU. —  Balance  at  beginning  of  year,  $69,761.19;  added  during 
year,  $95,895.21 ;  refunded  during  year,  $86,988.40 ;  balance  at  dose  of  year. 
$68,668;  interest  accrued  during  year,  $5,329.08;  Interest  paid  duriaig  year, 
$3,177.67. 

Tames  Accrued, —  See  schedule  supporting  Incomb  Statimbnt. 


*  There  are  also  four  matured,  unpaid  mortgages,  vis.,  one  for  $o,000,  matured 
September  19.  1913;  one  for  $3,000.  matured  November  19,  1913;  one  for  $3,000. 
matured  July  15,  1915;  one  for  $7,500,  matured  September  19.  1916;  totaU  $18,500: 
interest  at  6  per  cent  accrued,  paid  and  charged  to  income,  $1,110;  interest  accrued 
but  not  due.  $310.42. 

» Of  the  $2,000,000  issue  of  bonds  authorised,  $400,000  are  held  by  company  to 
retire  the  underlying  bonds  of  equal  amount ;  $1,200,000  were  issued  to  acquire  the 
capital  stock,  property  and  franchise  rights  of  Queens  Borough  Blectric  light  and 
Power  Company,  and  the  Town  of  Hempstead  Gas  and  Blectric  Light  Company. 


Abstkacts  of  Company  Bbtubhb 
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Qveens  Borough  Gu  and  Eloctric  ComxMUij 


Reserves 


Credit 

Aecmed  amortization  of  b^nLi* 

capital :  of  year 

Electric    1220,488  88 

Gas     196,828  76 

Electrtc  line"   876  50 

Gas    mains  <*    44,604  18 

Casualties       and       In- 

Burance    19,836  45 


Credits 

durinc 
year 

164.196  99 

56,637  45 

4,326  25 

24,000  00 


Debita 

during 

year 

13,113  75 

1,897  70 

283  50 

11,640  07 

1,747  16 


Credit 

balance  at 

close  of  year 

1271,571  57 

251,463  51 

50:{  00 

87,200  36 

42,080  29 


INCOME    STATEMENT 
(A)  ELBCTxtic  Dbpartmbnt 


Operating  reyenne  —  sales  of  electric 
current : 

Municipal  street  ligiitlng  —  arc 

Municipal  street  lighting  —  Incandes- 
cent   (unmetered)    

Private  street  lighting  —  incandes- 
cent   (unmetered)    

Municipal  street  lighting  — incandes- 
cent   (metered)    

Lighting  municipal  buildings 

Municipal  heat  and  power 

Commercial  metered  lighting 

Commercial   metered   power 


Kw.  hours 
deKrered 


Rate  or 

average 

price 

(cents) 


Net  amount    Increase  or 
for  year    (D)  drcrease" 

D  11.987  09 


1.174,626 


6.48 


r76.726  78     i«  12, 786  85 


360  68    D       668  48 


1,814 

10.00 

181  40 

**181  40 

23,978 

10.00 

2,897  80 

677  80 

80.959 

4.66 

8,772  21 

419  81 

2,281,255 

12.96 

295,619  58 

24,715  78 

570,  G38 

5.84 

33,823  36 

D   482  56 

Total  sales 


4,133,270 


1411,40175       186,492  50 


Miscellaneous   electric   revenue :     Merchandise   and  Jobbing, 
15,868.86;   sale  of  by-products,  $69.45 


6,437  81 


650  20 


Total  electric  operating  revenue 1416,839  66       $36,142  70 


Operating  expenses : 

Power  plant  labor 

Fael    for  power 

Other  supplies  and  expenses. 
Repairs    


Cants  per 
kw.  hour** 

.270 

.708 

.079 

.338 


Total  production   expenses 

Transmission   (and  electric  storage) 

Distribution    

CommcrcinI  utilization  

Municlpial  street  lighting 


2.088 
.Oil 
.624 
.063 
.128 


$16,667  16 

43,814  20 

4.904  18 

20,863  06 

$86.278  59 

1,706  72 

25.781  14 

3.440  25 

5,287  68 


$1,837  67 

6,849  f6 

598  36 

2,466  33 

» $10. 742  01 

615  r<9 

D    2,219  20 

D       353  €7 

863  47 


"  Represents  advances  by  individuals  and  companies  for  extensions,  to  be  refunded 
from  time  to  tImc*on'ba«:i8  of  one-hnlf  monthly  sales  of  gas  or  electricity. 

**The  1915  figures,  with  which  comparison  Is  here  made,  in  several  Instances  do 
not  a;;ree  with  those  published  in  the  1915  Report  on  account  of  recla.ssiflcation 
made  by  the  company. 

Mfln  1915  no  separate  return  was  made  of  "metered"  street  lighting.] 

» Ratios  for  first  four  items  based  on  6,181,880  kw.  hrs.  generated;  those  for  total 
production  expenses  and  following  items,  on  4,133,270  kw.  hrs.  sold.  Production 
cofltt  per  kw.  nr.  generated,  1.396  cents. 

■*  The  above  constituents  of  this  Item  were  computed  by  the  Bureau  of  Statistics 
and  Accounts. 
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Ihooiib  STATBUBirr — Cottfmvttf 
(A)  Elbctbio  DapAincBiiT — Cendudtd 

OpentiBf  expense.  -  Concluded:  k^^ho^T"  ^uJ^m' 

CommercUl  admlnlstratloii   .271      $11,294  20  $718  9 

Promotloii  of  bnslneu .179         7,297  11  1,S19  27 

General  (ezcL  of  depreclaUoB) 1.429        GB.794  96  10,284  C7 

Total  of  foregoing 4.836     $199,891  25  $21,799  29 

General  amorttsatlon   (resenred) 1.210       S4,140  49  9,7S1  M 

Ttotal  (InclQdlng  amortliatlon) 6.146     $254.0n  74  $11,520  0 

UnooUeetlble  electric  reTenoe .004             176  60  D       126  S9 

Tax  accmalfl  (electric) .609        21,016  22  U.4fl6  SS 

lilseellaneoaa  rents  .007            27000  6  M' 

Total  expenses,  taxes,  etc 6.696     $276.622  47  $42,806  36 

•  .  

^^^^^^^i^mm^^m^^^^^^^^^m         ^^m^m^^^m^m^mi^maa^m^^  ^^^^^^^^^^^m^i^mmmmmm^ 

Electric  operating  Income  applicable  to  corporate 

property    2.419     $141,217  60  D  $6,696  66 

MMaHMIMHi*B      aOIH^HiMiaa  MMM^B^BHM 

(B)  Gab  DaPAaniaiiT 

Operating  rerenne  —  sales  of  gas :  d5i?Si^'  mvSSi  prioe 

Monldpal  street  lighting— City  of 

New   York    1,267.1             $0.76          $1,016  26  D  $1,«22  94 

lighting  manldpal  buUdings 2.166.6              0.76           1.624  71  246 « 

Municipal  beat  and  slower 0.2             0.76                   16  D             08 

Prepsid  gas   6.932.2              1.161          6,829  70  D       664  41 

Commercial  metered  lighUng 320.368.8              1.164      969.740  69  S2,M9  CT 

Commercial  heat  and  power 904.1              1.167            256  10  D      U9  09 

Street  lighting— prtTate  and  Nassaa 

oonnty    2,286.1           "2.171          4.962  62  D       S44  61 

^^^^mmm^am^trnm^m^^^t^^m^          ^m^mm^ta^^mma^i^mm^i^tm          ^■m^^^^m^^^^^mh^^^^  m^^i^^^^m^am^^i^^^t^'^ 

Total    sales    332.ia4.2             $284,622  28  $30,196  03 

Miscellaneons  gas   reyenne:     Rent  of  appliances,   $2,770.61; 
merchandise  and  Jobbing,  $12,238.63;  sale  of  residuals  and* 

by-products,  $940.72  15,9tt  96  2»288  08 

Total  gas  operating  reyenue $400,482  19  $32,488  €9 

,r>_       ^.  Cents  per 

Operating  expenses :  M  eu.  ft.u 

Gas  making  Ubor 4.48       $16.93106  $2,639  45 

BoUer  fuel   3.00        U, 326  94  1.664  81 

Generator  fuel  7.13        26.882  68  2.822  92 

Gas  oil    : 19.67        74,272  92  11,139  s< 

Other  supplies,  etc l.a         4.948  28  D   2.U2  M 

Repairs  at  works 2.48         9.37161  4.737  88 

Total  works  expense 88.06     $143i722  26  $20,734  38 

Let*  residuals  produced .72    Cr.  2.719  44  1,297  73 

Net  cost  of  »is  in  holder "'^  J  $141,0U  92  »$19.486  68 

Total  production  expenses 42.42  j 

••The  aboye  constituents  of  this  Item  were  computed  by  the  Bureau  of  Statiatlcs 
and  Accounts. 

"This  price  is  based  on  total  reyenue  recelyed.  Deducting  the  amount  paid  to 
Welsbach  Company  for  maintenance  of  lamps,  the  ayerage  price  is  $1,086. 

"The  ratios  for  net  cost  of  gas  in  holder  and  preceding  items  are  baaed  on 
'^''7,602. 300  cu.  ft.  made:  those  for  total  production  expenses  and  following  Itesa 

"^2,414,200  CU.  ft.  sold.  ^ 
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(B)  Gab  Db^astiibiit — Camdudtd 


Operatiiig  exp&aaen—Canduded: 
TranimlMlon  and  diitrlbutlon. 

MmilcliMil  street  lighting 

Commercial  administration   ... 

Promotion  of  business 

General  (ezd.  of  depreclallcn) 


Total   of  foregoing 

General  amortisation   (reseryed) 


Total    (Including  amortisation) 

Uiicollectlble  gas   revenae 

Tax  acemals   (gas) 

MlseeUaneons   rents    


Total  expenses,  taxes,  etc. 


Cents  per  Net  amount  'Increase  or 
M  eu.  ft.u    for  year    CD)  decrease" 


Gaa   operating   income   applicable   to   corporate 
pA>pertj    


9.29 

.67 

8.92 

2.26 

16.90 


74.75 
16.99 


I3O.880  06  D  12.296  49 

1,906  02  D       668  62 

13.085  28  871  76 

7,468  98  68  61 

54»166  06  6.966  46 


1248.463  20 
66.486  16 


128.906  87 
1,88180 


91.74 

$304,948  36 

126.840  17 

.09 

296  06 

106  99 

6.48 

21,684  90 

8.160  78 

.18 

446  00 

60O 

1.44     1827.228  81       188.614  M 


173.268  88    D     HSl  86 


^^ 


(O  ELBcraic  axd  Gas  DaPAarMBMrs  Combimbd 

Operating  income  —  electric  and  gas 1214,676  97 

NoiiHiperatlng   income:     Interest    reTenues 2,164  19 


D  16,797  51 
868  66 


Gross   corporate  income $216,780  16   D  $6,948  96 

Deductions  from  gross  Income:     Interest  on  funded  debt, 

$101,148.01,   on    accounts   and    bills    payable.   $28,089.23,    on 

consumers'  deposits.  $6,329.06;  federal  tax  on  bond  coupons. 

$270J6     134.836  67  779  72 


Net   corporate  Income $81,893  69   D  $6,723  68 


OOBFOaATS  SURPLUS 

Surplus,   December   81,   1916 $366,759  22 

Balance  for  year  transferred  fkt>m  Income 81.898  59 

Bad  debts  collected 809  33 

Befund  Iq  connection  with  coal  purchased  In  1914  and  1916 563  07 

Excess  accrual  for  taxes.  1916 41  M 


Total     $449,067  06 

Dividends  paid  In  1916.  4  per  cent   on  $2.000.000 $80,000  00 

Dividend  payable  January  10.  1917.  1  per  cent  on  $2.000,000 20,000  00 

Debits  for  fixed  capital  retirements 836  77 

Cost  of  labor  In  connection  with  retirements 64  90 

Payments  applicable  to  prior  year 247  89 

Adjustment,  amortisation  of  bcmd  premium 43  76 

Contributions  to, charity,  employees,  etc 1,806  08 


Total  deductions   108,487  84 


Surplus,  December  81,  1916 $346,679  21 


**  See  note  18  on  page  581. 

**  Bee  note  18  on  preceding  page. 
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BoroQ^  Otteaad  Blaetric  Compuu 
Mufiietpal  Street  lAghHng  » 


Watts  or 
Nuttber       candle 
of  power  per 

mCANDESCXNT   BLBCTRIC    LAMPS        laO^M**  lamp 

city  of  New   York 188  400  c.  p. 

City   of   New   York 1.330  lOO'c.p, 

Nassau    county    25  400  c.  p. 

Nassau   county    631  100  c.p. 

Nassau    county    666  60  c.  p. 

Nassau    county    16  40  w. 

Prlyate  street   lighting 5  606  100  c.  p. 

Total  electric   2,811      


GAB    LAMPS" 

City  of  New  York  —Welsbach. 
Nassau  county  —  Welsbach  . . . 
Private   street  lighting 


Prioo  per 
year 

$76  00 

27  00 

86  00 

27  00 

19  80 

(") 

(«) 


Amount  of    CooBumpooii 
revenue  (kw.  hours) 

118.845  17' 


33,918  86 

2.1»  91 

14,083  17 

U.747  62 

181  40 

360  68 


Total   gas 


168 


1.176,140 


176.258  81  1»17«,440 


Cubic  feet 

143 
10 

60  e. 

60  c. 

60  c. 

p. 
p. 
p. 

••10  76 
80  00 
80  00 

11.018  25 

4,460  38 

608  84 

1,857,100 

2.067. SOO 

228.830 

16,981  87  8,643.200 


Conlraot«  emd  Sale*  Aeoording  to  Blectrie  Rate  Cflaeei^oatUm 

Averaga        

number  Avef^g* 

of  con-  number    Kw.  brs. 

tracts  of  meters  delivered 

City  of  New  York,  Ughtlng  municipal  bulldinga..           1  18          23.978 

City  of  New  York,  municipal  heat  and  power....           1  7          80.959 

Private  consumers,  commercial  metered  lighting : 

Wholesale  lighting  16  38        122.373 

Retail    lighting    4,663  4.663     2,142,907 

Sign  lighting  42  44           15,946 

Private  consumers,  commercinl  metered  power : 

Wholesale  power   1  2        147,040 

Retail  power  283  307         410,467 

Rectifiers,  heating  and  cooking 29  28          13,131 

Total  electric   6,086  6,098     2,966.800 


Amount 
of  revr^Due 

12.897  SO 
3,772  21 

13.064  e8 

280,843  76 

1.64176 

4.632  40 

27.84188 

849  08 

8835,142  94 

Merchandise  and  Jobbing  Revenue 

Gas 
Receipts  from  sale  of  merchandise  and  from  Jobbing. .       $39,184  71 
Deduct  cost  of  materials  sold 26,046  08 


Amount  credited  to  revenue 112,238  63 


Fleetrie 
$21,156  42 
15,788  06 

$5,368  36 


Sole  of  ReaiduaU  and  By-produete. —  See  Table  IX. 

Operating  Expenses.^  For  details,  see  Tables  XXXV-B  and  XXXVI-B. 


»Ro5I?-^^"  P®J  y*"/.  3.962%. 
^piflon  thJ  IZJ^u"^^^  ^'  '^'"Ps  in  service  December  31.  1016. 
'    "  Meti^H°"TJj*''  ^\  80«newhat  increased.  r  o  ,  aw  o. 

"Two  lamps  at  $19.80:  3  at  $27. 


During  the  tommer 


2S 
U 
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QvMM  BoiMik  Om  and 

De]freeiation, —  The  Uniform  Syetem  of  Acoonnts  prescribed  by  the  Commlmlon 
for  gas  and  electrical  comi»anies  provides  that  operating  expenses  shall  include  the 
estimated  amount  of  capital  cbnsumed  which  is  defined  as  **  the  amount  estimated 
to  be  necessary  to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as 
have  accrued  '*  during  the  fiscal  period  in  the  tangible  fixed  capital,  and  "  such 
portion  of  the  life  of  Intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount 
estimated  to  be  necessary  to  provide  a  reserve  to  cover  the  cost  of  property 
destroyed  by  extraordinary  casualties."  From  the  total  estimated  deterioration  dur- 
ing the  period  there  Is  deducted  the  actual  amount  expended  in  repairs  and  the 
remainder  is  charged  to  the  account  "General  amortisation"  which  has  been  pro- 
vided in  operating  expenses.  Amounts  charged  to  this  account  should  be  concur- 
rently credited  to  "Accrued  amortisation  of  capital,"  the  ofllcial  title  of  the  reserve 
for  depreciation,  etc.,  against  which  is  chargeable  such  portion  of  the  matured  or 
teallsed  depreciation  as  has  accrued  since  the  establishment  of  the  reserve. 

Under  date  of  January  19,  1909,  this  company  filed  with  the  Commission  a  rule 
€f  depreciation  for  the  electric  department  which  provides  for  a  charge  to  General 
amortisation  —  electric,  of  1^  cents  per  kw.'hr.  generated,  which  amount,  less  the 
cost  of  actual  repairs.  Is  concurrently  credited  to  "Accrued  amortisation  of  capital.*' 
It  also  filed  at  the  same  time  a  rule  for  the  gas  department,  but  this  rule  was 
amended  April  23,  1910,  increasing  the  charge  to  General  amortization  —  gas 
from  15  cents  to  20  cents  per  M  cu.  ft.  made. 


Tateet 

Levied  and 
CLASS  OF  TAX  paid 

liand  and  improvements    |25,591  81 

Corporate  real  property 1.627  40 

Special  franchise *  12,032  21 

Gross   earnings  —  state    8,452  16 

Federal   income    945  02 

Federal  —  war  revenue    89  70 

Total   143,73829 


Charged  to 

income"  Due  and  unpaid 

126,42831     

1,627  40     

11,0,17  55      

3.452  15      

945  02     

89  70     

$42,580 18     


VncoUectible  BilU 


UMCOLLBCTtBLB   ACCOCMTS 

,— . , 

CLASS  or  SBKVxcn  Number  Amount 

Gas     22  $290  08 

Electric   9  26  41 

Gas  and  electric 14  348  10 

Total    45  $664  59 


DBPOBITS    APPUBD  TO   UN- 
00LLBCTI01.B    ACCOUNTS 


Number 

10 

1 

4 

15 


Amount  *? 

$94  48 

1160 

87  95 

$194  03 


Amount 

chanted  to 

uncollectible 

bUls 

$195  60 

14  81 

26015 

$470  56 


MISCELLANEOUS    INFORMATION 

009  Works  and  Holders. —  Number  of  water  gas  sets,  2 ;  total  24-hour  rated 
capacity,  3,100  M  cu.  ft.  (See  Table  II.)  Holders,  4;  total  capacity,  2,725  11 
cu.  ft.     (See  Table  IV.)     For  auxiliary  gas  works  apparatus,  see  Table  III. 


"Taxes  are  apportioned  between  the  gas  and  electric  departments  on  the  basis  of 
an  equal  charge  to  each  department,  except  in  cases  where  the  charge  can  be  readily 
recognised  as  i.pplicable  to  either  gas  or  electric  operation. 

"*  Borough  of  (jueens,  $8,470.30 ;  Nassau  County,  $3,561.91, 

**  Includes  Interest  on  deposits. 
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0M  Jr«iii«  iLemgih  Is  /eet) 

Taken  np  or  In 

LftidwhUn      ahanrtonwd  aidowof      Net 

Km»  AJn>  LocAnoM  the  y«ar  in 

TmiimiMlon  pipe  line: 

In  City  of  New  York 71     09.896  71 

In  Nasiau  county 77J900     

DiatribntlOB  pipe  line: 

In  City  of  New  York 19,256                2,022  378.701  1«.<34 

In    Nasaaa    oonnty 14.477                  200  4A2JS61  14,2T7 


Total    33,804  2,822  909.050  30^2 


Gm  8erviee$, —  Serrlce  ^pet  In  nae  at  done  of  year,  11,326  (In  City  of  19cv 
York,  7,594 ;  in  Naasau  county,  3,732)  ;  added  during  the  year,  839  (In  Cltj  oC 
New  York,  636 ;  in  Nassau  county,  303)  ;  remoyed  or  abandoned  during  year,  bobc. 
(See  T^ble  VI.) 

Otu  Meierg, —  Number  of  consumers*  meters  In  service  at  end  of  year  (exdodlng 
6,854  set  but  locked),  6,947,  whereof  3,656  are  in  the  aty  of  New  York  and  3^1 
In  Nassau  county ;  net  Increase  during  year,  344  (in  City  of  New  York,  51 ;  In 
Nassau  county,  293).  Number  of  meters  owned  at  close  of  year,  13J218;  net 
decrease  during  year,  8.     (See  Tables  VII  and  VII!.) 

Oat  Made  and  Bold  (eu,  ft,), —  On  hand  at  first  of  year,  926,100;  made  during 
year,  877,602,300;  used  by  company,  1.136.000;  sold  to  public,  332.414,200;  on 
hand  at  close  of  year,  709,600;  unaccounted  for,  44.268,600.  (8e«  Tables  XI- 
XIII.) 

MateriaU  and  ReHduaU. —  Old  contract  price  of  gas  oil,  4  cents  per  gaUon,  boat 
delivery ;  788.920  gallons  delivered  during  the  year  to  complete  the  contract.  New 
contract  for  2,000.000  gallons,  price,  boat  delivery.  4.85  cents;  tank-car  delivery. 
5.12  cents;  undelivered,  December  31,  1916.  1.095..182  gallons.  (For  details  of 
material  consumed,  see  Table  IX.) 

Power  Plant. —  Generating  sUtlons  at  Clinton  and  Union  streets.  Far  Rockaway. 
N.  Y.,  capacity  4.700  kws.  (for  number  of  units,  kind  and  capacity  In  service  at 
dose  of  year,  sec  Table  XV)  ;  sub-stations.  1 ;  used  as  a  *'  Boosting'*  station  with 
transformers  only. 

Circuite,  Poles  and  Lime  Transforw^en. —  See  Table  XVI. 

Underground  Conduits.— Two  ducts,  20.186  trench  feet;  20,043  duet  feet,  of 
which  2,951  were  unoccupied ;  no  changes  during  the  year. 

Bervicet. —  See  Table  XVII. 

Bteetrie  Uetert, —  Numl>er  at  beginning  of  year,  6,858;  number  bought  during 
year,  923 ;  number  condemned,  lost  or  destroyed,  20 ;  number  at  doae  of  year. 
7,761  (in  use,  4,503 ;  company's  service.  25 ;  set  but  cut  out,  2,844 ;  in  stock,  389). 
f>or  details  see  Tables  XVIII  and  XIX. 

Bleetrie  Current  Generated  and  Sold  (hw.  hrt,). —  Generated  during  year, 
6,181,880 ;  used  at  generating  stations.  280.781 ;  net  output  from  generating 
•tntlons,  6,901,099;  used  by  company  in  ofllces,  52,903;  sold  to  public.  4,133,270; 
unaccounted  for,  1,714,926.  For  additional  details,  see  Table  XXI.  Electric  cni^ 
rent  generated  and  fuel  consumed;  Table  XXIII,  Source  and  disposition  of  dectric 
current;  Table  XXIV,  Consumption  of  electric  current. 

Load  Data, —  Maximum  load,  8.410  kws.  on  September  2.  (See  also  Table 
XXII,  Variation  of  output  and  of  load.)  Connected  load,  exdusive  of  company's 
service,  9.867.8  kws.   (estimated).     (For  details,  see  Table  XX.) 

Aaeidenta. —  See  Tables  XXV-XXIX. 

Bmplojfeee  and  Wagm. —  Numl>er  of  general  oiAcers,  4 ;  total  compensation  dming 
year,  $20,216.10.  Number  of  all  other  employees,  aecoBd  week  In  Decenber,  fBll 
time,  159;  part  time,  28;  total  salaries  and  wages  paid  to  offloera  and  employees 
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dvrlof  the  year,  1191,407.42  (electric  department,  $100,039.43;  gas  department, 
$91,367.99).     See  Tables  XXX-XXXIY. 

Offieera, —  President,  General  Manager  and  General  Purchasing  Agent,  Carleton 
Hacy ;  Vice-President,  H.  Hobart  Porter ;  Secretary,  James  A.  Mooney ;  Treasurer, 
Geo.  D.  Gregory;  Auditor,  Edward  H.  Webster;  General  Counsel,  Eugene  D. 
Hawkins ;  General  Superintendent,  Lewis  A.  Howland. 

Directon, —  Y.  Eyerit  Hacy,  George  D.  Gregory,  Eugene  D.  Hawkins,  James  A. 
Mgoney,  Carleton  Hacy,  Alfred  H.  Bronson,  Isaac  R.  Stewart. 

Mab^  B«»ine89  Offioe, — 1530  Far  Rockaway  Boulevard,  Far  Rockaway,  N.  Y. 

Report  yerified  by  Carleton  Macy,  President,  April  16,  1917. 


SICHHOND  HILL  AND  QUEENS  COXJl.TT  GAS  LIGHT  COMPANY 

History, —  Incorporated  February  18.  1896,  under  article  6,  section  60,  of  the 
Transportation  Corporations  Law.  The  company  furnishes  water  gas  to  Ward  4, 
Borough  of  Queens,  City  of  New  York,  the  section  known  as  Richmond  Hill.  It 
has  no.  manufacturing  plant  and  gas  is  purchased  from  the  Brooklyn  Union  Gaa 
Company. 

Stock  control  of  the  respondent  is  held  by.  the  Brooklyn  Union  Gas  Company, 
which  acquired  the  entire  capital  stock  in  January,  1897. 

Btoekholden  and  Memben. —  Number  at  close  of  year,  6 ;  all  residents  of  New 
York  State.  Total  voting  power  (number  of  shares),  10,000,  of  |26  par  value  each. 
Votes  cast  at  last  general  meeting,  April  10,  1916,  10,000,  A.  F.  Stantford  casting 
5  in  behalf  of  himself  and  9,990  in  behalf  of  Brooklyn  Union  Gas  Company,  and 
F.  B.  Jourdan  5  in  behalf  of  himself .> 

Importamt  ChangeB  during  the  Year. —  No  additional  powers  or  franchises  were 
acquired.  T.  P.  Payne  was  appointed  an  additional  assistant  treasurer.  For 
mains  laid  during  the  year,  see  MainB. 

[The  Public  Service  Commission  ordered  this  Company  on  May  25,  1916  (Case 
Ko.  1807)  to  reduce  its  rate  io  95  cents  per  M  cu.  ft.,  effective  July  1,  1916.  The 
Company  subsequently  secured  a  writ  of  certiorari  and,  on  July  27,  1916,  the 
Court  ordered  the  Company  to  set  aside  as  a  special  deposit  subject  to  the  further 
orders  of  the  Court  the  difference  between  the  amount  collected  for  gas  and  the 
rata  ordered  by  the  Commission.  Bills  are  rendered  at  |1  per  M  cu.  ft.,  but  the 
Company  credits  to  revenue  only  95  cents,  the  difference  of  5  cents  being  credited 
to  a  reserve.  Commercial  metered  lighting  and  prepaid  gas  in  snspeniiBe!.] 

BALANCB    8HBBT 

Deoember  31,  Deoembcr  81,  Inerease  or 

1915  ASSBTS  sidbs  1916  (D)  decrease 

$7,55452     Cash     $10,54512           $2,99060 

2t635  07     Accounts  receivable  from  C^ty  of  New 

York    (for  gas) '. .  678  82  D      1,956  75 

7,574  84    Consumers*    accounts    receivable 11,780  08            4,155  19 

12,617  86     Accounts    receivable    from    associated 

companies    11,20865  D      1,409  21 

160  71     Other  accounts  receivable 150  51  D           10  20 

88  82     Interest   and   dividends   receivable. .  •  88  82  

5,12625     Special    deposits 7,204  22             2,07797 

4160     Prepayments  —  insurance    58  92                  17  32 

337,74514     '*  Fixed  CapiUl,  Dec  31,  1908 " 882,623  88  D      5,12131 

>The  certificates  of  stock  are  endorsed  In  blank  and  held  by  the  Brooklyn  Union 
Qas  Company. 

'  "All  material  and  supplies  have  been  transferred  to  the  Jamaica  Gas  Light  Com^ 
pany  and  material  used  in  setting  meters,  etc.,  is  furnished  by  the  Jamaica  Ga") 
Light  Company  and  charged  to  the  respondent." 
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Ridmond  Hill  aad  Omens  C01111I7  Gm  Ught  Conpttiy 

Baulncb  Sbbbt  —  C&nehided 
December  81,  December  31. 

1915                               AB8BTS  siDB*  — C<mcIiMled  1916  (D)  d. 

$69,415  18     Fixed  c4plUl  Installed  since  1908...  $80,600  14  $11,184  96 

k0t,190  St            Total   fixed    capital  -— gross 4i5,««5  97  M*«  ^S 

tO,St9  SS     LesB  accrued  amortisation  • 8^37  71  9,708  S8 

SStt,$SO  99            Total   fixed   capital  —  net 882,986  26  D      5,«4i  75 

$372,375 16             Total    $374,595  35  $2,220 19 

LEABtLmca  6IDB 

$719  29    Taxes  accrued   $765  10  $45  81 

8,705  69     Consumers'    deposits     10,245  55  1,639  86 

687  05     Accounts  payable   to   associated   com- 
panies       226  80  D         460  25 

29933     Miscellaneous  accounts  payable 133  36  D         165  98 

523  45     Interest  accrued  on  unfunded  debt. . .  576  73  53  28 
678  04     Other  unfunded  debt — wages  accrued.  1,449  42  87138 
2,672  88     Casualties  and  Insurance   reserve....  4.470  16  1,806  28 
Commercial  metered  lighting  and  pre- 
paid gas  in  suspense 3,170  99  8,170  99 

250,000  00     Common  stock    250,000  00      

108,189  48     Corporate    surplus 103,548  25  D      4.64118 

$372.375 16             Total    $374,505  35  $2,220 19 


Oontingent  lAabiUtiea. —  None. 

Aasesaed  Valuation  of  Property  for  Purpoees  of  Taxation 

Cost  to  Same  — 

Valuation  as  of  June  30,  1016,  filed  by  reppondent :          reproduce  new  present  vshie 

Real  property  outside  streets  and  public  places None  None 

Real  property  in  streets,  tangible $241,409  41  $241.409"41 

Intangible  property.  Including  franchises 34,922  06 

Tangible    personal    property 84.808 10  84,808 10 

Assessed  valuation  for  1016  taxes :  Amount 

Real  property  —  tangible  and  Intangible  in  streets $166,430  00 

Personal  property   45,000  00 


Details  or  Assets  and  Iiabilittbb 

'*Fiwed  Capital,  December  81,  1908" 

Book  cost        Withdrawn 
rnsM                                        Dec.  31,1915      during  year 
Franchises |220,000  00     


Mains 

Services 

Meters    

Tools  and  implements 

Horses,  wagons  and  harneFs. 
Office  furniture  and  fixtures 
Lamp   posts  *   


Totals 


81,01)0  61 

15,517  73 

17,252  96 

487  11 

494  O,"* 

679  88 

2,221  90 


$4,066  90 

14100 

13  41 


Book  cost 
Dec.  31.  1916 

$220,000  00 

76,123  71 

15,376  73 

17,239  55 

48711 

494  95 

679  88 

2,221  90 


$337,745 14         $5,121 31  $332,623  83 


•Th  K°i*®  ^  ^^  preeedln;?  pa^e. 
of  the\Se™  VcrrSlif \«V'^'Vi^^  ^y  iH  <^ompany  has  been  amended  by  the  transfer 
«lde.  wh??e  it  is  now  ^w. n *'^*' *'"","' ^"P'-^«l  ^rom  the  liabilities  side  to  the  assets 
^Itli  the  reqniJjmenTB  of  Th. ''^  "  «le(liictloii  from  "Fixed  Capltnl"  in  accordance 
contingencSr  and  «  .St  •nV*'£'^'*i  ''*""■  J^  "  includes  extraordinary  casualties. 
,  M60  report  "by  companv*^^^^^  extensions  and  addlUons." 

toij  Uken  in  comiwtii?^  with  r^Ll  v"  **J2S-*^^^!  acoordlnsr  to  the  physical  Inven- 
lamp  posts.]      "'""^"o»»  with  Case  No.   1807.  the  respondent  does  not  oirn  any 
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SkhflBond  Hill  and  Queens  County  Om  Light  Comptay 
Fim^  Oai^tai  InetaUed  since  December  SI,  19$$ 


TntM  OF  ACCOUXT 

General  equipment   . . . 
TrtiDk  lines  and  mains. 

Gas  services 

Gas  meters  


Gas  tools  and  implements. 


ToUl 


ZN8TALX<BD   DVBINO   TSAR 


Additions  and 
betterments 


Renewftlsand 
replacements 


$8,670  43 
1,686  56 
1,624  20 


$11 J40  18 


Retired  or 

withdrawn 

during  year 

(deducted) 


1440  22 
116  00 


Total 
essh  cost  to 
Dec.  31,  1916 

$446  47 
60.681  70 

7,860  20 

11,676  08 

28  00 


$566  22       $80,600  14 


Bquipment  Retired  durino  the  Tear, —  Street  mains,  3,862  feet;  cost,  $5,407.12; 
amount  of  salvage  charged  to  material,  $1,901.33 ;  charged  to  accrued  amortisation, 
$1,469.44  ;  charged  to  surplns,  $2,046.36.  Gas  services,  20 ;  cost,  $256.;  charged  to 
accrued  amortization,  $188.18 ;  charged  to  surplns,  $67.82.  Gas  meters,  3 ;  cost, 
(13.41 ;  amount  of  salvage  charged  to  material,  $0.40 ;  charged  to  accrued  amortisa- 
tion, $3.77 ;  charged  to  surplus,  $0.24. 


Aceounte  Reeeivahle  from  Associated  Companies 


Advanced 
during  year 

The  Brooklyn  Union  Gas  Co. . . .   $87,027  18 

The  Newtown  Gas  Co 

The  Woodhaven  Gas  Light  Co. . .  491  72 


Reimburaed 
during  year 

$88,016  66 

377  29 

53516 


Amount  at 
doee  of  year 

$11,129  43 
79  22 


Total    $87,518  90       $88,928  11       $11.208  65 


Interest 
during  yeir 

$397  49 


$397  49 


Bpeoial  Deposits. —  Deposited  with  bid  for  municipal  street  lighting,  $6.26 ;  with 
City  of  New  York  to  cover  cost  of  repavlng.  $250  *.  with  State  Industrial  CommisHion 
for  workmen's  compensation  awards  (five  $1,000  gold  exempt  4  per  cent  corporate 
stock  of  the  City  of  New  York).  $4,993.75;  deposited  with  Bank  of  Long  Island. 
$1,964.22,  being  6  per  cent  of  collections  from  consumers  and  prepayment  meters  for 
gas  sold  from  July  1,  1916,  in  accordance  with  an  order  of  the  Supreme  Court, 
County  of  New  York,  entered  July  27,  1016.  (This  deposit  draws  interest  at  the  rate 
of  2^  per  cent  per  annum.)     Total  of  special  deposits,  $7,204.22. 

Capital  Stock. —  Authorised  issue,  10,000  shares  of  common  stock  of  a  par  value 
of  $260,000;  issued  and  outfltanding  at  close  of  year,  $250,000;  cash  realized  on 
amount  issued,  not  reported ;  dividends  declared,  none. 

Accounts  Owing  to  Associated  Companies, —  Amount  advanced  by  The  Jamaica 
Gas  Light  Company  during  the  year,  $3,965.12 ;  amount  repaid  during  the  year, 
$4,425.37 ;  amount  owing  at  the  close  of  the  year,  $226.80.    No  interest  charged. 

Consumers'  Deposits. —  Amount  at  beginning  of  year,  $8,705.69;  added  during 
the  year,  $4,787 ;  refunded  during  the  year.  $3,247.14 ;  balance  at  close  of  year, 
$10,245.55;  Interest  accrued  during  the  year,  $567.40;  interest  paid,  $614.12.  For 
number  of  deposits  see  Table  XL. 

Taxes  Accrued, —  See  schedule  supporting  Income  Statement. 

Reserves. —  Accrued  amortization  of  capital :  *  credit  balance  at  beginning  of  year, 
$70,529.33 ;  credits  during  year,  based  on  13  cents  per  M  cu.  ft.  of  gas  sold,  less 
cost  of  all  repairs,  $11,359.77;  debit  for  fixed  capital  retired,  $1,661.39;  credit 
baUnce  December  31,  1016,  $80,237.71. 

*  The  report  states  that  this  reserve  includes  "  Contingencies  "  and  "  if  any  such 
moneys  remain,  minor  extensions  and  additions.*'  [The  rule  of  depreciation  filed  by 
the  company  was  based  in  part  on  a  resolution  of  the  board  of  directors  that  pro- 
vision should  be  made  for  these  elements  under  amortization  in  addition  to  those 
specified  in  the  accounting  order.  The  inclusion  of  such  elements  is  contrary  to  the 
accounting  order.]. 
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GuuAltSes  and  Insonacc  reserre :  Credit  balance  at  beginning  of  year,  $2,672^ ; 
crfdita  dorins  the  year,  $2,000;  debito  dorlns  the  year,  $103.72;  balance  at  the 
dose  of  the  year,  $4,470.16. 

Commercial  metefed  lighting  and  prepaid  gas  in  suspense :  63,25.^,223  en.  ft  of 
gaa  aold  (commencing  Jnly  1,  1016)  at  5  cents  per  M  co.  ft^  $3,162.66;  InUrat 
earned  on  cash  depooited,  $8^4 ;  toUl,  $3,170.00.* 

INCOME  STATEMENT 

M  eo.  ft.  Rate  or 

Operating  rerennes  —  sale  of  gas :    deiivertd      avrrace  priee 

Monidpal   street   lighting 650.851  |0  75 

Lighting  moniclpal  buildings...  $66,700  75 

Prepaid  gas  6,067.290  ^lOO 

Commercial  metered  lighting...  180,615,900  ^lOO 

Total  sales  186,800,101      


Net  amount 

IlM 

:Ttisso  or 

for  y^ 

(D)deerM«K 

*|487  86 

D 

$6.418  98 

600  07 

46m 

•4.94197 

D 

888  38 

•187,454  96 

6,088  S5 

$133,384  25 

$886  87 

MIscellaneons  rerennes: 

Oas  merchandise  Jobbing  reTenne D  144 


Total  operating  reTennea $133,384  25  $88891 


Cents  per 
M  e«i.  ft. 
Operating  expenses:  sold* 

Oas  pnrchased.^   149,828  M  cu.  ft  at  50  cents..        54.72         $74,914  06  $L0I6  H 

Transmission   and   distribution 12.64  17,300  86  D       1,722  SO 

Municipal  street  lighting Cr.  .02    Cr.  28  74  D           43  00 

Commercial   sdministratton    7.95  10.889  93  D       4,806  04 

Promotion    of    business 1.31  1,79103  168  60 

General    (excluding    depreciation) 9.60  13.008  36  1,960  10 


Total  of  foregoing 86.10        1117,874  99    D     $3.430  13 

General  amortisation   (reserred) 8.30  11.359  77  1,487  11 


Total    (including   amortisation) 94.40  $129.234  76  D     $1.933  01 

Uncollectible  revenue   .26  355  26  D          320  28 

Tax  accruals 3.74  5.120  55  880  51 

MIscellaneons  rente  1.24  1.709  00    


Total  of  expenses,  taxes,  etc 99.64  $186.410  57  D     $1.832  73 

Operating  loss   $3.029  32  D     $1.716  66 

Non*operating  income:    Interest  on  bank  bAlanccs,  $233.- 

60;  on   bonds,  $200;   on   bills  end   accounts  receivable 

from  associated  companies.  $397.49 830  99  188  19 

Gross  corporate  loss $2,196  33  D     $1,804  76 

Deductions  from  gross  income:     Interest  on  consumers' 

deposits    567  40  119  89 

Net   corporate   loss $2.762  73  D     $1,79416 


•This  is  for  difference  between  the  price  of  gas  soM  to  private  consumers  and 
through  prepoyment  meters  at  $1  per  M  cu.  ft.,  end  the  rete  of  05  cente  per  M 
cu.  ft.  a««  determined  by  the  Public  F<»rvice  Conimi^-si'^ii,  effective  as  of  July  1,  1016. 

*  Consumption  basis  of  .3^  cu.  ft.  per  lamp  per  hour,  3,0r)0  lamp  hours  per  year. 
No  lamps  supplied  at  close  of  yenr. 

•The  company  renders  bill  at  $1  per  M  cu.  ft.  but  crefllt^  to  revenue  only  06 
cents,  tiie  rate  fixed  by  the  Public  Service  Commlmlon.  The  difference  is  credited  to 
a  reserve.  Commrrcial  metered  lighting  and  prepaid  gas  in  suspense. 

•Based  on  136.000  M  cu.  ft.  sold. 

M  From  Brooklyn  Union  Gas  Company :  Point  of  deUveiy.  mains  of  napoaSent ; 
point  of  mtefeurement,  consumers'  kneters. 
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OOBPOBArB  SUXPLUB  Amount 

Snrpliu,  December  81,  1915 $108,18948 

Materials  recoTered    237  98' 

Orerestiiiiate  on  Federal  Income  tax  for  1915 •  9  92 


Total $108,437  88 

Depreciation  on  fixed  capital  retired $2,123  41 

Otber  adjaitments   2  94 

Loss  on  operations  for  tbe  year 2,762  73 

Total  deductions  4.889  08 


Snrplns,  December  81,  1916 $103,548  25 


Operating  Bmpentes, —  For  details,  see  Table  XXXVI-B. 

DepreeiatUm, —  The  Uniform  System  of  Acconnts  prescribed  by  the  Commission 
for  gas  companies  proridea  that  operating  expenses  shall  include  the  estimated  amonnt 
of  capital  consnmed  which  ia  defined  as  "  the  amount  estimated  to  be  necessary  to 
cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  '*  during 
the  fiscal  period  in  the  tangible  fixed  capital,  and  "such  portion  of  the  life  of 
Intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be 
necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraor- 
dinary casualties.**  From  the  total  estimated  deterioration  during  the  period  there 
is  deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is  charged  to 
the  account  "  General  amortisation  "  which  has  been  provided  in  operating  expenses. 
Amounts,  charged  to  this  account  should  be  concurrently  credited  to  "Accrued 
amortization  of  capital,**  which  is  the  ofllcial  title  of  the  reserve  for  depreciatioBi 
etc..  against  which  is  chargeable  such  portion  of  the  matured  or  realised  depreciation 
as  has  accrued  since  tbe  establishment  of  the  reserve.  Under  date  of  April  15,  1900, 
this  company  filed  with  the  Commission  a  rule  of  depreciation  which  provides  for 
a  charge  to  "  General  amortisation  —  gas "  and  a  concnrrent  credit  to  "Accrued 
amortisation  of  capital  *'  of  18  cents  per  M  cu.  ft.  sold  [less  cost  of  actual  repairs]. 
See  note  5,  page  589. 

Tames 

Amount 
CLASS  OF  TAX  o(  levy 

Special  franchise $3,42845 

Personal  property  927  00 

Gross  earnings,  state 66510 

Federal  income  (estimated) ....  100  00 


Total    $5,12055 


Charged 
to  income 

$3,428  45 
927  00 

Amount 
paid 

$3,428  45 

927  00 

669  29 

40  08 

Due  and 
unpaid 

665  10 

100  00 

$5,120  55 

$5,064  82 

l...»»-_aBBB* 

VneoUedible  BUU, —  Number  of  uncollectible  accounts,  227 ;  amount,  $1,144.61. 
Deposits  applied  thereto :  number,  165 ;  amount,  $586.14 ;  interest  on  deposits 
applied,  $31.74 ;  recoveries,  $171.47 ;  net  amount  charged  to  uncollectible  Mils, 
$365.26.   Amonnt  of  uncollectible  bills  on  which  above  165  deposits  were  held,  $896.45. 

MISCBLLANEOUS  INFOBMATION 

Works  and  Holders. —  The  company  has  no  maanfaeturing  plant  and  has  no 
holders. 

Mains. —  Transmission  pipe  lines,  length  in  feet,  13,400;  laid  within  the  year, 
none;  taken  up,  none.  Distribution  pipe  line,  length  in  feet,  166,199;  laid  within 
the  year,  9.054 ;  taken  op,  3,852 ;  net  increase,  5,202.     (See  Table  V.) 

Services. —  Service  pipes  in  use  at  close  of  year,  3,701;  added  during  year,  183; 
removed  or  abandoned  during  year,  20 ;  net  increase,  168.     (See  Table  VI.) 

Meters. —  Number  of  consumers'  meters  in  service  at  close  of  year  (excluding  284 
set  but  locked),  4,690;  increase  during  year,  282;  meters  owned  at  close  of  year, 
6^71 ;  bought  during  year,  801 ;  retired,  8.     (See  Tables  VII  and  VIII.) 
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Oas  Bought  and  Sold  {cu.  /«.).— Bought  daring  year,  149.828,106;  sold  to  pnbUe. 
.136,900,101;  used  by  company,  044,340 ;  unaccounted  for,  11,983.664. 

Accidents.—  See  Tnbles  XXV-XXIX. 

Employees  and  W«(/e«."  —  Number  of  general  officer?.  9;  compensation,  none; 
number  of  all  other  employees,  second  week  In  December,  full  time,  148;  part  time, 
lin ;  total  compensation  paid  to  employees  during  year,  $31,056.36.  (See  Tabl« 
XXX-XXXIV.) 

OiJ^ccr*.— President.  B.  R,  Chapman;  Vice-President,  A.  F.  Stanlford ;  Secretary, 
P.  B.  Jourdan ;  Assistant  Secretaries,  F.  R.  Wogan  and  H.  E.  McGowan ;  Treasurer. 
J.  H.  Benedict ;  Assistant  Treasurers,  Herbert  Wellington  nod  T.  P.  Payne ;  Auditor, 
James  Gilmer;  Assistant  Auditor,  T.  P.  Payne;  General  Counsel,  CuUen  &  Dykman; 
Claim  Agent,  t3.  W.  KIrchmer;  Manager,  H.  A.  I^vell ;  Engineer,  J.  H.  Jourdan; 
Purchasing  Agent,  .G.  W.  Gatehouse. 

Director*.— E.  R.  Chapman,  M.  D.  Chapman,  A.  F.  Stanlford,  James  H.  Joardan, 
F.  B.  Jourdan. 

Main  Business  OJBIice. — 14-20  Union  avenue,  Jamaica.  N.  Y. 

Report  verified  by  A.  P.  Stanlford,  Vice-President,  April  16,  1917. 


RICHMOND  LIGHT  AND  RAILROAD  COMPANY 

Report  of  the  street  railvay  operations  of  this  company  for  the  year  ended  Jum$ 
SO,  1916,  appears  in  volume  IL 

History.^  On  August  1,  1002,  the  Richmond  Light  Company  was  incorporated 
under  the  Transportation  Corporations  Law.  On  August  18,  1902,  the  company  filed 
an  amended  certificate  of  Incorporation,  changing  its  name  to  Richmond  Light  and 
Railroad  Company,  [extending  the  period  of  Its  corporate  life,  and  enlarging  its 
powers  to  Include  the  operation  of  an  electric  railroad.  The  amended  certificate  was 
filed  under  provision  of  chapter  676  of  the  Laws  of  1802,  amending  section  21  of  the 
Railroad  Law.  In  August,  1902,  the  company  acquired  the  properties  of  the  New 
York  and  Staten  Island  Electric  Company,  which  was  sold  under  foreclosure  pro- 
ceedings on  August  16,  1902.  It  also  acquired  the  properties  of  the  Richmond  County 
Power  Company  rnd  the  Staten  Island  Electric  Railroad  Company.]  * 

This  company  controls  the  New  Jersey  and  Staten  Island  Ferry  Company  and  the 
Bouthfleld  Beach  Railroad  Company  through  title  to  securities.     (See  Investments.) 

This  company  Is  the  only  company  supplying  electric  current  In  the  Borough  of 
Richmond ;  current  was  first  supplied  In  September,  1902. 

Btpckholders  and  Members. —  Total  voting  power  of  all  members,  26,372.  each 
holder  of  $100  par  value  of  stock  having  one  vote.  Total  number  of  stockholders,  61, 
of  whom  57,  controlling  25.642  votes,  were  residents  of  New  York  State.  Votes 
cast  at  last  general  meeting,  July  18,  1916,  15,840;  R.  L.  Rand  cast  16  In  behalf  of 
himself  and  15,823  in  behalf  of  other  members;  J.  E.  Phillips  cast  1  in  his  own 
behalf.  [The  principal  stockholders,  as  reported  on  June  J?0,  1909,  were  as  fal- 
lows: Austin  B.  Fletcher,  New  York  City,  |92.400 ;  Henry  J.  Braker,  New  York 
City,  $41,700 ;  Domlnick  Brothers  &  Co.,  New  York  City,  $41,200 ;  J.  I.  Burke,  New 
York  City,  $39,200;  John  F.  Carroll.  New  York  City.  $31,200;  Chnrlos  R.  Flint 
New  York  City,  $31,200 ;  Estate  of  W.  K.  Gelshcnon.  New  York  City,  $15,600;  Tobey 
ft  Kirk,  New  York  City,  $12,500;  J.  T.  Davies.  New  York  City,  $10,100;  Henry  C. 
Dick,  New  York  City,  $10,000;  J.  H.  Shearman,  New  York  City.  $10,000.1 

Important  Changes  during  the  Year.— No  additional  powers  or  franchisee  were 
acquired.     There  were  no  extensions  of  system  other  tlian  to  serve  new  customers. 

JamaloS  ^(^^^^.^nd  employees  of  this  rompnny  are  also  jointly  employed  by  the 
amoSn?of  rnm^J?^r*'°VP*''y  ^'^^  *^e  Woodhaven  Gas  Light  Company,  and  th«^ 
»  A  monfMv^.^i?''."''°A*'J^f^«*'****<^  *«  **»e  proportion  chargeable  to  &e  respondent, 
and  ex^enUsVSSSfL?^  5?^'^  *«  W*^«  ^^  the  Brooklyn  uSlon  Gas  Co.  for  salaries 
expenses.  general  ofllcers,  which  respondent  charges  to  Miscellaneoos  general 

ISee  annual  report  of  the  Commission.  1910.  Vol.  1.  p.  888.1 
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Klddnoad  Ligiift  and  RailrMd  C«npuiy 

For  details  of  power  plant  equipment  installed  during  the  year,  see  DetaiU  of 
B^p^ndiiurea  for  Property  and  Construction  Work  in  ProgrcM,  C.  W,  Huntington 
wns  elected  president  and  director  on  December  11,  1916,  vice  C.  W.  Hotcbklss, 
deceased. 

Adjustment  made  with  the  City  of  New  York  of  all  unpaid  taxes  and  paving 
claims  prior  to  November  14,  1914,  for  the  sum  of  $400,000.  Of  this,  $93,588.97 
Is  cbargeable  to  the  Staten  Island  Midland  Railway  Company  for  its  estimated 
share.     (See  schedule  following  Taxes.) 

Effective  March  3,  1916,  a  new  primary  rate  (2,300  or  6,600  volts)  was  offered  for 
ordinary  day  service  as  follows :  $2  per  H.  P.  of  maximum  demand  (measured 
for  a  fifteen-minute  interval),  subject  to  a  discount  of  50  cents  per  H.  P.  for  pay- 
ment within  ten  days,  and  $1  per  H.  P.  for  all  over  200  H.  P.  demand  plus  un 
exicrsy  charge  of  3  cents  per  kw.  hr.  for  the  first  3,000  kw.  hrs.,  2  cents  for  the 
next  7,000,  and  1  cent  for  all  over  10,000. 

BAUUJCE    8HBBT 

I>eoember  31,  Deoember  31,  Inoresae  qr 

1915  ASSETS  siDB  1916  (D)  deorease 

$41,331 57     Cash     $39,760  42  D    $1,571  15 

137,672  79     Accounts  receivable  from  City  of  Ne^ 

York  (for  electricity) 118,955  35  D    18,717  44 

35,580  71     Consumers'  accounts  receivable 35,350  41  D         230  30 

56,827 14     Accounts    receivable    from    associated 

companies    16,703  77  D   40,123  37 

2.222  41     Other  accounts  receivable 5,955  03  3,732  62 

1,125  00     Interest  and  dividends  receivable 1,125  00     

45,980  00     Special  deposits  for  coupons  and  other 

charges    47.14000  1,160  00 

3,582  53     Other  special  deposits 3.395  38  D         187  15 

1.516  03     Prepayments     32,212  72  30.696  69 

82,335  66     Materials   and   supplies 130,176  79  47,84113 

227,500  00     Stocks  of  associated  companies 227,500  00     

75,000  00     Funded  debt  of  associated  companies.  75,000  00 

12,000  00    Other  investment  securities 12,000  00     

"  Fixed  Capital,  Dec.  31,  1908  "  : 

1,848.06014         Blectric  department    1,693,780  41  D  154,279  73 

2,391.730  46         Railroad  department 2,356,307  26  D    35,423  20 

Fixed  capiUi  installed  since  1908: 

455,070  56         Electric  department   676.486  31  221,415  75 

250.068  46         Railroad  department    293,483  88  43,415  42 

4,9  H,929  62             Total   fixed  capital  —  gross 5,0t0,057  86  75,128  24 

185,808  S7     LeM  accrued  amortisation 125,94141  D      9,866  98 

4,S09,m  25            Total  fixed  capital  —  net 4»89i,116  45  84,995  20 

174.423  15     Construction  work  in  progress 237,912  41  68,489  26 

86.509  52     Other    suspense    75.842  07  D    10,667  45 


$5,792.727  76  Total    * $5,953,145  80       $160,418  04 


LIABIUmS  SIDB 

•$154,705  46  Taxes  accrued   $10.639  91  D  $144,065  55 

463.000  00  Bills  payable  —  due  on  demand 46^.000  00     

222,500  00  Bills  payable  — due  on  time '481,982  86         259.482  86 

14,283  92  Consumers*  deposits    19,304  32             5.020  40 

142,744  24  Miscellaneous  accounts  payable 204,988  81           62,244  57 

45,980  00  Interest  accrued  on  funded  debt 47,140  00             1.160  00 

*  Gross  amount  of  notes.  $575,000,  less  $93,017.14  charged  to  Staten  Island  Mid- 
land Railway  Co..  account  of  tnx  and  paving  settlement. 

*  [Income  tax  res>erve  for  1915  of  $92.55  has  been  transferred  from  TaXM  ftccmed 
to  Other  optional  reserves  for  purpose  of  compariaon  with  1916.1 
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December  Sit 
1915 


$7,258  78 

2,200,000  00 

13,320  32 

•02  6S 

2,871,750  00 
Skt,90t  51 

$5,792,727  76 


Ui(ht  and  KailmMl  C«] 
BALAjrOB  Sh  bpp  —  Cott  f  f udfrf 

DoOOQuMV  81  f  II 

UABums  BTDM  —  Condudtd  1916  (D) 

Interest  ftccmed  on  unfunded  debt...  $3,120  99  $3,120  99 

Other  unfunded  debt 8,048  84  1.690  06 

Collateral  trust  bonds 2,200,000  00     

Casualties  and  Insurance  reserve. . . .  9,404  71  D     8,916  61 
Other  optional  reserves,  including  sus- 
pense credit  balances 4,574  18  4,481  63 

Common  stock   2,871,750  00     

Corporate  deficit   871,703  89  98J891  SI 

ToUI    $5,953,146  80  $160.418  04 


Contingent  Lidbitttie$.'-  Balance  to  be  paid  for  Nettleton  spring,  $18,00d. 

Valuation  of  Propertp  for  I?ufpo$e$  of  Taxation 

Cost  to 

Valuation  as  of  June  30.  1916,  filed  by  respondent :         reprodooe  new  present  vmhie 

Beal  property  outside  streets  and  public  places $1,272,847  (1,027,642 

Real  property  in  streets  —  tangible 2,038,190  1,306,640 

Intangible  property,  including  franchises N.  B. 

Tangible  personal  property 1,657,309  1,450,851 

Assessed  valuation  for  1016  taxes : 

Real  property- outside  streets  and  public  places  — 

Land    $103,450 

Improvements   ,. 296,550 

Real  property  (tangible  and  intangible)  in  streets 890,000 

Corporate   real   property 93,200 

Tangible  personal  property 15,000 


Dbtaxls  or  Aasnrs  ▲in>  LiABiLrrms 
*'Fimed  Capital,  Deoemher  SI,  1908 -^Bleetrie" 


Organisation   

Franchises 

Land 

General  equipment   

Power  plant  buildings 

Furnaces,  boilers  and  accessories 

Steam  engines   

Electric  generators   

Poles  and  fixtures 

Distribution   system    

Line  transformers  and  devices 

Electric  services   

Electric  meters   

Electric  meter  installations 

Municipal  street  lighting  —  arc 

Municipal  street  lighting — incandescent 

Commercial  arc  lamps 

Electric  Inboratory   

Docks  and  wharves 

Accessory  electric  power  equipment. . . 


Book  eoet 
Dec.  31.  1915 

$175,000  00 

300.000  00 

200,.'}00  00 

18,118  30 

307,060  94 

113,101  36 

102,233  00 

58,980  00 

129,727  10 

174.848  15 

67,830  07 

10,133  19 

11,033  84 

4,280  00 

3,669  75 

25,954  26 

21,816  45 

1,800  00 

5,000  00 

81,183  73 


Withdrawn 
during  year 


$4,719  50 

8,378  00 

50,226  06 

32,314  00 

11,520  00 

550  76 

2,415  38 

8,387  84 

8158 
1000 


21,216  45 


19,501  67 


Total    $1,848,060  14         $154,279  78 

*  See  Bota  8  on  preceding  paga 


Book  eost 
Dee.  81,  1916 

$175,000  00 

800,000  00 

200.300  00 

18,398  80 

303.682  94 

62,965  30 

159,919  00 

42,460  00 

129,167  35 

172,432  77 

59,442  78 

10.133  19 

11,902  26 

4,270  00 

8.669  75 

25,954  26 

600  00 

1,800  00 

6.000  00 

11,682  06 

$1,688,780  41 
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Sickmoad  Usht  and  BjJkoad  Comvany 
nmed  OapiUa  Tnstatled  9inee  Deeemhm'  81,  190B — JReelrlo 


UC8TAIXJID   DURING   TEAM 


Additions  and 
ov  ACCOuiiT  betterments. 

Water  rights    ...«|5,30000 

Patent   rights    (electric) 

General  equipment    5,815  95 

>ower  plant  Iraildings *  2,160  00 

Fnmaces,  boilers  and  accessories     91,082  45 

Steam  engines   1,615  77 

Tarbo-generators    14,860  40 

Electric  generators  831  83 

Accessory  electric,  power   equip- 
ment      36,567  84 

Miscellaneous  power  plant  equip- 
ment   

Substation  equipment 

Poles   and   flztores 

Dlstribation  system   (oTerhead). 
Ldne  transformers  and  devices. . 

Electric  services   

Electric  meters    12,8.34  12 

Electric    meter    installation ....       1,B07  86 
Hanicipal  street  lighting  system     18,030  40 

Commercial  ar<^  lamps 

Electric  tools  and  implements 

Electric  laboratory  equipment. .          114  26 
Engineering  and  superintendence     


8,576  66 

6.476  10 

13,525  82 

16,140  61 

8,275  61 


Retired  or 
— —  N     withdrawn 

Renewals  and    during  year 
replacements      (deducted) 


Total    $234,41276 


$1,000  00 
2,786  32 
.  250  00 
8,333  74 


495  29 


12216 
9  50 


ToUl 

cash  cost  to 

Dec.  31.  10  6 

$11,300  00 

13,582  68 

2,881  64 

218,945  C4 

1,820  77 

88,507  57 

18,234  11 

89,370  68 

153  33 

8,576  66 

16,807  .^2 

40,726  VO 

79,787  56 

30,721  82 

80,060  20 

12,404  07 

13,814  10 

^,00'^  45 

176  25 

511  04 

111.10 


$12,097  01     $076,486  31 


DetaiU  of  Expenditures  for  Property 

Additional  sonrce  of  water  supply *  $5,300  00 

Automobile  equipment    3,891  52 

Sundry  instruments  and  general  equipment  —  Livincstou 1,428  03 

New  fire  system  —  Uvingston 1,342  00 

Building  —  Water  supply  property 700  00 

Concrete   water   tanks 2,402  58 

Two  new  boilers 28,280  23 

Stokers * 9,718  86 

Air  duct   1.801  45 

Soot  blower    964  23 

Feed  pumps    3,108  79 

Yenturi  meter   652  33 

Two   intake   wells 20,038  21 

Sialt  water  piping 4,104  82 

Steel   fan   structure 14,528  60 

Forced   draft   fan 6,181  41 

Oiling   system    1,615  77 

Condenser  on  No.  5  turbine 11,204  61 

Pump  on  No.  6  turbine 3,655  80 

75-kw.  exciter  set 831  83 

New   switchboard    34,287  82 

^Consists  of  expenditure,  $6,000,  lest  $700  tranfifcrred  to  Power  plant  buildings. 
*-8ee  note  4. 

*Cost  of  property,  $6,000,  less  $700,  value  of  a  small  building  on  the  property 
diarged  to  Power  plant  buildings. 
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Bickmond  Light  and  Baflroftd  Compiiiy 
Details  of  Empenditures  for  Property  —  Concluded 

Apparatus  for  changing  pbase $2,132  49 

Voltage  regulators  and  transformers 3.575  6tt 

Poles   and    flztnres 6,476  10 

Distribution   system    13.525  82 

Transformers 16.140  51 

Electric  services    8,275  61 

Electric  meters    12.834  12 

Electric  meter  in8talIatlon 1.307  36 

Municipal   street   lighting  system 13.039  49 

Minor  projects  less  than  $500 1.978  45 

ToUl $234.412  76 


Land  Acquired  During  the  Year, —  Additional  source  of  water  supply,  a  spring 
between  Bement  and  Pelton  avenues  In  West  Brighton,  N.  Y..  price,  $30,000,  paymbl* 
at  rate  of  $500  per  month ;  capitalised  as  payments  are  made. 


Construction  Work  in  Progress 


DKSCRIPTION  or  PROiBCT 

steam    header    

Line  to  Concord  substation 

Engineering  Liv.  improvemenoi 

Rewiring   station    

Sorting  junk    ^  . . . 

Blec.  laboratory  at  Livingston 

New  floor  in  power  house 

New  turbo-generator: 

Clearing  away  foundations 

Building  foundation    

Cost ;  delivered  and  erected 

Piping 

Electrical  connection    

Air  washer  for  new  unit 

Flooring  around  new  unit 

Engineering   and   superintendence. . . 

Miscellaneous 

Minor  items   

Installation  of  additional  coal  scales.. 
Extension  6,000-volt  line  —  Concord. . 
Running  3-phase   line  to  Amboy   road. 

RcBsville 

Building  for  forced  draft  fan 

Covering  for  new  high  pressure  piping 
Clearing    away    old    floors,    flues    and 

foundations  for  boilers  7.  8,  9.  10. . . 
Labor  and  material  to  build  foundation 

for  new  boilers  7,  8,  9,  10 

Boilers   7-8   and    front   frame   of   9-10 

delivered     and      erected,      including 

stokers,    drivers,    soot    blowers    and 

8.   C.   regulators '. 

Floortng  In   front  and  around   boilers 

7-8  and  changes  in   remaining  part 

of  boiler  house 

Coal  bunker  over  boilers  7,  8,  9,  10.! 


Charges  during 
the  year 

$2,142  48 

Cr.  2,518  54 

Cr.  3,648  51 

1,701  53 

96815 

876  74 

870  24 

1.747  85 

3,143  58 

70,0.'^0  14 

11,186  22 

2.403  12 

1,635  49 

1,015  67 

441  59 

831  03 

190  64 

2,587  10 

9,272  94 

67196 

847  55 

2,076  57 

1.216  46 

4,188  94 


55,765  85 


1.320  56 
2,474  87 


Charges  during 
preceding  years 

$756  22 

11,736  83 

3,702  18 

4,288  89 

Cr.         860  69 

817  06 

877  02 

548  82 
60  00 

11186 


27160 

58 

12  70 

89  67 

2916 


Total 

$2,898  70 

0.218  29 

53  67 

6,990  42 

107  46 

1,193  80 

1,248  16 

2,29617 

3.203  58 

70.950  14 

11,208  07 

2,403  12 

1.635  49 

1,015  67 

71319 

83156 

203  34 

2,626  77 

0,302  10 

67196 

847  59 

2.976  57 

1,216  46 
4.188  94 


65,765  85 


1^?0  56 
2,474  8T 


Abstracts  of  Comfant  Rbtttbits 
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MduBoad  Light  and  lUllraad  Gomptiiy 
Omutruetion  Work  in  ProirreM  —  Conoltfde^ 

Charcee  durins    Chargm  duiinc 


macnipnoN  of  pbojsct 

▲Ir  connections  to  boilers  7,  8  and 
complete  main  duct  for  boilers  7, 
S,  9p  10 

^aln  steam,  feed  and  piping  con- 
nections to  boilers  7-8  Including  two 
flow  meters 

Main  flues  and  dampers 

Scales  and  material  to  erect  same  for 
boilers  7-8    

Installing  new  air  compressor 

-  Installing  storage   batteries 

Installing  steam  flow  meters 

Installing  new  auxiliary  service  pump. 

ILrliphtlng  for  police  training  camp Cr. 

OFerbanllng  transformers  in  stock .... 

RemoTing  No.  2  engine 

Liicrlits  for  B.  &  O.  R.  R.  Co 

Transmission  line  to  Greenrldge 

Pole  line  construction 

Minor  projects 


the  year         preoeding  years 


$1,210  80 


10,705  21 
3,077  89 

1,023  70 
597  49 

2,171  56 
086  13 
626  71 
68166 
538  09 
004  85 
586  85 
095  69 

1.286  04 

1,438  80 


Cr. 


$557  27 


Total 


11,210  r.o 


10,705  21 
8.077  80 

1,923  79 
507  49 

2,171  56 
68613 
626  71 
68166 
538  09 
994  85 
686  85 
695  69 

1,286  04 

1,996  07 


Total  Ughting   department $201,517  96 

Total  railroad  department $12,088  08 


$22,449  51  $223,967  47 


$1,856  86 


$13,944  94 


Grand  total $213,606  04 


$24,806  87         $237,912  41 


Equipment  Retired  during  the  Tear 


Num- 
ber of 
units 
CLASS  or  SQUTpmBNT  RSTXRSD  retired 

Boilers  and  accessories 6 

Piping 

Steam  engines  (Incl.  condensers) ....  1 

Generators 1 

Transformers    28 

Snectrle  meters  and  installation....  5 

Time  dock   1 

Commercial  arc  lamps OCO 

Switchboard,    etc 

Horses     6 

Wagons    1 

Automobiles    3 

Office  furniture  fixtures 

Fire  and  ventilating  Fystems,  etc...     

Poles   and    flxturos 

Distribution   system    

Patent  rights  

Total     


Cost  of 

equipmrat 

retired 

V  $48,932  24 

9.627  56 
82,314  00 
11,520  00 

8,882  63 

173  24 

150  00 

21,216  45 

10,501  67 

930  00 

60  50 

6,316  58 

•39  74 

8.628  00 
559  75 

2,415  38 
1,000  00 


Amount  of 

salvago 
chargea  to 
material 

$690  88 

538  82 

3,327  58 

2,883  83 

2816 

45  00 
4,543  94 
3,003  43 

10  00 

1,610  00 

16  00 

186  00 

839  76 


Charged  to 
accrued 

amortisation 
of  capital 

$46,018  OS 

9,089  24 

28,986  42 

8,636  17 

8,854  47 

173  24 

105  00 

16.672  51 

16.498  24 

930  00 

59  50 

4,706  '8 

3,442  00 

559  75 

1,575  63 

1,000  00 


•  $167,276  74       $17,722  89     $147,801  78 


*  Includes  $2,228.33  cost  of  removal  erroneously   charged  to  Fixed  capital  and 
corrected  by  credit  hereto  and  charge  to  Surplus. 

*  Includes  cost  of  repairs,  $23.74,  erroneously  charged  to  Fixed  capital  and  cor- 
rected by  credit  hereto  and  charge  to  Surplus. 

*  See  notes  7  and  8. 
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Rjfilunond  Light  and  Railroad  G»apaiif 
MUeelianeous  Inv€»tmeKU^ 

Par  Amoant  at        Int 

HAMS  OF  usutNO  COMPANY  AND             vftluB  of           Date  of  which  Carried     aecraad 

aacuRrrr                             amount  hald    aoquiiitaoa  on  books     duri^  yetf 

New  Jersey  and  Staten   Island  Ferry 

Co.: ' 

6  per  cent  20-year  bonds,  due  1916....  "176,000  00    Sept..  IMS  I7S.C00  00        M.500  N 

CapiUl  stock   "100.00000    Sept.,   1001  100.000  00          S^  000  00 

New  York  City  corporate  stock,  4M%..       2,000  00   July,     1911  2.000  00              86  00 

South  Shore  Aminement  Co..  stock....  "10,000  00   Joly,    1908  10,000  00            460  00 

Sonthfleld  Beach  B.  B.  Co.,  stock "127.600  00    Sept.,  1908       127,600  00    

toUl   $314,600  00       $314.600  00       $10.085  00 


AceounU  Receivable  from  A9§oeiated  Companiee. —  Staten  Island  Midland  Rail- 
way Company,  $16,644.97 ;  Southfleld  Beach  Railroad  Company,  |82.43 ;  New  Jersey 
and  Staten  Island  Ferry  Company.  $076.37;  total,  $16,703.77. 

Special  DepoeiU. —  Coupon.  $47,140 ;  deposit  guaranteeing  lighting  contract  with 
City  of  New  York,  $2,441.30;  deposited  with  Guaranty  *Tmst  Company  of  New  Toik 
(available  only  for  certain  construction  expenditures),  $054.08;  total,  $50,535.39. 

PrepaymenU. —  Taxes,  $9,503.48;  Insurance,  $22,709.24;  total,  $32,212.72. 

Materials  and  Suppliee 

Cost  of  <iaaniity 
On  hand  at        Averace  on  liand  at 

mu  oloie  of  year    oast  per  unit       oloae  of  year 

BitominoQS  coal   (abort  tons) 3.038  $3.39  $10,293  55 

Incandescent  lamps,  carbon 9.175  .151  1,885  43 

Incandescent  lamps,   tungsten 17,938  .227  4.069  95 

Incandescent   lamps,  other 4,963  1.131  5,601 84 

Meters *. 25         5,530  73 

Heaters,  fans,  etc 41         605  61 

Poles 843  5.00  4,215  00 

Croesarms 1,741  .55  95755 

Pins     4,000  .010  41 20 

Brackets    1,579  .23  862  85 

Ifasulatbrs 5,801  .078  458  06 

Copper  wire  and  cables  (pounds) 69,130  .808  18,223  87 

Iron  guy  and  suspension  wire  (feet) 78.225  .020  2,009  36 

Duplex   wire    (feet) 88,504  .({62  2,002  21 

Pipe  fittings   5.004  1.320  6,605  28 

Cement    (bags)     1.207  .520  627  64 

Hardware    8,288  41 

Une   material    10488  90 

Automobile  supplies   690  61 

Boiler  and  engine  room  supplies 8,728  54 

Merchandise     6,34145 

Electrical   equipment   repairs — ^-^        — 2,425  40 

Tools 1,28803 

**A1I  of  respondent's  Investments  are  mortgaged  or  bound,  except  stock  of  the 
South  Shore  Amusement  Company. 

"  These  securities  were  acquired  at  the  time  of  the  reorganisation  of  tlie  com- 
pany and  are  included  in  the  general  take-over. 

^  Received  in  exchange  for  $26,500  of  stocks  and  bonds  of  Soath  Beadi  Amuse- 
ment Company,  nredecessor  of  South  Shore  Amusement  Company,  the  latter  bdng  a 
reorganisation  of  the  former  company.  The  book  cost  was  correspondlncly  reduced 
in  1908  by  charging  $16,250  to  Surplus. 
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Jroteriolt  tmd  BuppUet — Cmtduitdl 

Cott  of  quantity 

On  hand  at        ATerace  on  hand  at 

mif                                        doae  of  year    eost  per  unit  eloae  of  year 

Wlrbic   devicet    |65163 

Miscellaneous     6,748  21 

Total  electric  department $97,116  31 

Total  railroad  department 83,060  48 

Grand  total   $130,176  79 


Suspense, —  Loss  on  New  York  Investment  and  Improvement  Co.  stock  In  process 
•t  amortisation,  $46,000;  overhead  expenses  on  power  bouse  improvements, 
$9380.88;  reorganisatloB  expense,  $60;  legal  expenses,"  $20,401.19;  total. 
$76,842.07. 

Beeuritiee 

Firat 
Common  eoIlaia«l  trust 

PABincuL4S8  or  STOCK  AiTD  rvin«D  DBBT  atook  mortcage  bonds 

Nominal  date  of  issue Aug.  21, 1902 

Date  of  maturity July    1,1962 

Interest  rate  and  dates 4%,  J.  and  J. 

Denominations    1  8bare«$100  00  $1,000  CO 

Authorised  by  company $3,000,000  00  2.600,000  00 

By  pubUe  authority 8,000,000  00  N.  R. 

Oniy  nominally  issued 128,250  00  300,000  00 

Held  free   500  00     

Pledged  or  otherwise  subject  to  lien ...            **  127.750  00  ^  300,000  00 

Actually  issued  prior  to  year 2,871,760  00  2,200,000  00 

Property  consideration    (>■)  (»*) 

Amount  actually  outstanding » 2,871,760  00  2,200,000  00 

Interest  accrued  and  dividends  declo  red 88,000  00 

Interest  charged  to  income 88,000  00 

Interest  and  dividends  paid 86,840  00 

Interest  matured  and  unpaid 47,140  00 

Market  price Unknown  Unlisted 

Trustees  under  mortgage. Guaranty    Trust 

Co.  of  New  York 


BUU  Oicing  to  AModated  Companies. —  Staten  Island  Midland  Railway  Co.,  6 
per  cent  due  on  demand.  $20,000;  Interest  accrued  and  paid  during  year,  $1,200. 
Six  months*  note  (issued  April  16,  1915.  and  renewed  successively  until  October  16, 
1916),  $7,600,  paid  during  year;  interest  accrued  ahd  paid,  $262.60. 

Miscellaneous  BUls  Payable." —  Due  on  demand :  H.  H.  Rogers  Estate,  $443,000 ; 
interest  at  6  per  cent,  accrued  during  year,  $26,580.  Due  on  time,  Interest  at  6  per 
cent:  H.  H.  Rogers  Estate,  $285,700;  Guaranty  Trust  Co.,  $289,300;  Interest  on 
both  items  accrued  during  year,  $28,649.20;  paid,  $25,628.21. 

Consumers'  Deposits. — Amount  at  beginning  of  year,  $14,283.92;  added  during 
year,  $9,410 ;  refunded  by  cash  In  whole  or  in  part,  $4,187.60 ;  refunded  by  credits 
to  customers'  accounts,  $202 ;  balance  at  close  of  year,  $19,304.32 ;  interest  accrued 
and  paid,  $254.66.     For  number  of  deposits,  see  Table  XL. 

"Incurred  in  connection  with  the  tax  and  pavin?  settlement  and  with  the  pro- 
posed reorganisations  and  consolidation  of  companies. 

>*  Pledged  with  estate  of  H.  H.  Rogers  to  secure  demand  notes. 

^Exchanged  for  sundry  assets  in  general  take-over. 

^Includes  voting  trust  certificates.  $234,660.  which  have  never  been  exchanged 
for  stock  certificates.  They  are  without  voting  i>ower,  as  the  trustseship  has 
expired. 

"  S«e  note  2.  page  69S. 
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Ugbt  tnd  RaOrosd  CotrWKOJ 

iflMeltofMMit  Ace0unt9  PaiMMe. —  Uaelalacd  wages,  $189.28;  adrances  bj  cm- 
tomen  for  ■citIcm,  $5,182.18;  other  accoonta  payable,  $199,617.40;  total, 
$204,988.81. 

Tamet  Aoenied. —  See  schedule  nipportiof  Income  Statement. 

Other  Unfunded  Debl.— Wages  accrued,  $5,940.47;  rents  accrued,  $750;  em- 
plojees*  soppltes  deposit,  $845.75;  annsed  tickets,  railroad  department,  $1,407.62; 
totol,  $8,943.84. 

JUtervf 

Ciedit  biJmnoe  Credit  bftknee 

at  bflgmniiic  Credits  Debite  at  doae  of 

of  yemr  during  year        during  year  year 

Accmed  amortisation  of  capital: 

Lighting  department  $115,539  10        $121,740  40        $147.90178  $80.177  11 

Railroad  department  10, 269  27  15.173  88    35,443  15 

Depreciation  of  electrolytic  sys- 
tem  (railroad  department)    520  64    520  54 

Income   tax    "02  66  29117  163  33  23119 

Injuries  and  damages  (railroad 
department)     6.782  90  11,880  14  9,852  33  7,790  71 

Excess  premiums* on  compensa- 
tion and   liability  insurance..  7.667  42  8,689  33  12.638  16  1,614  00 


Suspense  credit  balance :  Salvage  on  equipment.  Railroad  department,  the  retlrfr- 
ment  of  which  Is  not  yet  complete,  $4,342.99. 

INCOMB  STATEMENT 

Rate  or 
average 
Kw.  bouis         prioe  Net  amount        Incraaas  or 

Operating      revenues  —  sales      of         delivered  (oents)  for  year  (D)  decmat 

electric  current : 

Municipal  street  lighting ~  arc.       Dr.       $12  00  D    $23,380  U 

Municipal    street    lighting  — in- 
candescent       1,892,140  9.58  150,738  81  19,313  CO 

Lighting    municipal  buildings...  320.532  9.50  30.185  87  D       8,025  43 

Municipal  heat  and  power 90.083  6.00  4.984  65  D          43810 

Miscellaneous    electric    revenue, 

municipal     1,757  9.99  175  58  D          86174 

Commercial  flat  rate  lighting...  14.121  10.00  1.409  98  D          127  72 

Commercial  metered  lighUng...  2.567.368  9.96  245,928  10  38.945  61 

Commercial  metered  power 1, 051. 405  4 .  76  47, 082  88  20, 140  56 

Total  sales   6,747.016       $489.493  03  $47.616 » 

Miscellaneous  revenues :  Electric  merchnndise  and  Job- 
bing revenue,  **  $8,814.99;  other  miscellaneous  revenue, 
$1,174.48   9.989  47  6,375  18 

Total  operating  revenues 1499,483  50  $52,89150 

Centa  per 
Operating  expenses  :  kw.  hour*' 

Power  plant  labor .20  143,320  89  $8,660^ 

Fuel   for  power .48  97,862  08  17,49782 

**  Carried  as  a  tax  accrual  in  1915. 

'*Recolpts  from  pale  of  merchandise  and  from  Jobbing,  $35,435.10,  less  cost  of 
materials  sold.  $26,620.11. 

*"  Ratios  for  production  expenses  —  gross  and  preceding  items  based  on  21,861.309 
kw.  hrs.  generated ;  those  for  production  expenses  —  net  and  following  items  oa 
5,747,016  kw.  hrs.  sold  to  the  public. 
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Inoomb  SrATSMSHT — Cotuludtd 

Cents  per  Net  amount        Increase  or 

Operating  expenses —  Conduded :                                        kw.  hour  *•  for  year          (D)  decrease 

StatloD  Buppliee  and  ezpenws .OS  $6,172  78    D     11,826  88 

Repairs    .10  21,26112                639  31 

Production    expenses  —  gross    .70  |168,607  43      *^|19, 961  10 

Deduct  charges  Co  railroad  department,  |46,- 
777J9;  Staten  Island  Midland  Railway  Co., 

148,667.67     Cr.  04.484  »  19.967  57 

Piodactlon    expenses— net    1.29  $74,172  S7   D           $6  47 

Trmnsmission. .04  2,129  82             2.086  32 

Dtetribution    .49  28,043  85    D     20,328  fS 

Commercial   utilisation    .02  1.07264    D       1. 692  00 

Municipal  street  lighUng .87  21,119  80   D      7.394  20 

Commercial   administration    .80  11,493  74            7,334  S7 

Promotion  of  business .08  4,796  69    D         639  !4 

Qeneral  ejcpensea  (excluding  amortization)...               .86  49,622  28    D     19,826  35 

Total  of  foregoing 8.8S  $188,46139    D    $40,406  44 

General  amortization   (reserved) 2.08  116,580  48           29,244  01 

Total,  including  amortization  6.88  $300,04187   D   $11,228  48 

Leaa  amortisation  and  general  expenses 
charged  to  railroad  department,  $20,260.36; 
Staten  Island  Midland  Railway  Co., 
$n,S09.9S     Cr.  41,660  88    D       6,180  9T 

Total 4.66  $867,48160    D     $6,04146 

Uncollectible    revenues    .09  6,340  66                669  12 

Tax  accruals .36  20.262  86             6,962  66 

Miscellaneous  rents   .01  668  62               166  1? 

Total  of  expenses,  taxes,  etc 6.11  $298, 743  U           $1, 736  4Z 

Operating  income  from  lighting  department $206,789  89         $61,156  07 

Operating  revenues —  railroad  $406,737  98           $8,702  80 

Revenue  deductions  —  railroad 886,20979            6,65881 

Operating  income  from  railroad  department $80.58814          $3,043  99 

Operating  income  applicable  to  corporate  property $286,867  68         $54,199  06 

Non-operating  income :  Rent  of  building  at  New  Brighton, 
$2.600 ;  interest  on  bank  balances,  $4,714.60 ;  on  investments, 
$4.5%;  dividends.  $5,460;  total,  $17,849.69;  lets  non-operat- 
ing   taxes,    $928.86 16,82078             8,804  16 

Gross   corporate   income $802,688  86         $58,093  28 

Deductions   from    gross    corporate    income:     Interest    on 

funded   debt,   $88,000;   on   accounts   payable,   $210.88;   on 

loans  from  associated  companies,  $1,468.50 ;  on  other  loans, 

$65,583.09 ;  on  consumers'  deposits,  $264.66 ;  income  tax  on 

bond  interest  assumed  by  the  company,  $520 146,030  62           16,066  98 

Net    corporate   income $156,557  64         $42,037  30 

*>  S**  note  70  on  nreredin»  nacce. 

**  Constituent  items  shown  above  were  computed  by  the  Bureau  of  Statistics  and 
Accounts. 
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»ij»iifwi|p^  Uglht  tad  Kaiboad 

coBFOBXia  imncn 

Deficit  December  31,  1916 $342,902  SI 

Expenses  elsewhere  uDprovided  for  (donations) 632  01 

Old  poles  abandoned 199  60 

Cost  of  remoTal 1,997  68 

Amortisation  of  New  York  Investment  and  Improvement  Co.  stock.. ••  28,000  00 

Amortisation  of  electrolytic  system 260  27 

Paving  retired   25^7  GO 

Amortisation  of  intangible  capital  —  lighting  department 6,149  *J2 

Bad  debts  written  off 199  94 

Amount  received  from  New  Jersey  &  Staten  Island  Ferry  Co.,  credited 

to  Surplos  or  Deficit  account  in  1915  in  error 10,000  00 

Operating  expenses  of  prior  period  —  lighting  department "  17,700 14 

Operating  expenses  of  prior  period  —  railroad  department 408  00 

Cost  of  repaving  in  prior  period 14,264  98 

Insurance   adjustments    8,470  77 

Taxes  for  prior  periods 90,06016 

Other  adjustments    i 26079 


Total    6640,704  37 

Credit  balance  for  year,  transferred  from  income $166,667  64 

Adjustment  of  Poles  and  fixtures  and  Distribntion  system 
—  overhead  accounts  to  agree  with  actual  field  survey 

of  work  done  ia  prior  fiscal  period 7,260  00 

Interest  charged  in  error,  prior  period 2,048  82 

Operating  expenses,  lighting  department,  prior  period...  2,617  62 

Vouchers  payable  written  off 681  97 

Minor  items  36  00 

Total    169.000  B5 


Deficit  December  31,  1916 $371,70382 


Power  Transferred  to  Associated  Companies, —  Staten  Island.  Midland  Railway  Co., 
6,486,687  kw.  hours  at  average  price  of  1.2  cenU  per  kw.  hr.,  $66,027.54 ;  Railroad 
department  of  respondent  company,  5,196,263  kw.  hrs.  [of  this,  61,002  kw.  hrs.  was 
used  by  the  Soothfleld  Beach  Railroad  Company]  at  average  price  of  1.3  cents  per 
kw.  hr.,  $69,967.60;  total,  $135«905.X4,  credited  to  operating  ezpenaes.  of  which 
$94,434.86  was  credited  to  production  expenses  and  $41,560.28  to  ezpensea  and  gen. 
eral  amortisation. 

.  Municipal  Street  Lighting,^  4,583  incandescent  gas  filled  lamps  of  100  c.  p.  at 
$28  per  annum;  509  incandescent  gas  filled  lamps  of  250  c.  p.  at  $60  per  annum; 
71  incandescent  lamps  of  200  watts  at  $60  per  annum ;  total  consumption,  1,692,140 
kw.  hrs.;  total  revenue,  $159,738.61.  Lamps  burning  on  an  all  night  achedule  of 
3,980  lamp  hours  per  year, 

Operating  Expenses.—  For  details,  see  Table  XXXVI-B. 

Depreciation, —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission 
for  electrical  companies  provides  that  operating  expenses  shall  include  the  eatlmated 
amount  of  capital  consumed  which  Ls  Ucaned  as  "the  amount  estimated  to  be  neces- 
sary to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  ** 
during  the  fiscal  period  in  the  tangible  fixed  capital,  and  **  such  portion  of  the  life 
of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be 
necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraor- 
dinary casualties."  Prom  the  total  esHmated  deterioration  during  the  period  there 
is  deducted  the  actual  amount  expended  In  repairs  and  the  remainder  Is  charged  to 
the  account  "  General  amortization  "  which  has  been  provided  in  operaUng 


SeTiotJS^fan'dVUirsOT. ""'  ^""^^  ^'^'^^^  $2,228.33,  and  cost  of  repair.,  $28.74. 
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U^hC  Mid  Ballrattd  Cf*f  "y 

Amounts  ebarfed  to  this  account  ihoold  be  concarrently  credited  to  "Aecraed 
amortisation  of  capital/'  tlie  official  title  ot  tlie  reaerre  for  dcyieclatSoB,  ete^  againsl 
which  Is  chargeable  sach  portion  of  the  matured  or  realised  depreciation  as  has 
accrued  since  the  establishment  of  the  reserve.  Under  date  of  March  17,  1918,  this 
company  submitted  to  the  Commission  a  rule  of  depreciation  which  proTldes  for 
setting  aside  [or  expending]  each  year  out  of  the  earnings  of  the  lighting  depart- 
ment the  sum  of  $165,487.30  (for  depreciation  of  plant,  $70,068.40 ;  for  depredation 
of  distribution  system.  $80,360;  for  Intangible  capital,  $5,140.00).  [This  rule,  a« 
far  as  it  applies  to  the  amortization  of  Intangible  capital,  was  disapproTed  by  tha 
Commission  and  therefore  $5,140.02  has  been  charged  to  surpliif.] 


Tamet 


CLAm  OV  TAX 

Land    

Improvementa  op  land... 
Corporate  real  property  . 

Speclil  franchise  

Personal  property  

Liocal  franchise,  railroad. 
Gross  -earnings.  State : 

Lighting    

Railroad   

Federal  Income  

Federal,  stamp   

Fiederal,   capital  stock.... 


Total 


Amount  of 

ChsTfedto 

levy 

inooms*. 

>«  12.208  48  \ 
••e,Sl«62  / 

"18,062  86 

1,996  IS 

8,066.88 

18.967  00 

21.006  68 

319  60 

832  68 

1,018  19    . 

8,284 
4,076 
1,861  84 


'} 


6,559  28 
1,417  29 


10  00 


Awomit 
paid 

$17,788  78 

4,124  89 

82,431  67 

819  50 

9,608  48 


6,300  86 

1,361  84 
134  86 


$38,461  84  *•»  $40, 048  41       "$71,964  88 


Doe  and 
unpaid 


UnooU^Hlle  Bills. —  Number  of  uncollectible  accounta,  42;  amount,  $5,7854^3. 
Depoaita  applied  thereto:  number,  41;  amount,  $200.60;  recoveries.  $185.28;  net 
amount  charged  to  uncollectible  bills,  $5,340.65.  Amount  of  uncollectible  bills  on 
which  above  41  deposita  were  held,  $415.60. 

MISCELLANEOUS    INFORMATION 

Power  PUmt. —  Generating  station  located  at  Livingston,  Staten  Island,  kw. 
capacity,  6,700.  For  number  of  unite  and  cspadty  in  service  at  close  of  year,  see 
Table  XY. 

CircuiU,  Poles  amd  Line  TremeforeMn, —  See  Table  XYI. 

Bervieee, —  See  Table  XYII. 

Metera. —  Number  at  beginning  of  year,  7,166;  bought  during  year,  1,864;  con- 
demned, lost  or  destroyed  during  year,  18 ;  number  at  close  of  year,  8,517 ; 
whereof,  in  use,  7,848 ;  in  company's  service,  11 ;  In  repair  shop,  45 ;  in  stock,  1,118. 
For  details,  see  Tables  XYIII  and  XIX. 

Etectrio  Current  Oenerated  and  8ol4  (kfo.  krs.). —  Generated,  TK  C,  50,440; 
A.  C.  21,311,060;  used  at  generating  station,  2,258.471 ;  net  output  from  generating 
station,  10,103,038;  sold  at  switchboard,  5,486,687;  used  by  respondent,  135,809; 
sold  for  municipal  street  lighting,  1,692,140 ;  metered  on  consumers'  premises, 
4,054,876;  supplied  to  railroad  department,  5.196,263;  supplied  for  franchise 
reqaireiiients,    80.675;    unaccounted    for,    2,436,588.      (For   additional    details,    see 


**  Personal  property,  special  franchise,  and  federal  taxes  are  borne  equally  by  the 
lighting  and  railroad  departments.  Other  taxes  are  charged  according  to  the  use  of 
the  property  taxed. 

*«  includes   non-operating   taxes:    land,    $218;   improvements,    $232.17. 

**  lo  addition.  $928.86  was  charged  to  non-opernting  revenue  deductions. 

*>In  addition,  $966.56  tax  on  viaduct  property  for  1915  was  charged  to  Surplus 
or  deficit  account. 

"For  details  of  tax  and  paving  settlem«it.  see  Addendum, 
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Table  XXI,  Bl«cfrlc  current  generated  and  tutH  constimed:  Table  XXni,  Source 
and  disposition  of  electric  current;  Table  XXIV,  Consumption  of  electric  current.) 

Load  Data.— Maximum  load,  6,670  kws.  on  December  18,  1916.  (See  also  Table 
XXII,  Variation  of  output  and  of  load.)  Connected  load,  17,300  kws.  (For  details, 
see  Table  XX.) 

Accident9.—  See  Tables  XXVII-XXIX. 

Employeeg  and  Wagea. —  Number  of  salaried  officers,  8;  total  compentsatlon  dar- 
ing^ tbe  year,  $31,673.61;  numbcir  of  raaployoes,  second  week  In  December,  fuU 
time,  190 ;  total  compensation  paid  to  officers  and  employees  during  the  year, 
"$211,306.26.      (See  Tables  XXX-XXXIV.) 

omoer*.— President,  C.  W.  Huntington;  Vice-President,  B.  L.  Band;  Secretary. 
Treasurer  and  Auditor,  J.  B.  PhilUps ;  General  Purchasing  Agent,  J.  J.  Mathesoa ; 
Chief  Engineer,  W.  H.  BudisUl ;  General  Counsel,  B.  O.  Badie. 

Dlreotor§.—  C.  W.  Huntington,  B.  U  Band,  A.  J.  HemphUl,  F.  Bull,  Jno.  W. 
SterUng. 

Main  Buaineta  Office.— TermiuKl  Building,  New  Brighton,  N.  Y. 
Beport  verifled  by  J.  B.  PhilUps,  Treasurer,  April  26,  1017. 


ADDENDUM 

▲NALTSn   or  TAX  AND  PAVING  SSTTLSlfBNT 

Items :  Amount 

Special  franchise $171,049  T6 

Corporate  real  property 11,326  ^2 

Beal  estate , 63,735  32 

Interest  on  real  estate  taxes 28,736  HO 

Gross  earnings 43368  1^ 

Paving  claims    80,816  TiS 

Water  renU   *76  05 

Total    $400,000  00 

Apportionment  of  foregoing: 

Richmond  Light  and  Railroad  Co, 

Special  franchise $120,466  21 

Corporate   real   property 3,.'{91  68 

Beal  estate 63.735  32 

Interest  on  real  estate  taxes 28,736  00 

Gross  earnings 32.466  22 

Paving  claims 61,638  66 

Water  renta 76  03 

$306,411 03 

Btaten  Mand  Midland  Railica^f  Co, 

Special   franchise    $46,483  65 

Corporate  real  property 7,034  64 

Gross   earnings    10,802  76 

Paving  claims   20,278  02 

03,688  !»7 

Total    $400,000  OO 

Analysis  of   respondent's   charges   on   the  basis  of   the  foregoing 

settlement : 
Vouchers  payable  charged  for  tax  and  paving  claims  audited  but 

not  previously  paid    $47,12005 

Transferred  from  Taxes  accrued 124,230 10 

Charged  to  Staten  Island  Midland  Bailway  Co 03,017  14 

"Includes  charges  to  railroad  department,  $23,876.66;  other  railroad  mud  Unj 
companies,  $22,600.80. 
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lUchmoad  light  aad  SailiMd  Compftaj 
ADDENDUM — Cimdvd§d 
AKALrem  or  vax  Axn  fating  bbttlbmbnt — CondttdtS 

Analysit  of  reipondent's  charges  on  the  baaiB  of  the  foresoing 

settlement  —  Condiuied:  Amount 

Charged  to  Corp<Hnate  deficit  for  repairs  to  paying  In  prior  period.  $14,264  OS 
Charged  to  Corporate  de/leit  for  taxes  and  interest  thereon  ap- 
plicable to  prior  years 89,093  60 

Charged  to  Fia^ed  capital  for  new  paving  installed 82,265  13 


Total  of  charges $400,000  00 


Staten  Island  Midland  Hallway  Co.  settlement : 

Proportion  chargeable  to  Btaten  Island  Midland  Railway  Co. 

shown     $98,588  07 

Amount  actually  charged  as  shown 03,017  14 


Remainder  due  respondent  to  be  adjusted  in  1917 $571  S3 


filVERSIDE  LIGHT  AND  POWER  COUPANY 

Eieiory. —  Incorporated  April  8,  1911  [under  the  Transportation  Corporations 
I«w.  On  February  14,  1912,  the  company  secured  from,  the  Board  of  Estimate  of 
the  City  of  New  York  a  franchise  for  a  term  of  fourteen  years,  with  the  privilege  of 
renewal  for  a  further  period  of  ten  years.  This  franchise  gives  the  company  the 
right  to  supply  electricity  in  the  territory  bounded  by  120tb  street,  134th  street. 
Twelfth  avenue  and  N.  Y.  C.  ft  H.  R.  R.  R.  Company's  tracks.  At  the  close  of  the 
year  the  company  was  operating  only  in  the  section  130th  to  13 2d  streets,  inclusive, 
from  tracks  of  N.  T.  C.  ft  H.  R.  R.  R.  Company  to  Twelfth  avenue.  It  does  not 
generate  Its  current,  but  recelTes  same  under  a  verbal  agreement  from  the  Rlversid*? 
Cold  Storage  Company].^ 

Stockholders  and  Memhtrt, —  [Total  Toting  power  of  all  members,  60,  each  holder 
of  $100  par  value  having  one  Tote.]  Number  of  stockholders,  December  81,  1916, 
8,  all  residents  of  New  York  State.  Shares  of  stock  owned  at  close  of  year,  by 
Joseph  Conron,  24  %  ;  John  B.  Conron,  24%  ;  Charles  F.  Kelley,  1. 

Important  Changes  during  the  Year, —  None. 

BALANCE  SHEET 

December  81.  Deoember  31,  Inereaae  or 

1916*  Assarrs  sids  1916  (D)  decrease* 

$880  00  Cost  of  plant  and  equipment ,  •  •  $880  00     

44  80  Materials   and   supplies 44  80     

8  75  Accounts   receivable    3  75     

4,70507  Franchise*    4,705  07     

500  00  Investments  *    oOO  00     

2,030  94  Deadt  at  close  of  year 2,106  96  $160  02 


$8,254  56  Total    $8,420  58  $166  02 


^  From  annual  report  of  respondent  for  1913. 

•  Prom  report  of  respondent  for  1916. 

•  Computed  by  the  Bureau  of  Statistics. 

•  Initial  pavment  to  the  Citv  of  New  York  for  the  franchise,  $500;  attorney  fees, 
$2.500 ;  advertising,  $1.705.65 ;  organization  expenses.  $80.42. 

•  [New  York  City  corporate  bond,  acquired  March,  1912 :  intorest  4V»  per  cent;  due 
1957.  amount.  $500 ;  income  accrued  during  the  year,  $22.50.  This  bond  is  deposited 
with  the  Comptroller  as  security  for  performance  of  franchise  requirements.  From 
respondent's  report  for  1913.] 


606       Public  Sbbvicb  Commissiok  —  Fibst  Distmot 


D«oeinb«rSl.  DwwnbySl.  .jawM-or^ 

1915*                                 UABiuTias  8n>«  1»1«  Cp)  deowMe* 

$3.19466  Accounts  iiayable    $8,86058  $16601 

60  00  Resenre  [for  depredation  of  flxtnrea]  6060     

6,00000  Common  stock 6,00000     


$8,25466             Total    $8,42068              $1W02 

CoflMNOfi  i9#ooft.— Date  of  nominal  iBsne,  April  8,  1911;  amovnt,  50  sliarea  of 
$100  par  ralue  per  share;  cash  actnally  realised,  $6,000;  n9  dtridends  dedared  or 
paid  during  the  year. 

INCOME  STATEMENT  i^eC  amount           Incwaae  or 

Operating  revennes :  ^^  *••'           ^'  dt'tirimr 

Commercial  metered  lighting  at  8%  cents  per  kw.  hr.  $2,770  87     D        $126 17 

Commercial  metered  power  at  8%  cents  per  kw.  hr. .  88  45                     8  51 

Commercial  flat  rate  power  at  $3JS0  per  month 42  00     .  ^.^^^^^^^^^^^^ 

Total   operating  revennes $2,846  82    D        $122^ 

Operating  expenses: 

Electric    current    purchased    (from    Riverside    Cold 
Storage  Co.)« $1,50000     

Wages 1.20000    •••••:: 

Attorney  fees 10760                $107  50 

Distribution  expenses 40 40 

Total  operating  expenses $2,80790                $10790 


Taxes 


226  94  112  10 


ToUl  revenue  deductions $3,034  84  n^^W 

Operating  loss   •  l^^  »34256 

Non-operating  income:     [Interest  on  New   York   City 
bond!     '. 22  50     

Corporate  loss 116002  ^M2^ 

Deflcit  December  81,  1916 2,03094 

Deficit,  December  31,  1916 $2,196  96 

MISCBLLANBOU8    INFORMATION 

Powtr  Plimi  Shipment,  Etc. —  None ;  the  company  does  not  generate  current. 

Tranamission  and  DUtrihution  System. —  Underground  feeders  or  mains,  698 
feet;  wires,  about  1,200  feet;  services,  585  feet. 

EUctrie  Current  Bought  and  Sold. —  L"  Respondent  has  a  verbal  agreement  to 
receive  current  from  the  Riverside  Cold  Storage  Company  based  on  present  con- 
sumption of  respondent's  consumers;  kw.  hrs.  received  not  known,  as  respondeat 
has  no  meters  at  generating  station."]*    Bold,  33,214.7  kw.  hrs. 

Employees  and  Wages. —  Number  of  general  ofllcers,  8;  compensation  during 
year,  none;  number  of  all  other  employees,  part  time,'  2;  total  compensatloB, 
$1,200. 

OjWoers.—  President,  Joseph  Conron ;  Vice-President,  Charles  F.  Kelley ;  Secretary 
.  and  Treasurer,  John  B.  Conron. 

Ofrecrors.— Joseph  Conron,  John  B.  Conron.  Charles  F.  Kelley. 
Main  Business  OJBHee.— 40  Tenth  avenue.  New  York  City. 
Report  verified  by  Joseph  Conron,  President,  April  11,  1917. 

$1,600:1    ***'^-     ""  1013  the  cost  was  $8,600 ;  in  1914  it  was  $1»800 ;  in  1916, 

entte^me*  t5''thP*h.t;i52L  ^^}^^^^  ^  P^^  .■«»»•  *^t  they  do  not  devote  thdr 
•  Aim  1918  return  ®  reepondenf    From  1918  Seport.] 
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THE  STAHDASB  GAS  LIGHT  COMPANY  OF  THE  CITY  OF  NEW  YORK 

Biutwry, —  Orsanlied  March  2,  1886,  under  chapter  248,  Laws  of  1886.  The  com- 
panj  supplies  water  gas  in  the  Boroughs  of  Manhattan*  and  The  Bronx,  having 
commenced  supplying  gas  on  May  11.  1888. 

Stock  control  of  the  company  was  acquired  in  May,  1905,  hy  the  Consolidated 
Gas  Company  of  New  York,  which  Is  reported  by  the  respondent  to  be  the  holdir 
of  record  of  40,270  shares  of  preferred  stock  out  of  a  total  of  42,057  shares  out- 
standing, and  46.795  shares  of  common  stock  out  of  a  total  of  49.857  shares 
outstanding.^ 

BtoekhoUerM  mmI  Mwmiben. —  Total  voting  power  of  all  members,  92,814,  each 
holder  of  |100  par  valne  of  stock  having  one  vote.  Total  number  of  stockholden, 
December  10,  1916,  187,  of  whom  111,  having  92,277  votes,  resided  in  New  York 
State.  Votes  cast  at  last  general  meeting,  May  10,  1916,  00,866,  of  which  L.  B. 
Gawtry  cast  87,065  for  the  Consolidated  Oas  Company,  W.  P.  Hardenbergh  and 
Benjamin  Whiteley  for  proxy  committee  for  other  members,  8,801. 

Impcrtant  Changes  during  the  Year, —  The  company  reports  no  Important  changes 
during  the  year.    No  additional  powers  or  franchises  were  acquired. 

BALANCB  SHBBT 

Deeember  81,  Deeember  81,         Inerasse  or 

1916  Assan  smn  1016  (D)  deerease 

$802,84722    Cash    $812,67264          $9,82542 

8,061  06     Accounts  receivable  from  City  of  New 

York    (for  gas) 7,869  98     D         69107 

78,46410    Consumers'  accounts  receivable 80,64857            7,184  88 

67,280  71    Accounts    receivable    from    associated 

companies    59,784  98             2,504  27 

102,654  74     Other  accounts  receivable •  128,967  52           26,312  78 

78  99     Interest  and  dividends  receivable  from 

Municipal  Lighting  Company,  Inc..  78  77    D               22 

400  96    Prepaymento  —  Insurance    933  38               532  37 

75,160  64     Materials  and   suppUes 112,794  13           37,633  40 

7,900  00     Stocks  of  associated  companies 7,900  00 

121,565  77    Other  investment  securities* 126,304  02 

11,758,582  26     '*  Fixed  capital,  Dec.  31,  1908  " 11,695.087  46 

1,648,102  03     Fixed  capital  Instolled  since  1908. . .  •  1,725,818  98 

iS,401,6S4  M9  Total  fixed  capital   (without  de> 

ductlon  of  depreeUUon) UsHOJO^  <* 

16,500  00    Temporary     advances     to     associated 

companies   15,500  00 

116,530  35     Accrued  amortization  of  capital  *• » •  •  115,680  35 

11,998  86    Other  suspense 8,505  58 


•  ■ 

D 

4,748  25 
58,494  SO 
77.216  90 

lS,7it  1$ 

D 

8,493  28 

$14,294,117  77  Total    $14,397,396  26       $103,278  49 

*  [Tbe  Consolidated  Gas  Co.  reports  in  addition  ownership  of  691  shares  of  pre- 
ferred stock  and  1,167  shares  of  common  stock,  representing  certificates  not  in  its 
own   name.] 

*  Includes  $102,109.51  for  charges  for  labor  and  material  supplied  from  repair 

sbop. 

*  Inclodes  $2,100  par  value  of  the  company's  own  preferred,  stock  and  $30,000  par 
Tmlne  of  its  common  stock,  reacquired  and  erroneously  carried  on  the  books  as 
Investments  at  actual  money  cost  ($2,100  for  the  preferred  and  $20,900  for  the 
common). 

«  Represents  the  excess  of  actual  cost  of  repairs  over  estimated  cost  for  the 
yemrm  1909  to  1014,  Inclusive.  Included  by  the  company  In  Other  suspense.  See 
Deprecitftion. 
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Deoember  31, 
1915 

$84,399  95 

140,741  37 

9,647  77 

113,944  69 

213  20 

9,958  32 

12,263  35 

4,130  75 

1,195.000  00 

2,670,336  60 

34,979  91 

78,280  18 
4,295,700  00 
4,985,700  00 
$^81,^00  00 

23.000  00 
635,821  73 

114,294,117  77 


The  Stindard  Gu  Light  Corapftny  of  the  City  of  New  York 
Baiancs  Sbkit  —  Cmiduiiui 

December  31, 

.UABIUTIBS  8IDC  1916 

Taxes  accrued    |96,745  86 

Consumers*   deposits   136,805  28 

Accounts   payable   to  associated   com- 
panies      9,353  08 

Miscellaneous  accounts  payable '  131.129  67 

Dividends  declared   219  20 

Interest  accrued  on  funded  debt 9,958  32 

Interest  accrued  on  unfunded  debt. . .  17,039  89 

Other  unfunded  debt 960  38 

First  mortgage  bonds 1,195,000  00 

Beserve    for    "  ConUngency  "  • 2,772,665  31 

Beserve  for  renewals  and  replacements 

—  plant  withdrawn  from  service*. .  43,382  97 

Casualties  and  insurance  reserve 83,028  38 

Preferred  stock^  4,295,70000 

Common  stock  ' 4,983,700  00 

Total  stock   9^81,k000Q 

Special   surplus    23,000  00 

Corporate  surplus   596,707  92 

Total    $14,397,396  26 


Iner««r«  it 
(D)  d'^r««sc 

$12,345  <)1 

D      3,936 1*9 

D  294  69 

17,184  <*« 
600 

4,776  54 
D      3,170  37 

102,328  71 

8,403  06 
4,748  25 


D    39,113  SI 
$103,278  49 


Oimtimgent  Liabilifiea.— None. 


Yaluaiion  of  Property  for  Purpo§e»  of  TawatUm 

Cost  to 
reproduce  new 

Valuation  as  of  June  30,  1916,  filed  by  respondent : 

Beal  property  outside  streets  and  public  places $7,702,863  00 

Beal  property  in  streets  —  tangible 2,596,818  85 

Intanffihle  property,  excluding  franchises 

Tangible    personal    property 987,349  75 


Assessed  valuation  for  1916  taxes: 

Beal  property  outside  streets  and  public  places: 

Land 

Improvements     

Beal  property  (tangible  and  .intangible)  In  streets. 
Tangible  personal  property.  >  ►.. 


DSTAILS    OV   ASSBTB   ANO   LlABIUmS 

"Fiated  capital,  Doeemhor  SI,  1908" 


present  value 

$7,580,247  00 

2,596,818  85 

675,250  54 

987,349  75 


Avoant 

$1,818,600  00 

2,505,700  00 

2,508,720 1»0 

1,000,000  00 


Book  cost 
Dec.  31,  1915 

Beal  estate  $1,927,078  46 

Leases  and  contracts 3,795,007  50 

Construction   works    2,401,526  11 

^**'»^     2,'910,'41000 

Services 

Meters 

Furniture   and    fixtures 


325,163  38 

342,513  44 

6,707  36 


Withdrawn 
during  year 


$37,979  00 

580  26 

14,075  40 

2,828  07 

8217 


Book  cost 
Dee.  31.  1016 

$1,927,078  46 

3,795,007  r.O 

2.363,547  11 

2,909,829  74 

811,087  S9 

339.6S0  37 

6,675  19 


»^^^^^a D,IU«9U  »26  17  0,« 

•  lES^^DlJrS^^on.*^  ^°®  consumers  under  80.cent  gas  act  (20-eeBt  rebates). 
'  Bee  note  8  on  preceding  naffe. 
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DvTAiLB  or  Ambts  and  Liabilitixb — Condudtd 

"  Fiwed  Capital,  Deeemher  SI,  1908  "  —  (7on«IiiMI 

Book  ooat                   Withdrawn  Book  coet 

Dee.  31,  1916                during  year  Dee.  31.  1916 

Cocks   and   connectioDB $7,077  79                    $418  23  $6,664  50 

Rental  ttoyes  82,981 06                   1,904  50  31,026  55 

Tools  and  Implements 3,410  30                      682  08  2,728  ?^X 

Horses,  carts  and  autos 1,261 48     1,261  48 

Badges     495  30     496  30 

Tdtal    $11,753,582  26                $58.494  80  $11,095,087  40 


MMtf  Capital  lHstaU€4  Hne9  December  SI,  1908 


mtM   OF  ACOOUNT 

Land  devoted  to  gas  operations : 

Occapled  by  outside  holder 

stations    

Other  land   

General  structures    $13,088  84 


INVTALLaD    DURXNQ    TEAR 

A 

Additions  and  Renewala  and 
betterments    replaoementa 


Retired  or 

withdrawn 

during  year 

(dedttcte(0 


8,506  37 
5,054  16 
7,837  83 

247  71 


324  44 


General   equipment    

Works  and  station  structures. 

Holders    

Purnacee,  boilers  and  acces- 
sories     

Steam  engines   

Miscellaneous      power      plant 

Water  gas  sets  and  accessories 
equipment 

Purlflcation  apparatus 13,081  86 

Accessory  equipment  at  works.      5,848  58 

Tmnk  lines  and  maJns 1,121  95 

Gas  services 5,512  03 

Gas  meters  ...    1,363  88 

Gas  meter  Installation — Cocks 

and  connections 789  88 

Gaa  engines  and  appliances . .     18,376  34 

Gas  tools  and  implements 

Other  tangible  gas  capital . . .  544  30 

Engineering  and  superintend- 
ence           2,684  78 

Interest  during  construction.     Cr.  51 39 


Total    $78,830  66 


$23  88 


1,079  07 
61126 


Total  book 

value  to 

Deo.  31,  1016  > 


$3,751  94 

182,051  :<5 

694,902  79 

116,253  14 

48,764  30 

61,318  72 

9,068  46 
407  92 

21,826  52 
2,597  80 
27,791  46 
29,385  40 
248,104  S7 
34,780  68 
34,005  98 

15,191  02 

152,911  48 

1,545  06 

38,190  04 


Cr. 


2,684  78 
215  42 


$1,613  66      $1,725,318  98 


■  Represents  cash  cost  with  exception  of  those  items  written  down  on  a  percentage 

20 
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Lighft  Coafuqr  of  &•  CHy  of  New  Toik 
Retired  dwrimg  the  Ye^r 


Number 
of  units 


ID 

Scnibben    

Station    meter    (drum) 

HoMen    

Street  maliiB  (feet) 

Ga»  serricei  

Gu  meters 

Gu  appIUncei    

Cocks  and  eonneetlons 

Dnmpinc  board  on  114th  street  dock 

Blow   down   line 

Furniture   and   fixtures 

Miscellaneous  tools 

Total    


(•) 
712 
705 
531 


ohamd  to 
newEis  a 


Cost  of  Amount  of  plant  iritb- 

egniprnwit  mIvbcs  mwn  from 

retired  recovered  servioe 

$16,704  00  15^75  00  $11,329  00 

3,000  00  20  82  2,979 18 

15,000  00  200  00  14,800  00 

580  26      580-6 

14,075  49      14,075  49 

2,851 40  89  40  2,762  00 

2,983  57  1.079  07  1,904  50 

413  23     413  23 

3,000  00  250  00  2,750  CO 

275  00     275  00 

32  17     32 17 

1,193  34  100  00  1,093  34 


$60,108  46         $7,114  29       $52,994  17 


lfise<flmi#om  ImfeetmtenU, —  Bond  and  mortgage  on  real  estate,  acquired  Decem- 
t>er.  1912,  actual  money  cost,  $25,634.46;  par  value  and  amount  at  which  carried 
on  books,  $25,000;  income  accrued  during  year,  $870.10.  Insurance  participation 
oertiflcates,  amount  held  at  beginning  of  year,  $73,555.77 ;  acquired  during  year, 
$4.748.25 ;  amount  held  at  close  of  year,  $78,304.02 ;  income  accrued  during  year, 
$2,349.12.  Municipal  Lighting  Co.,  Inc.,  $7,900  par  value  common  stock,  acquired 
May  25,  1915,  actual  cost  and  amount  at  which  carried  on  books,  $7.900 ;  no 
income  accrued.    Total  book  value  of  invesbnents,  ^$111,204.02. 

Bills  ond  AeoeuntM  Receivehle  from  Associated  Companies, — Advances :  Municipal 
Lighting  Co.,  note  pcgrable  on  demand,  $15,500,  interest  at  6  per  cent;  accrued 
during  year,  $930.00;  received,  $851.23. 


Accounts  receivable : 

New  Amsterdam  Gas  Co. . .  $9,041  95 

Central  Union  Gas  Co 14.436  23 

Northern  Union  Gas  Co...  4,438  22 
Astoria      Light,      Heat     ft 

Power  Co 1,320  40 

Bast  Biver  Gas  Co 9  90 

N.  T.  Mutual  Gas  Light  Co.  2,145  96 

Westchester  Lighting  Co..  2,505  76 

Municipal  Lighting  Co.,  Inc.  11  93 


N.  T.  ft  Queens  County  Gas 

Co $35101 

Consolidated    Gas    Co.    of 

N.  Y 24,342  83 

Consolidated  Telegraph  and 

Electrical  Subway  Co...       1.180  79 


Total  of  bills  and  ac- 
counts receivable...  $75,284  98 


Materials  and  Supplies 

On  band  St 
rrsM  dose  of  year 

Boiler  coal   (long  tons) 73.21 

Generator  fuel   (long  tons) 10,369.71 

Gas  oU    (gallons) 1,051.722 

Iron  oxide    (bushels) 6,135 

Breese  (pounds)    247,443 


Aversge 

cost  per 

unit 

$2^1 

5.19 

.03045 

.15 

.0008 


Cost  of  qosntitj 

on  hand  at 

eioeeof  jeer 

$205  50 

53,867  77 

32,024  93 

922  61 

192  48 


'Bepresents  three  sections  which  were  remodeled. 

*•  [The  difference  of  $2:$.000  between  this  amount  and  that  of  $134,204.02  reported 
In  the  balance  sheet  represents  the  company's  own  securities  reacquired  which 
should  have  been  shown  as  deductions  from  stocks  and  bonds  outstanding.  See  note 
8.  page  607.] 
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The  SUa4ard  Oat  Ugfat  CQmpuiy  of  tfa*  City  of  New  Tefk 
Matmial$  and  Supplier  —  Ooneluded 


Od  hand  at 

ITBM  dose  of  jrear 

Water-sas    tar    (gallons) 62,292 

Shavings  (bnshels)    4,014 

Pipe  and  fittings  —  cast  and  wrought  iron . . .         

Gas  appliances    

Total    


Average 

eost  per 

unit 

$0,020 

.026 


Oust  of  quantity 
on  hand  at 
oloseof  year 

$1,245  84 

103  91 

16,836  97 

7,394  12 


$112,794  13 


au9pen99. — ^Advances  awaiting  final  classification,  $8,820.48 ;  expenses  on  bonndary 
adjustment,  103d  and  104th  streets  property,  with  City  of  New  York,  $4,685.10; 
total,  $8,506JS8. 

Beourities 


Pl'efeiiecl 
■took 


FASnCULAXa  OF  STOCK  AHD  FDNDSD  DBBT 

Nominal  date  of  issue 

Date  of  maturity  

Interest  rate  and  dates 

Denominations    1  shares $100 

Authorised  by  company >>  15,000,000  00 

By    public   authority 5,000.000  00 

Only  nominally  issued 704,300  00 

Actually  issued,  prior  to  year 4,296,700  00 

Cash  and  property  consideration.  (**) 

Reacquired  and  retired 

Reacquired  and  held  alive 0*) 

Held  free  (") 

Pledged   

Actually  outstanding  »4,296,700  00 

Interest  accrued  and  dividends  de- 
clared       «»»7,742  00 

Interest  charged  to  income 

Interest  and  dividends  paid 267,736  00 

Interest  and  dividends  not  due 

Interest  and  dividends  matured  and 

unpaid    219  20 

Trustee  under  mortgage 


Common 
•took 


1  share  «  $100 

» 16, 000. 000  00 

6,000,000  00 


6,000.000  00 


M 14. 300  00 
M  14,300  00 

>«  4,985^  700  00 

"149,671  00 


149,671  00 


First  mortgage 
bonds 

May  1, 1890 

Hay  1, 1930 

6^9,  la.  ft  M* 
11,000  00 

11,600,000  00 
1,600,000  M 


1,600^000  00 

(") 

266.000  OG 

40,000  00 

15.000  00 

»  26,000  00 

1,196.000  00 

»  69.760  CO 

69,760  fiO 

69,760  00 

9,968  82 


Bankers'  Trust  Co. 


Aceountg  Otoinff  to  Aatoeiattd  Oompamiet.— 


Central  Union  Gas  Co 

Municipal  Lighting  Co.,  Inc.. 

N.  Y.  Edison  Co 

Astoria  Light,  Heat  ft  Power 

Co 

East  River  Gas  Co 


167  97 
267  08 
661  06 

808  06 
61 


National  Coke  ft  Coal  Co... 
New  Amsterdam  Gas  Co.... 
N.  T.  Mutual  Gas  Light  Co. 


$829  10 

6.227  50 

095  &6 


Total  $9,868  08 


■^By  stockholders. 

^  A  large  portion  of  the  respondent's  capital  stock  was  issued  directly  for  its  plant 
and  property. 

"  Equivalent  value  in  cash  and  property. 

^  $2,100  par  value  of  preferred  and  $30,000  par  value  of  common  stock,  reacquired 
during  1914,  is  reported  by  the  companv  as  actually  outstanding. 

'"  Treasury  bonds  to  the  amount  of  $25,000  are  pledged  under  trust  agreement  with 
Lincoln  Trust  Company. 

>*  Includes  {126  on  reacquired  stock. 

"  Includes  $900  on  reacquired  stock. 

"Does  not  include  interest  on  reacquired  bonds. 
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Tk«  Studard  Ou  Ugfat  CQmpBoj  of  «m  CHy  of  New  Todc 

CofitifM«rf'  i>^o«ttt.^At  beflaiilDf  of  year,  $140,741.87;  added  dvrlnr  year, 
$61,665.08;  refunded,  $66»601.17  (by  caah,  $68,850.98;  by  credit  to  consumers* 
accounts,  $6,781.24) ;  balance  at  dose  of  year.  $136,806.28 ;  interest  accnied  and 
paid  durinf  year,  $7368.62.    Fbr  number  of  deposits,  see  TUble  XL. 

MiMcM^neous  Aco9imU  Payable. —  Dne  conynmers,  accovnt  of  20  cent  retMiymeiit, 
$61,768.48 ;  (Standard  OU  Co.,  $80,044.24 ;  unclaimed  wages,  $46.01 ;  miscdlaneoiu 
Items  (under  $10,000),  $40,271.90;  total,  $131,129.67. 

Tame§  Aeeru€4, —  Bee  schedule  supporting  Income  Statement. 

Other  UnfwmUi  Debt.— Wages  accrued,  $226.08;  water  accrued,  $784^0;  total, 
$960M. 

Aeeervet 

CbtdUlMlanM         Cndito  Debita  Credit  belanee 

Dee.  81, 1015      during  year       during  year      Dee.  31. 1016 

Accrued  amortisation  ••   ....  Dr. $116,680  96 » Dr. $116, 680  36 

Renewals   and   replacements 

—  plant   withdrawn  fn>m 

serrlce**     84,979  91  |S1,S97  B          $61,994  17  41,988  97 

ConUngency**     8,970,996  60          102.928  71    2,77t9S6  91 

Insurance  participation    ....  79,666  77             4,748  26    78,804  08 

Employees'   insurance   4,724  96    4,724  36 


INCOMB  STATEMENT 

Rate 

M  ou.  ft.    or  avenga  Net  amount 

delivered        prioe  for  year      (D)  d« 
Operatiag  reyennes  —  Sales  of  gas: 

Lighting  municipal  buildings 10,170.6           $0.76  $7.687  92               $609  68 

Prepaid  gas    282,468.9                .80  296,966  64             13,894  S6 

Commercial  metered  lighting 1,702,131.7             .80  1,961.619  89          86.697  29 

Other  gas  corporaUons 61,819.6               .60  26.906  80 


Total  sales   8.046,674.2  $1,621,120  76  $61,382  78 

Miscellaneous  revenues: 
Bent  of  gas  appliances,  $68,922.69 ;  gas  merchandise  and 
Jobbing  revenue,'  16492.79;  Joint  gas  rent  revenue,** 
$27,728.89;   rent  revenue,  $96,698.86;   interest  and   dis- 
count, $10,99108   802.96619  7.6U  66 

Total   operating   revenues $1,899,986  94  168,908  44 

Cents  per 
Operating  expenses :  M  eu.  ft.** 

Gas  making  labor  2.64  166,998  66  $6,819  41 

BoUar  fuel    1.78  86.84187  6.198  15 

Qeaetator  fuel   7.26  166,498  68  88.984  96 

Watargas    Ott    11.98  267.97298  D       4,86111 

>*BepraaeBts  excess  of  actual  cost  of  repairs  over  estimatai  coat  during  the 
years  iMO  to  1914  inclusive.    See  DepreoimtUm, 

■*Sea  Devrsolallofi. 

*  Some  or  the  1915  flgurss  with  which  comparison  is  here  made  liave  been  redasal- 
fled  by  the  company. 

"Beceipts  from  sale  of  merchandise  and  from  Jobbing.  $82,696.18;  lass  cost  of 
aMterlals  sold,  $16,408.46. 

m  (^  Je4iM  #aoll<tist. 

**  Batios  for  net  cost  of  gas  in  holders  and  preceding  Items  are  based  on  2,158.214 

Sea.  ft.  nadt;  those  for  total  production  expenses  and  following  items,  on  2,046,574 
ctt.  ft  sohL  wBcii  indndes  61,818  M  co.  ttmSd  to  associaSi 
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Tk«  Staadud  Ou  Ugbt  CoaifMij  ol  th«  CItr  of  Hew  T«k 
IxooiiB  BrATUiBifT — Condvdsd 

Cento  par     Net  amoaai       Ibwimb  or 


-.         .,                          r*      f  J  J  uentoper  netamooM       uenMeor 

Operating  expenses— Conc/lMfed:  M  ou.  uTm  for  ymr  GD)  decrease « 

other  supplies  and  expenses 1.70  $96,579  M  D     $2,790  M 

Bepain  at  works 1.60  33.279  97            4,497  61 


Total  works  expense 26.86        $S78,4a  90  $28,807  21 

L€M    resldnals    produced 2.28  "  Cr.  48,078  OB  4,676  48 


Net  cost  of  gas  tn  holder 24.68        $629,867  88      "$24,m78 

Deduct  cost  of  gas  made  for  Consolidated 
Gas  Co.  at  24.64c.  ayerage Cr.  20,868  90   D     20,119  62 

Add  gas  purchased  from  associated  com- 
panies at  S3.60C.  average 46,498  82    D     16,874  98 


Total  production   expenses 2(7.07  $668,998  71  $27,876  42 

Transmission  and  distribution   11.61  236.560  78  19,189  80 

Commercial  adminUtratlon   4.65  96,170  48  D      1,900  07 

Promotion  of  bnslness 1.93  89,488  66  D      1,187  28 

General  expenses   (excluslye  of  depreciation)  4.71  "96,460  81  D      8,784  08 


Total   of  foregoing 49.87     $1,030,612  80  $40,194  84 

Benewals    and     replacements  —  plant    with- 
drawn from  service   (reserved)" 8.00  61,897  38  1,984  60 


Total   (Including  amorUiation)  » 62.87  $1,062,010  12  $42,129  44 

Uncollectible  revenues .18  3,688  94  D          488  18 

Tax  accruals  8.88  180,649  97  46,048  42 

Joint  facility   rents" .66  11,462  06  11,468  06 


Total  of  expenses,  taxes,  etc 62.44     $1,277.80109         $00,14180 


Operating  income  applicable  to  corporate  property $646.184  81   D   $40,238  86 

Non-operating  income :    Interest  on  real  estate  mortgage, 

$870.10;  on  advances  to   Municipal  Lighting  Co.,  $930; 

dividends,"  $1,026  ;  less  non-operating  taxes,  $92.22 2.733  88 


Gross   corporate   income $648,918  78   D    $39.910  84 

Deductions    from    gross    income :      Interest    accrued    on 

funded  debt,  $69,750;  on   taxes,   $4,776.54;   on   consumers' 

deposits,   $7,808.62    72,880  16    D       7.489  26 


Net  corporate  Income   (corrected)" $476.688  67   D   $32,421.^ 

[Appropriations  of  net   corporate  income.     "Contingency'*   reserve,  $102,328.71; 
"  to  employees  for  faithful  and  efficient  services,"  $3,702.12.    See  Corporate  Burpl—,}  " 


"  See  note  21  on  preceding  page. 

"  See  note  24  on  preceding  page. 

"  A  credit  of  $5,754.80,  representing  water-gas  tar  used,  shown  by  the  company 
under  *'  general  expenses  "  as  **  duplicate  charges  '*  instead  of  as  a  credit  to  produc- 
tion, is  here  transferred. 

"  Constituent  it«ns  shown  above  were  computed  by  the  Bureau  of  Statistics  and 
Accounts. 

'^  The  company  makes  no  charge  to  the  operating  expense  account  **  general 
amortisation."  instead  it  has  included  in  opernting  expenses  the  unautnorised 
account  **  Renewals  and  replacements  —  plant  withdrawn  from  service  "  for  whleh 
concurrent  credit  Is  made  to  "  Renewals  and  replacements  —  plant  withdrawn  from 
service"  reserve.     See  Depreciation, 

"•See  Joint  FaoUitiee. 

"  Dividends  on  company's  reacquired  stock  improperly  included  in  Income  account. 

"The  company  reports  a  net  corporate  income  for  the  year  of  $370,557.74.  See 
note  31. 

"  [These  appropriations  reported  by  the  company  as  deductions  from  groes  Ineome 
are  here  transferred  to  corporate  surplus  in  conformity  with  the  accounting  clasal- 
flcatlop  prescribed  by  the  Commission,  and  net  corporate  income  corrected .  accord- 
ingly.]    Bee  also  Depreciation, 
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Ike  Staadard  Ou  Lisht  Comyuiy  of  <fco  City  of  Now  Tofk 

COBPORATB  BUmrLVB 

Surplus,  December  31,  1915 9035,821 78 

Balance  for  year  transferred  from  income  (corrected) 476,588  57 

Refund  of  PennsylYanU  state  tux  on  coal 2,167  ©1 

Final  payment  of  interest  from  City  of  New  York  on  municipal  llght- 

•  ing   bills    3^053  ^ 

Rent  of  48-inch  main  under  Harlem  river  for  last  quarter  of  1915 . .  5.905  30 


Total    $1,123,537 11 

DiYidends  declared,  6  per  cent  on  $4,295,700  preferred 

Btock    $257,742  00 

Dividends  declared,  8  per  cent  on  $4,985,700  common 

stock    149,571 00 

Appropriation  to  "  Contingency  "  reserve  •> 102,328  71 

Appropriation  to  employees  for  faithful   and.  efficient 

Services  m 8,702  12 

Amount  credited  to  other  system   companies   for  use 

of  facilities,  etc.,  for  last  quarter  of  1915 2,715  12 

Amount  deducted  by  City  of  New  York  in  compromise 

agreement  in  settlement  of  gas  bills  for  a  period  of 

years  ending  December  31,  1909 4,923  40 

Reversal   of  charges  against  other  system    companies 

for  the  last  quarter  of  1015 8,800  06 

Adjustment  of  coal  shortage  during  the  five  years  from 

1911  to  1915  inclusive 1,763  62 

Other  adjustments    283  17 


ToUl  deductions  626.829  19 


Bnrplas,  December  81,  1916 $596,707 1*2 


Int^oompany  Purohasee,  Bales,  Bte, 

Average 

Quantity        price  Credit  to  Charge  or  cre<fit 

Bold  M  ou.  ft.     (oeots) "         revenue  (Cr.)    to  expei 

New  Amsterdam  Gas  Co 46,768  50  $23,884  00     

N.  Y.  Mutual  Gas  Ught  Co 5,045.6        50  2,522  80     


ToUl    51,813.6        50  $25,906  80 


Purehtued 

New  Amsterdam  Gas  Co 38,144.7        50  $19,072  35 

N.  Y.  Mutual  Gas  Light  Co '7,266.9        50  3,633  45 


Total    45,411.6        50  $22,705  80 

Agency  Agreement 
Transferred    from   Consolidated    Gas 

Co 89,991.5        25.32     $22,78802 

Transferred  to  Consolidated  Gas  Co.  84,679.3        24.64     Cr.    20,868  99 


*■  See  note  31  on  preceding  page. 

**The  flrst  four  items  are  based  on  a  gross  price  of  80  cents  with  allowance  for 
cost  of  distribution,  30  cents  ;'the  last  two  on  cost  of  labor  and  materials  plus  10  per 
cent  commission. 
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Tk«  standard  Oaa  light  Compaiiy  of  the  City  of  H sv     Toik 

Jo4Hi  FaoiHtiet  and  Arranffementa.** — Charged  by  New  Anuterdam  Gas  Co.  for 
manafacturing  plant  capacity,  $6,490.95 ;  Consolidated  Gas  Co.  for  48-inch  connect- 
ing mains  in  ManhatUn  and  The  Bronx,  1574.10;  East  River  Gas  Co.  for  Astoria 
tunnel,  $3,400.44,  Ravenswood  tunnel,  $453.60,  48-inch  and  60-inch  mains,  $532.07 ; 
total  of  $11,452.06  charged  to  Joint  facility  rents.  Charged  to  Consolidated  Gas 
Co.  for  62d  Street  boiler  and  governor  house,  $4.107.70 ;  to  Astorta  Light,  Heat  ft 
Power  Co.,  $14,468.12 ;  New  Amsterdam  Gas  Co.,  $5,424.36  and  Central  Union  Gas 
Co.,  $3,728.65  for  joint  use  of  48-inch  main  under  Harlem  river,  total  of 
$27,728.83  credited  to  Joint  gas  rent  revenue. 

Sale  of  ReaiduaU  and  By-products. —  See  Table  IX. 

Operating  E^enaea. —  For  details,  see  Table  XXXV-B. 

Depredation. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission 
for  gas  companies  provides  that  operating  expenses  shall  include  the  estimated 
amount  of  capital  consumed,  which  is  defined  as  *'  the  amount  estimated  to  be  neces- 
sary to  cover  such  wear  and  tear  and  obsolescence  and  inadequacy  as  have  accrued  " 
during  the  fiscal  period  in  the  tangible  fixed  capital,  and  "  such  portion  of  the  life 
of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated  to  be 
necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by  extraor- 
dinary casualties."  From  the  total  estimated  deterioration  during  the  period  there 
is  deducted  the  actual  amount  expended  in  repairs  and  the  remainder  Is  charged  to 
the  account  "  General  amortisation  "  which  has  been  provided  in  operating  expenses. 
Amounts  charged  to  this  account  should  be  concurrently  credited  to  "Accrued 
amortisation  of  capital,"  the  ofllcial  title  of  the  reserve  for  depreciation,  etc.,  against 
which  is  chargeable  such  portion  of  the  matured  or  realised  depreciation  as  has 
accrued  since  the  establishment  of  the  reserve.  Under  date  of  March  9,  1909,  this 
company  filed  with  the  Commission  a  rule  of  depreciation  which  provides  for  a 
charge  to  "  General  amortization  —  gas "  and  a  concurrent  credit  to  "Accrued 
amortization  of  capital  '*  of  16.2  cents  per  M  cu.  ft.  of  gas  sold.  The  company's 
procedure,  however,  is  in  accordance  neither  with  this  rule  nor  with  the  requirements 
of  the  accounting  order. 

It  charges  an  account  "  Renewals  and  replacements  —  plant  withdrawn  from 
service "  with  8  cents  per  M  cu.  ft.  of  gas  sold  and  also  charges  an  account 
"Contingency"  with  5  cents  per  M  cu.  ft.  of  gas  sold.  Capital  retirements  are 
charged  to  the  reserve  "  Renewals  and  repla'cements  —  plant  withdrawn  from 
service"  instead  of  to  the  prescribed  reserve  "Accrued  amortization  of  capital.'* 
The  balance  in  the  company's  reserve  "Accrued  amortization  of  capital "  represents 
merely  the  excess  of  the  actual  cost  of  repairs  over  the  estimated  cost  for  the 
years  1909-1914,  inclusive.  The  company  has  discontinued  making  any  charges  or 
credits,  to  this  reserve. 

Following  the  decision  of  the  Commission  in  May,  1916,  to  subpoena  the  books 
of  account  of  certain  electric  corporations  for  the  purpose  of  inquiring  into  their 
conformance  with  the  accounting  rules  prescribed  by  the  Commission,  various  gas 
and  electric  companies  asked  to  be  heard  on  their  applications  for  modification  of 
the  rules,  including  that  on  depreciation  (General  Amortization).  Informal  con- 
ferences have  been  in  progress,  report  of  which  may  be  found  in  the  Reports  of 
Dedsione,  advance  lAieets  for  March  and  June,  1917. 

**  [The  accounting  rules  prescribed  by  the  Commission  define  a  joint  facility  as  any 

Slant  or  equipment  maintained  and  (or)  operated  by  one  corporation  for  the  common 
eneflt  of  itself  and  another  or  others  under  an  arrangement  for  sharing  the  expense, 
taxes,  etc.,  on  the  basis  of  the  relative  amounts  of  benefit  to  the  several  participants. 
This  company  does  not  report  any  segregation  of  rents  received  or  paid  into  the 
constituent  elements  of  expense,  taxes  and  profit,  but  credits  rent  received  to 
Joint  gas  rent  revenue  and  charges  rents  paid  to  Joint  facility  rents.] 
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Tk«  Btuniud 


On  Ucht  CoBfuj  of  &•  Ci|r  if  H( 
Tmvm 


Amount 
or  TAX  of  levy 

Lands    |S7,0M44 

Improvements  on  lands S14K  28 

Corporate  real  property 10  SO 

Special  franchise  61,282  70 

Personal  property  20.400  00 

Gross  earnings,  State 9.319  47 

Bxcess  dlyidends,  State 1,04298 

Federal  income    ( estimated) 10. 378  84 

State  InBpectorg'  salaries 


Charged 
to  income 

887.090  44 

51,116  28 

10  20 

61.282  78 

20,400  00 

9.319  47 

1.042  98 

10,378  84 


S! 


Amoont 
paid) 

135,668 

60,629 

10  10 

47.904  09 

20,400  00 

8,981  16 

1.042  98 

2,436  36 


tnd 

unpaid  * 

812.096^0 


68.406  70 


5,8t2  M 


Total  operating' $180,649  97     $180,649  97     $167,072  08       876.847  71 

Non-operating     92  22  98  22  2167    


Total     $180,74819     $180,748  19     $167,098  80       $18^847  71 


Uncoll9otfbl9  BilU. —  Nnmber  of  uncollectible  acconnts,  1,310 ;  amoant,  87,406.04. 
Deposits  applied  thereto :  nnmber,  531 ;  amount,  $2,882 ;  interest  on  deposits  applied, 
$163.52;  recoTeries,  $671.58;  net  amount  charged  to  uncollectible  bUls,  $3,688.94. 
Amonnt  of  uncollectible  bills  on  which  aboTe  531  deposits  -were  held,  $2,882. 

JReiM  Revenuea, —  The  company  reports  rent  reyenues  of  $05,628.86  credited  to 
Other  miscellaneous  gas  reyenue.  Of  this  $31,030  was  received  from  the  Con- 
solidated Gas  Co.    No  detail  of  the  remainder  is  shown. 

Rent  Charge$, —  Charged  to  Operating  expenses :  "  Consolidated  Gas  Co.,  general 
offices,  $5,000;  branch  office,  $1,100;  sundry  owners,  Harlem  office,  $480;  fitting 
shop,  $2,400 ;  storage  space,  $2,613.25 ;  total,  $12,493.25. 


MISCELLANEOUS  INFORMATION 

Work9  and  Holders, —  Water-gas  sets,  7 ;  total  24-hoar  capacity,  10,500  M  en.  ft 
(See  Table  II.)  Gas  holders,  7;  total  capacity,  11,880  M  cu.  ft.  (See  Table  IV.) 
For  auxiliary  works  apparatus,  see  Table  III. 

Mains.—  No  transmission  pipe  line.  Distribution  pipe  line,  length  in  feet, 
1,070,394  (whereof  in  Manhattan,  1,034,407 ;  in  The  Bronx,  35,987)  ;  laid  during 
year,  Manhattan.  68;  taken  up,  Manhattan,  7  feet;  disused  and  abandoned  during 
year.  Manhattan,  712  feet.     (See  Table  V.) 

Servicet. —  Number  available  at  close  of  year,  16,283;  added  during  year,  822; 
removed  or  abandoned,  705  ;  net  decrease,  383.     (See  Table  VI.) 

Meters. —  Number  of  consumers'  meters  in  use  at  close  of  year  (excluding'  2,870 
set  but  locked  or  cut  out),  58,579;  net  increase  during  year,  1,387;  number  owned 
at  close  of  year,  62.801 ;  bought  during  year,  213 ;  retired,  531 ;  net  decrease,  31S. 
(See  Tables  VII  and  VIII.) 

Gas  Made,  Bought  and  Sold  {ou,  ft.), —  On  hand  at  first  of  year,  6,585,000;  made 
during  year,  2,153,214,000;  gas  received  —  agency  agreement,  89,991,500;  gas 
purchased,  45,411,600;  total  available,  2,294,202,100.  Supplied. other  companies  — 
agency  agreement,  84,679,300;  sold  to  other  companies,  51,813,600;  sold  to  public. 
1,994,760,600;  used  by  company,  4,546.400;  on  hand  at  close  of  year,  7,435,000; 
unaccounted  for,  150,967,200.     (See  Tables  XI-XIII.) 

"*  Discounts  secured  by  prompt  payment,  $1,302.68. 

**  Exclusive  of  accrued  interest  on  special  franchise  taxes,  $11,409.02;  on  real 
estate  taxes,  $5,630.27. 

*'  [The  items  following  include  rents  other  than  those  for  furnished  offices  and 
office  rooms  in  office  buildinfcs  heated  and  lighted  by  the  landlord  which  are  the  only 
rents  that  should  be  included  in  operating  expenses  under  the  accounting  roles  of  the 
(Commission.  The  company  states  that  hereafter  it  will  show  such  rents  as  part  of 
the  cost  of  operation,  not  however  made  the  general  classification  of  *'  operating 
expenses  "  but  in  the  specific  account  "  miscellaneous  rents.'*] 
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Ike  Standard  Oas  lifbt  Comi 

MatwiaU  and  Re»iduais. —  Gas  oil  was 
a  contract  mnde  by  the  Consolidated  Gas 
delivered  during  the  year,  9,300,594  gallon 
consumed,  see  Table  IX. 

AeeiaenU.—  See  Tables  XXV-XXIX. 

Employees  and  Wages. —  Number  of  salt 
year.  $22,400 ;  number  of  all  other  empl( 
290;  part  time,  10;  total  compensation  i 
(See   Tables  XXX-XXXIV.) 

Officers. —  President,  W.  Greeley  Hoyt 
Whiteley ;  Secretary,  John  B.  Sanborn 
Assistant  Secretary,  Walter  C.  Phelps. 

Direetitra. —  Aui^istus  V.  Heely,  Georg 
P.  Hardenbergh,  James  McAIpln  Pyle,  Wl 
B.   Cortelyou.  W.  Greeley  Hoyt. 

Main  BuHnesa  Ojflce. —  32-38  West  12 

Report  Terlfled  by  yr,  Greeley  Hoyt,  ] 


THS  UNITED  ELECTRIC  I 

History. —  Incorporated  February  3,  1 
poratlon  Law  of  1848  and  amendments 
Electric  Light  and  Power  Company."  1 
of  New  York,  NoTember  8,  1889,  the  i 
Light  and  Power  Company." 

Respondent  supplies  electric  energy  ii 
On  June  19,  1902,  respondent  merg< 
[Incorporated  February  4,  1881.  It  acqi 
Company  of  New  York  In  1890,  and  o 
through  stock  purchase.  In  1892].^  C 
Company  was  the  holder  of  record  of 
out  of  a  total  of  63,180  shares  outstai 

StoekhoU^s  and  Members. —  Total 
holder  of  $100  par  value  of  stock  hav 
January  24,  1916,  24,  all  resident  In  ^' 
February  4,   1916,  there  were  cast  5 
51,139  In  behalf  of  the  Consolidated  ( 
H.  Church  cast  260  in  behalf  of  cor] 
behalf  of  corporate  members  and  10  ii 
290 ;  J.  W.  Lleb,  10,  and  W.  R.  Addlck 
Important   Changes   during   the   Tt 
President  and  appointed  General  M 
was  elected  Vice-President  and  reap 
branch  office  and  show  room  was  op* 
tlonal  powers  or  franchises  were  acqu 

BALi 
Deoember  31, 

1915  ASSSTS  B] 

$941,875  30     Cash     

46,031  37     Accounts  receivable 
York    (for  electric 
861,296 14     Consumers'    account 
180,981 75     Accounts    receivable 
companies     

*  [  Bee  Annual  Report  of  the  Comml 

*  [The  Consolidated  Gas  Co.  reports 
Ing  certificates  not  in  its  own  name. 
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Tbt  United  Btoctrie  Light  uid  Power  Compny 
BALAJfca  Shsbt — CofidiuUd 

Deoember  31,  December  31. 

1915                              ABBBTe  8IDK  —  Conduded  1910 

•  $34,026  27     Other  accounts  receivable $69,854  15 

45,034  24     Interest  and  dividends  receivable 16,708  38 

*1J50.000  00     Special    deposit    with     the     National 

City  Company    2,250,000  00 

573  53     Prepayments  —  Insurance    357  53 

347,136  43     Materials   and   supplies 556,062  36 

1,048,264  50     Stocks  of  associated  companies 1,048,264  50 

4,856  25     Funded  debt  of  associated  companies.  4,856  25 

125,000  00     Advances  to  associated  companies...  90,000  00 

80,617  97     Other   Investment  securities 88,823  23 

"  Fixed  Capital,  Dec.  31,  1908  " 9,755,588  50     D  113,568 13 

Fixed  capital  Installed  since  1908...  11,110,602  81     .    866,185  07 
Total   fixed   capital    (without  de- 
duction of  depreciation) 20,866,19187         752,618  H 


Increueor 
(D)  d^cnsse 

$85,8rr  88 

D    28,325  86 

500.00000 

D         21600 

208,925  93 


D 


35,000  00 
8,305  ^6 


9,869.154  69 
10,244,417  74 
iO,llS,57t  ^S 


$25,029,166  18 


Total    $25,844,825  60       $815,659  42 


UABIUTXBS  SXra 

$372,913  06     Taxes  accrued   

1,012,479  67     Bills  payable  — due  Consolidated  Gas 

Co.   on   demand 

109,190  00     Consumers'  deposits   

•78J51101     Accounts   payable   to   associated   com- 
panies     

78,658  56     Miscellaneous  accounts  payable 

1,203,300  00     Interest  accrued  on  funded  debt 

216,899  26     Interest  accrued  on  unfunded  debt*.. 

4,838,000  00     Mortgage    bonds    

*  8,325,000  00     Construction  advances  owing  to  Con- 
solidated   Gas   Co 

Reserves : 

"  Contingency  "  •    

Renewals    and    replacements — plant 

withdrawn   from   service  • 

Accrued  amortization  of  capital*.. 
Casualties  and   insurance  reserve. . 

Preferred  stock    

Common  stock   


$120.288  73  D  $252,624  38 


1,012,479  67 
163.466  00 


64,276  00 


152.260  10  73,649  09 

66,404  82  D      7,253  74 

1,203,300  00      

186,840  96  D    30,058.30 

4,838,000  00     


2,170,975  83 
4,353  87 


134,165  61 

85.209  51 

1.64^,238  03 

3,676,195  71 


1,085,976  06     Corporate    surplus 


8,326,000  00 
2,433,456  72 

20,159  38 
134,165  61 

86,843  2.^ 
1,642.238  03 
3,676,196  71 
1,784,226  64 


262,480  SO 

16,806  51 

1,133  72 


698.250  58 


$25,029,166  18 


Total    $25,844,826  60       $816,659  4'. 


Contingent  LiaJHUtiee. —  Guarantee  of  $275,000  of  bonds  of  the  Brush   Electric 
Illuminating  Co.  of  New  York. 


Valuation  of  Property  for  Purposes  of  Taxation 

Cost  to 
Valuation  as  of  June  30,  1916,  filed  by  respondent :      reproduce  new 

Real  property  outside  streets  and  public  places.  $13,263,129  71 

Real  property  In  streets  —  tangible 3,500,000  00 

Intanoihle  property,   including   franchises 

Tangible  personal  property   4,357,924  77 


8ame  — 
present  value 

$13,263,129  71 

8,600,000  00 

N.  R. 

4,867,924  77 


•^e  company  shows  as  Special  deposits  an  Item  of  $1,750,000  reported  In  1915 
as^Other  accounts  receivable. 
!♦*»«#  S^"AR^"y  "^^ows  as  Conatnietlon  advances  owing  to  associated  companies  an 

•  in^i«Tu:?29'i5^L';^R2^e^  *»»  1005  as  Accounts  payable  to  associated  companies. 

•  8^  nfS^^l?^*'?*^^*^  <*"«  Consolidated  Gas  Co.    For  deUils,  see  note  12  on  page  622. 
Bee  nepreciatton,  page  626. 
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The  United  Blectric  Light  and  Power  Compuij 
Valuation  of  Property  for  Purpose*  of  Taxation  —  Concluded 
Assessed  valuation  for  1916  taxes : 

Real  property  outside  streets  and  public  places:  Amount 

I^nd    $323,000  00 

Improvements     6,024,000  00 

Real  property  (tangible  and  intongible)  in  streets 9,997,500  00 

Corporate  real  property  543,000  00 


DsTUi^  OF  Absstb  ▲xro  LiABiLrrnes 
"Fixed  Capital,  Deeemher  $1,  1908" 

Book  cost 


146th 
146th 
146th 


street, 
street, 
street. 


Deo.  31,  1915 

$30,500  00 

83,442  54 

206,906  78 

188,052  74 

100,873  40 

7,813  08 

West  24th  street,  buildings 22,696  10 

Installations     1,297,950  24 

Cable  in  ground   1,571,970  16 

Subsidiaries    217,400  63 

Patents,  privileges,  rights,  good  will,  etc.  6,060,422  94 


Withdrawn 
during  year 


real  estate. . . . 
buildings 

apparatus 

Elizabeth  street,  apparatus , 
Waterside,  No.  1,  apparatus, 
West  24th  street,  apparatus. 


$188  75 


27,702  61 

84,490  80 

1,148  97 


Automobiles    

Tools    , 

Office  furniture   

Maps  and  instruments, 
Miscellaneous   


6.758  85 

19,018  03 

12,337  84 

33,987  91 

23  55 


85  00 


Book  cost 
Deo.  31,  1916 

$30,500  00 

83,442  54 

206,906  78 

188,052  74 

100,873  40 

7,674  33 

22,696  10 

1,270,247  63 

1,487,479  86 

216,261  56 

6,069,422  94 

6,768  85 

19,018  03 

12,262  84 

83,987  91 

28  65 


Total    $9,869,154  69 


$1 18,566  18      $9,766,688  56 


Fixed  Capital  Installed  since  December  SI,  1908 

INSTALLSD  DDRINQ    TBAR  Retired  Of 

> '-*-■ ^      withdrawn 

durincyear 
(deducted) 


Additions  and 
TiTLB  OF  ACOOVMT  betterments 

l4Uid    devoted    to    electric 

operations : 

Occupied     by     generating 

stations 

Occupied  by  outside  sub- 
stations  

Other  land   


Renewals  and 
replacements 


Total  cash 
ocwt  to 
Deo.  81, 1916 


General  structures   $29218 

General  equipment   3,096  18 

Power  plaut  buildings 23,656  44 

Power  plant  artesian  well 

Furnaces,  boilers  and  acces- 
sories   

Steam  engines  (steam  tur- 
bines)      '. . . 

Turbo-generators    

Accessory  electric  power 
equipment  

Miscellaneous  power  plant 
equipment    

Substation  buildings 

Substation   equipment    .... 

Transmission  system    

Distribution  system,  under^ 
gn>aiid  273,513  54 


$87  64 
36  03 


26,072  78 

32,202  67 
20,145  58 

74,929  58 

11,467  08 

10,615  56 

70,649  84 

153,970  68 


2,862  14 


5  64 


10,470  06 
5,205  28 


$486,860  16 

48,363  49 

27,126  76 

181,829  £1 

28,388  53 

2,194,881  24 

6,602  00 

1,022.895  76 

594,064  12 
525,283  01 

778,468  72 

206,676  69 
239,194  SS 
668,249  49 
646,983  48 


61,078  48        l,272a66  07 
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T]i«  United  Blactrie  Ufht  and  Powar  Coflipaiij 
FlMtf    Capital   In9tatte4   tinoe   Deeemher   81,   1908  ~  Conclnded 


ZNSTALUBD  DUBIKO   TSAB 


Addition*  and 

TiTLB  or  ACCOCMT  betterments 

Line   transformers   and   de- 

Tlcea $121J80  50 

Electric  serricet    70,653  44 

Electric  meters   40,331  84 

Mnnlcipal     street     lighting 

system 21,097  37 

Commercial  arc  lamps 

Glower  lamps 

Electric    tools    and    imple* 

ments     287  09 

Other       tangible       electric 

capital  86,123  26 

Taxes  during  construction 

Interest  during  construction     

Hiscellaneous     constmctlon 

expenditures 


Renewals  and 
replaoementt 


Retired  or 
withdrawn 
during  year 
(deducted) 

$11,069  69 

1,137  23 

26,149  37 

778  76 


4,820 16 


Total 
coat  to 
Dec.  31. 1916 

$765,541 28 
357,394  22 
369,153  73 

226,807  01 

86  39 

263  47 

4,866  48 

241,423  03 

7.820  2S 

210,777  79 

12,113  86 


Total    $989,88556     $123,70048    $11,110,60281 


Betterments  on  Lemsehold  Propertiee. —  On  property  leased  from  Fred  8.  Myers, 

620-522  West  24th  street :     Balance  at  beginning  of  year,   $52,771.80 ;  insUUed 

during  year,   $7,630.59;  retired  during  year,   $698.84;  balance  at  close  of  year, 

$69,708.6f. 

B^uipmeiU   Retired  dnring  the  Tear 

Amount  duuged 


Number 
of  units 

GLASS  OF  ■QumanfT  anmaD  retired 

BuOdlngs,  201st  street 

Substation  equipment 

General  structures,  147th  street..         

Economisers   1 

201st  street  equipment 

Municipal  street  lighting  system . .         

Masda  units 75 

Shop  equipment    

Transformers    153 

Electric  meters    S,007 

Electric  services    61 

Saw  table  1 

Are  lamps 2 

Automobiles    1 

Sign     1 

Office  furniture   9 

Cable  (ft.)    420,310 

Masda  units 75 


Cost  of 
equipment 
retired — 
estimated 

$36  08 

8,994  99 

87  64 

40  00 

2,867  78 

734  86 

70189 

54  94 

33,777  04 

31,819  62 

1,735  58 

138  75 

36  00 

2,991  00 

15  00 

833  33 

152,078  16 

324  00 


(o  renewals  and 


Amount  of 
salvage 

$36  03 

8,994  99 

87  64 

40  00 

2,867  78 

734  86' 

70189 

54  94 

15.130  99 

28,997  72 

1,735  58 

188  75 

20  00 

250  00 

400 

393  83 

74,173  16 

239  30 


plant  with- 
drawn from 


$16,646  05 
2.821  «)0 


16  00 

2,741  00 

1100 

439  50 

77,905  00 

84  70 


Total 


Less  salvage  on  2  400-kw.  M.  O.  sets  written  off  In  1912 


$237,266  61  ^  $134,601  46     $102,665  15 

4,00000 


Net   charge   to    Renewals    and    replacements  —  plant    withdrawn 

from  service $08,666  15 


ef  $61,612.04  charged  to  material  and  $82,989.42  sold  for  cash. 
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TIm  Unitoi  Blectrk  Light  aad  Pow«r  ^^— rfinr 

JiiecellaneouM  InveatmenU* 


XAMB  or  tmVTHO   OOMFAKT   AMD 
ISCURITT 

Stocks  of  associated  companies  : 

Consolidated  Tel.  ft  Elec. 
Sab.   Co.»    

Bnish  Blec.  Ilium.  Co.  of 
N.   Y.»    

Ball  Electrical  Ilium.  Co.. 
Funded     debt     of     associated 
companies : 

N.  Y.  Gas,  Elec.  L.,  H.  & 
P.  Co.,  60  yr.  bonds  due 
1949,  Int.  at  4%,  payable 

F.  &  A 

Advances   to   associated   com- 
panies: 

Brush   Blec.    Ilium.    Co.   of 

N.    Y 

Other  inyestments : 

Westinghouse  Elec.  &  Mfg. 
Co. —  stock     

Insurance  participation  ctfs., 
8%    

Total 


Par  vbIim 

of  amount 

h«ld 


$200,000  00 

999,000  00 
129,600  00 


5,000  00 


2.260  00 


Date  of 
acquisition 


1899 

1890-1906 
1890-1902 


1901 


Amount  at 

which  earried 

on  books 


4,866  28 


UMOBM 

aoemed 
during  year 


$50,000  00 

998,262  50 
200 


$200  00 


90.000  00 

6,862  46 

1890-1906 

2,480  00 

135  00 

1904-1916 

86,843  23 

4.981  44 

$1,231,948  98       $11,628  90 


Aoeounis  Receivable  from  Aasooiated  CompatUca, —  N.  Y.  Gas,  Blec.  Light,  Heat 
and  Power  Co.,  $83.33;  N.  Y.  and  Queens  Electric  Co.,  $23,629.82;  Westchester 
Lighting  Co..  $17,002.50;  N.  Y.  Edison  Co.,  $90,793.15;  Consolidated  Gas  Co., 
$21.89;  Consolidated  Telegraph  and  Electrical  Subway  Co..  $2,600.84;  total, 
$188,931.68. 

MiaeeUaneous  Accounts  Recetvahle, —  From  Charles  I.  Taylor,  adyance,  $17,500; 
sundry  debtors  for  labor,  materials,  etc.,  $52,354.15;  total,  $69,854.16. 


MaieriaU  and  BuppUet 

On  hand  at 
iTSifs  close  of  year 

Bituminous  coal  (long  tons) 8,810 

Arc  lamps  (A.  B..  enclosed) 210 

Incandescent  lamps,   tungsten 111,858 

Incandescent  lamps,  other 26,714 

Motors  (aggregate  h.  p.,  81) 27 

Heaters,    fans,   etc 1*94 

Poles 5 

Insulators   84 

Copper  wire  and  cables  (pounds) 18,292 

Copper  wire  and  cables  (feet) 680,376 

Iron  guy  and  suspension  wire  (feet) 2.000 

Supplies  loaned  consumers 

O.   K.  covers   7,912 

Meter  blocks    841 


Average  eost 
per  unit 

$8,390 

14.014 

.241 

.865 

69.224 

18 . 178 

6.250 

.177 

.258 

.301 

.010 


.501 
1.942 


Cost 

$12,918  49 

2,943  00 

26,926  21 

9,388  00 

1,869  05 

2,555  54 

8125 

14  89 

8,425  76 

205,024  76 

19  36 

2,801 85 

8,967  80 

1,638  19 


■  All  held  free  with  the  exception  of  the  stock  of  the  Consolidated  Telegraph  and 
Elactrlcal  Subway  Co..  whlca  is  pledged  with  Consolidated  Gas  Co.  and  stock  of  the 
Brush  Electric  Illuminating  O.  of  N.  Y..  which  la  pledged  with  Uotoo  Trust  Co. 
of  N.  Y..  trustee. 

*  Pledged,  see  note  8. 
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Tbe    Bitel  Elecric  Uglit  and  Power 

MaieriaU  amd  SuppUes  —  Condnded 

On  hand  St 
mil*  doae  of  year 

Switches    '.        1,076 

Searchllgbto    12 

Bectlfiers     6 

Colla     79 

Meter   seftls    37,300 

Merchandise   

MUcellaDeoDs     

Beels     N.  B. 

Totol    


per  mnt 

111.846 

IIS.J^OO 

300.330 

14.000 

.011 


912  J46  76 

1,422  00 

1,856  (iO 

1,106  00 

410  »4 

19.236  OS 

229.379  73 

N.  B.  16,890  30 


PABTICIJIiABS  or  STOCK  AND  FUNDBD 


Seeuritiei 

ComnuMi 
stock 


Fkefened 
stock 


Nominal  date  of  issue 

Date  of  maturity    

Interest,  rate  and  dates 

Denominations     

Authorized  by  company 

By  public  authority 

Only  nominally  issued 

Held  free   

Actually  issued,  prior  to  year. . 

Cash  realized 

Beacquired  and  held  alive 

Held  free   

Actually  outstanding   

Interest   accrued   and   dlTldenda 

declared    

Interest  charged  to  Income 

Interest  and  dividends  paid 

Interest  and  dividends  matured 

and  unpaid 

Trustees  under  mortgages 


1  share  =  1100 

■•$3,697,100  00 

8,697,100  00 

10.654  29 

10,654  29 

3,686,446  71 

(") 
10,250  00 
10,250  00 
3,676,195  71 


l8hare»|100 

>•  11,649,500  00 

1,649,500  00 

7.011  97 

7,011  97 

1,642,488  03 

(") 

250  00 

250  00 

1,642,238  08 


$556,062  .'!6 


Pint  mortcscc 
bonds 

July  1. 1894 

July  1, 1924 

6%,J.&J. 

$1,000  riO 

10,000,000  (lO 

4,848,000  00 

247,000  00 

247.000  00 

4,848.000  00 

(") 
10,000  00 
10,000  00 
4,838,000  00 

241,900  CO 
241,900  00 
241,900  00 

1,203,300  iK) 
Union  Trust  Co. 
of  New  York 


Bitla  and  AoootmtB  Otoing  to  Asiociated  Companies.^ —  Working  advances :  Con- 
solidated Gas  Co..  demand  loans  at  6  per  cent.,  $1,012,479.67;  interest  accrued 
and  paid  during  year,  $60,748.78.  Construction  advances:  Consolidated  Gas  Co., 
demand  loans  at  6  per  cent.,  $8,325,000;  interest  accrued  and  paid  during  year, 
$507,825.  Current  accounts  payable:  New  York  Edison  Co.,  $140,827.14;  Con- 
solidated Gas  Co.,  $3,244.86;  Consolidated  Telegraph  and  Electrical  Subway  Co., 
$8,188.10;  total,  $152,260.10.     No  interest  charged  on  open  accounts. 

Conaumert'  Deposits. —  Amount  at  beginning  of  year,  $109,190;  added  during 
year.  $107,080 ;  refunded  by  cash.  $28,856.24 ;  refunded  by  credits  to  consumers, 
$28,897.76;  balance  at  close  of  year,  $163,466;  interest  accrued  and  paid  dnilog 
year,  $3,608.66.     For  number  of  deposits,  see  Table  XL. 

MUcellaneous  Accounts  Payable. —  Sundry  creditors  for  materials  purchased, 
$66,404.82. 

Tawes  Accrued. —  Bee  schedule  supporting  Income  Statement. 


>•  Authorized  by  stockholders. 

—^  5JJ?^\^  1°*^  **®°^*  ^'  respondent  were  "  sold  for  property  and  cash."  No  details 
arc  reported.  ^    *■      ^ 

du. '^rni2«iT5f *^"V°*^^!?,^*^  ^°^*r  .I«»tere8t  accrued  on  unfunded  debt.  $183,951.09 
1135  S???!  .  ?i?2«5**  ««^2"  consisting  of  unpaid  coupons  and  deferred  intetwt, 
fAoo.oTo.2i ,  interest  on  demand  loans  and  advances,  $48,074,88. 
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Reserves 

Credit  balance          Ciedito                 Debits  Credit  balance 

Dec.  31, 1915      durincyear        duringyear  Dec.  3^1,  1910 

Contingency n    $2,170.975  83        |aS2,480  89    12,433,466  72 

Renewals    and     replacements  — 

plant  withdrawn  from  service  ^        4,353  87           157,488  54     "  $141,683  03  20,150  38 

Accrued    amortization"    134,166  61    134,166  61 

Fire    insurance   participation....         78,037  97             8,306  26    86,343  23 

Kmployees'  insurance  7,17164    »7,17154    


INCOME    STATEMENT 

Operating  revenues  —  sale  of  electric 

Min-onf-  •  Average 

curreni .                                                     Quantity  price  Net  amount  Increase  or 

Municipal  street  lighting :                      (kw.  hrs.)  (cents)  for  year     (D)  decrease m 

Incandescent  (gas  filled) 1,783,604  5.23  $93,32019  $23,417  09 

Incandescent    245,619  6.34  15,575  38  2,190.73 

Ogtating  municipal  buildings 832, 273  5.41  45 ,057  66  4, 709  H 

Municipal  heat  and  power 170,511  5.52  9.420  21  4,386  35 

CommercUl   metered  lighting 43, 247, 895  6.53  2, 820, 943  73  306, 114  24 

Commercial   metered   power.' 4.367,991  7.66  329,576  21  22,52176 

N.    Y.,   New   Haven    and    Hartford 

Railroad    Co 39,977,114  .83  332,202  52  212,198  06 

Other  electrical   corporations 112,454,733  1.04  1,167,636  76  219,443  64 

Breakdown    service    94.401  8.90  8.397  58  4,92175 

Miscellaneous    1,753,886  1.91  33.524  80  16,112  76 

Total   sales  of   current 204,928,026  2.37  $4,855,655  03  $814.016  21 


Miscellaneous  operating  revenues :  Electric  merchandise 
and  jobbing  revenue,  "  $18,109.31 ;  lamp  service  to  con- 
sumers (at  %c  per  kw.  hour),  $64,413.92;  rental  of 
feeders  crossing  Queensboro  bridge, ^^  $3,600;  interest  on 
insurance  participation  certificates,  $4,931.44 ;  other  in- 
terest, $178.67   91,233  24         *•  50, 238  06 

Total   operating   revenues $4,946,888  27        $964,253  27 

Cents  per 
Operating  expenses :  kw.  hr.» 

Power  plant    labor .052        $113.876  69  $13,360  80 

Fuel  for  power .279  614,686  41  198,256  74 

^'^ee  Depreciation, 

'*  Includes  cost  of  dlsmantiing  plant  retired  from  service  during  1915  and  1916, 
$5,686.51  and  "extraordinary  expenditures,  etc."  for  1915  and  1916,  $37,331.37. 

"Transferred  to  corporate  surplus. 

**  Some  of  the  1915  figures  with  which  comparison  is  here  made  have  been  reclassi- 
fied by  the  company. 

"  Receipts  from  sale  of  merchandise  and  from  Jobbing,  $106,474.11,  lets  cost  of 
materials  sold,  $88,364.80. 

»  Gross  rental  under  a  joint  facility  arrangement  with  the  N.  Y.  Edison  Co. 

1*  Interest  on  insurance  participation  certificates  of  $2,023.12,  credited  in  1915  to 
non-operating  Income,  is  here  applied  as  a  credit  to  operating  revenues  for  comparison 
with  1916  figures. 

**  Ratios  for  total  station  expenses  and  jpreceding  items  based  on  current  generated, 
220.291.426  kw.  hrs.  (net  output  after  deducting  7,4r.6,574  kw.  hrs.  used  at  generatini; 
station)  ;  for  total  production  expenses  and  following  items,  those  on  current  sold 
204.928,026  kw.  brs.  Tb€8«  last  ratios  were  computed  by  the  Bureau  of  BtaUstlca 
and  Accounts. 
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loco  MS  Statsmsnt  —  Conclude 

Cents  per  Net  amount       '''••^*  "- 

Operating  expenses — Concluded:                             kw.  hr.  '-•  for  year     CD)  deoeMO 

Other  supplies  and  expenses'^ -COS  <18,80  77           HJ8S  9S 

Repairs    .083  61,386  59           1«,337  08 

Total    (generating)    station   expenses .3©        $798,818  4«     » $282,131  56 

Add  electricity  received  from  associated  com- 
panies at  2.44c  average 840,686  65  U7,25l  04 

Total  production   expenses .666  $1,139,854  01  $349,445  59 

Transmission    .036  73.968  41  28,068  84 

DUtribution    .093  191,047  44  8,280 «« 

Commercial  utilisation   .096  195.888  49  83.244  41 

Municipal  street  lighting .018  26,434  04  S.«9f  «• 

Commercial  administration    .038  78,844  28  6,693 «. 

Promotion    of    business .078  149,72164  26,829  BT 

General    ( excluding  depreciation ) .139  286. 817  28  62 ,432  » 

Total  of  foregeing 1.044     $2,189.610  48        $608,696  71 

Renewals     and     replacements  —  plant     with- 
drawn  from   service  » .077  167.48854  29,158  87 

Total   including  amortisation 1.121  $2,296,999  08  $537,864  If 

Uncollectible  revenues   .M7  16,276  50  D       6«930  64 

Tax  accruals   .196  898.963  84  124,868  81 

Subway  duct  rents .287  464.013  08  44.299 « 

Miscellaneous  rents   .004  8.063  24  D          81187 

Total  expenses,  taxes,  etc 1.554     $3,183.906  68        $700,19181 

Operating  income  applicable  to  corporate  property $1,762,982  69        8164.06148 

Nod -opera  ting  income  : 
Interest   revenues:     Interest  on   special   deposits,   $71.- 
181.92;  on  bonds,  $200;  on  advances  to  Brush  Electric 
Illuminating  Co..  $6,362.46;  dividend  revenue.  $135 77,879  38         ««18,44$  S» 

Gross  corporate    Income $1,840.86197         $182,505  36 

Deductions  from  gross  Income: 
Interest  on  funded  debt,  $241,900 ;  on  consumers*  deposito, 

$3,608.66;    on    taxes,    $2,994.76;    on    advances    by    Con- 

soUdated  Gas   Co.,  $648,524.61 897,028  03  8.C92  98 

Net  corporate  income  (corrected )>• $943.888  94        8173.SU  8T 

♦•  tn^^*S^P«i**'®'*2  **'  i*«*  corporate  income:  "  Contingency  "  reserve,  $262,480.S0 : 
SurpluS^fi^^^    ^^^    faithful    and    efficient    service.''    $12,804.63.      See    Corp^nraU 

non-tax^chaTges'"^^'^^  ^^^  rentals  properly  chargeable  to  "Municipal  rents  and 
Ac^un't?**"**^*  ***™*  "hown  above  were  computed  by  the  Bureau  of  SUtlttlcs  and 

am"  rtizatlS?^*^^.^!^^^  5®  charge  to  the  operating  expense  account  "  General 
replacementa—  ISSiV^^  Ik^*^  substituted  the  unauthorized  account  "  Renewale  and 
made  to  a  reserJi  SL^Tll*?"^?!^*?    '"™    service  •'    for    which   concnri^nt   credit    is 

*•  InteiJst  of  S9  2S^  ?o  *  ^'  i,^®  »*™«  name.     See  DepreeiaHon,  page  626. 
du^ct^b^JJeSt'S  non-operating  Income,  has  been  de 

note  2tf.    *^™P*°y  reports  a  net  corporate  Income  for  the  year  of  $668.548.42 ;  see 

jei^I^^'^SwVed'bv^'hr  nn™«?^^''^y  *^  «?^  "  *o  employees  for  faithful  and  elllclent 

soH^  ^?  Corporate  surnluT?n  °L«?  ^'^^  jettons^  from  gross  Income,  are  here  trans- 

srribed  by  the*^  Comml^ion    ^nrt  SS°5°^"^^^y  T**'?  *^^  accounUng  classiflcation   pre- 

.*l*>o  ^cprectotion.  paKrG*>6  corporate  income  corrected  accordingly.}    W 
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CORPOHATB  8UBPLUS 

SarphM,  December  31,  1915 

balance  for  year  transferred  from  income  (corrected) 

Adjustment  of  special  franchise  taxes  for  1913,  1914  and  1915 

Adjustment   of  interest  on   account   of   deferred   iwyments   by   the 

City  of  New  York  on  lighting  contracts  1902  to  1906 

Transfer  of  Employee's  insurance  reserve  1911  to  1913 


$1,086,976  06 

943,833  94 

9,682  66 

12,847  96 
7,171 54 


Totel    

Appropriation   to   "  Contingency  "   reserve  "^ $262,480  89 

Appropiiation  "  to  employees  for  faithful  and  efllcient 
seryice  ** "     12,804  63 


$2,059,612  16 


Total  deductiona 


276,286  62 


Bnrplut,  December  81,  1916 $1,784,226  64 


CLikflS   OF  LAMPS 

26  watt  a.  c.  mazda . . . . 

60  watt  a.  c  mazda. . . . 
100  watt  a.  c.  mazda . . . . 
100  watt  a.   c.  mazda.... 

400  c.  p.  a.  c.  mazda 

200  watt  a.  c.  nitrogen... 
300  watt  a.  c.  nitrogen... 
800  watt  a.  c.  nitrogen . . . 
400  watt  a.  c.  nitrogen . . . 


Municipal  Street  Lighting 

Number 
(rf  lamps 

43 


6 
44 

612 
45 

609 
67 

416 

483 


Totol 


2.325 


Amount  of 
revenue 


$15,576  38 


Consumption 
(kw.  hrs.) 


245,619 


93,320 19         1,783,604 


$108,805  57         2,029,228 


Oontroet*  and  Sdlea  According  to  Rate  Clasai/ieation* 

Number  Number  ' 

oi  COD-  of  active         Kw.  houis 

tracts  meters            delivered 

Llfrhting  municipal  buildings.  )                ,  (  110                832,273 

Municipal  heat  and  power...  j                   |  47               170,511 
Commercial  metered  lighting : 

aetali  — seneral    rate 61,480  52,723           34,899,131 

Wholesale    55  182             6,310,707 

▲ato,  storage  battery  and  re- 
frigerating                 19  88             1,454,297 

High    tension    at    consumers' 

premises    8  8               683,760 

Commercial  metered  power 1,846  1,846            4,867,991 

New  York,  New  Haven  ft  Hart- 
ford Ballroad  Co 1  4          39,977,114 

Other  electric  corporations 4  418        112,454,733 

Breakdown  service  9  66                 94,401 

lilscellaneoos 8  18            1,763,885 

Total    62,921  64,986         202,898,803 

"  See  note  26  on  pa^  624. 
"Number  of  hours  burning  per  year,  3,980. 
"SiZcept  municipal  street  lighting. 
*»Oro8S  price.  $2,517,081.40. 


Amount  of 
revenue  (net) 

$45,057  65 

9,420  21 

••2,511.783  31 
247,211  71 

46,466  51 

15,493  20 
329,576  21 

332,202  52 

1,167,636  76 

8,397  58 

33,624  80 

$4,746,759  46 
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Tli«  Uoltad  Blactric  Light  and  Pow«r  C^mpaay 
Interoompany  Purohates,  SaJes,  Etc,  m 

Quantity    Avence  priee  Chargied  to 

Pwroha99i                                 Ckw.  houn)         (cents)  ezpensei 

New  York  liaison  Co «4,082,756              5.38  $217,109  57 

New  York  BdUon  Co 9,667,0«0              1.25  120,838 11 

Westchester  Ugh  ting  Co 265,100                .00  2,497  8Y 

Total    18,054,006              2.44  $340,535  55 

Bold  Credit  to  revenue 

New  York  Edison  Co «2,537,834              6.13  $130^14  00 

New  York  Edison  Co 66,025,100              1.25  687.814  95 

New  York  and  Queens  Electric  L.  &  P.  Co. .       33,005.200                .68  226,801  U 

Westchester  Lighting  Co 21,886,500                JJ6  122,716  50 

New  York,  New  Haven  &  Hartford  R.  R.  Co.       30,977,114                .83  332,202  52 

Total    152,431.847                .08  $1,409339  38 


PointB  of  Delivery  and  Mwiturement  of  Electric  Energy  Received  from  or  Detiverei 

to  Other  Companiee 

coMPANT  Kind  of  current      Point  of  delivery  and  measaremaiit 
Received  from : 

New  York  Edison  Co Low    tension     Respondents*  consumers  meten 

New  York  Edison  Co High  tension     Seller's  switchboard. 

Westchester  Lighting  Co. . . .  High  tension     Seller's  switchboard 

Delivered  to : 

New  York  Edison  Co Low   tension     Consumers'  meters.   ' 

New  York  Edison  Co High  tension  (**) 

New  York  &  Qneens  Elect.  L. 

&  P.  Co High  tension     Hamilton  st..  Long  Island  Cit7> 

Westchester  Lighting  Co....     High  tension     Elmsford;  Mt.  Vernon;  New 

Rochelle. 
New    York,    New    Haven    k 

Hartford  R.  R.  Co High  tensloB     West  Farms ;  Colombus  are.,  Mt 

Vernon. 

Operating  Smpeneee, —  For  details,  see  Table  XXXVI-B. 

Depreotation, —  The  Uniform  System  of  Accounts  prescribed  by  the  CommlssloB 
for  electrical  companies  provides  that  operating  expenses  shall  Include  the  estl' 
mated  amount  of  capital  consumed,  which  is  defined  as  "  the  amount  estimated  to 
be  necessary  to  cover  such  wear  and  tear  and  obsolescence  and  Inadequacy  as  have 
accrued"  during  the  fiscal  period  in  the  tangible  fixed  capital,  and  **sach  portion 
of  the  life  of  intanglMe  fixed  capital  as  has  expired  .  .  .  and  the  amount  est! 
mated  to  be  necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed 
by  extraordinary  casualties."  From  the  total  estimated  deterioration  during  the 
period  there  is  deducted  the  actual  amount  expended  in  repairs  and  the  remainder  is 
charged  to  the  account  "  General  amortisation,"  which  has  been  provided  in  operat- 
ing expenses.  Amounts  charged  to  this  account  should  be  concurrently  credited  to 
"Accrued  amortization  of  capital,"  the  official  title  of  the  reserve  for  depreciatloD, 
etc..  against  which  is  chargeable  ^uch  portion  of  the  matured  or  realised  depre* 
elation  as  has  accrued  since  the  establishment  of  the  reserve.  Under  date  of  March 
2,   1000,   this  company   filed   with   the   Commission  a   rule  of  depreciation   which 


"  High  tpnslon  current  except  as  noted. 

"  Low  tension  current. 

**  Poii^ts  of  deliverv :  Kingsbridge,  Yonkers,  Fordham,  Hunt's  Point,  Kenslco,  HOtn 
street  and  Black welu  Island. 

points  of  measurement :  201st  street  generating  station  except  corre&t  deUveied  at 
Blackwells  Island,  which  in  measured  at  point  of  delivery. 
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proTlded  tliat  1^  cents  i»er  kw.  hr.  of  carrent  sold  to  general  consumen  be  charged 
to  *'  General  amortisation  —  electric."  The  rule  failed  to  state  that  the  con- 
current  credit  would  be  made  to  "Accrued  amortisation  of  capital."  The  com- 
pany's procedure,  however,  is  in  accordance  neither  with  the  rule  nor  with  the 
requirements  of  the  accounting  order.  It  charges  an  account  "  Renewals  and 
replacements  —  plant  withdrawn  from  service"  with  three-tenths  of  one  cent 
per  kw.  hr.  of  electric  current  sold  to  general  consumers ;  also  charges  an  account 
"  Contingency "  with  flve-tenths  o^  one  cent  per  kw.  hr.  of  electric  current  sold 
to  general  consumers.  Capital  retirements  are  charged  to  the  reserve  *'  Renewals 
and  replacements  —  plant  withdrawn  from  service'*  instead  of  to  the  prescribed 
reserve  "Accrued  amortisation  of  capital." 

Following  the  decision  of  the  Commission  in  Hay,  1016,  to  subpoena  the  books 
of  account  of  certain  electric  corporations  for  the  purpose  of  inquiring  into  their 
conformance  with  the  accounting  rules  prescribed  by  the  Commission,  various  gas 
and  electric  companies  asked  to  be  heard  on  their  aplications  for  modification  of 
the  rules,  including  that  on  depreciation  (General  Amortisation).  Informal  con- 
ferences have  been  in  progress,  report  of  which  may  be  found  in  the  Reports  of 
Dedaions,  advance  sheets  for  March  and  June,  1917. 

Tame» 

Amount  of     Charaed  to        Amount        Due  and 
CLASS  or  TAX  levy  income  paid  unpaid 

Lands    $6,689  20  16,689  20  $6.689  20    

Improvements  on  lands 122,889  60  122,889  60  122,889  60    

Corporate  real   property U,  138  20  11,136  20    •*  $18. 616  20 

Special  franchise   208.949  00  208,949  00  487.60184  ••62,027  22 

Gross   earnings,   stote 24,399  84  24,889  84  24,899  84    

Federal  Income  30,000  00  80,000  00  10.104  69    


Total    $398,968  84     $398.963  84     $661.688  17       $80,643  42 


UneoHeemie  BilU.—  Number  of  uncollectible  accounts,  4,187 ;  amount.  $30,234.93. 
Deposits  applied  thereto :  number,  1,120 ;  amount,  $10,485 ;  interest  on  deposits 
applied,  $348.57;  recoveries,  $3,523.97;  other  offsets,  $600.89;  net  amount  charged 
to  nncollectible  bills,  $15,276.50.  Amount  of  uncollectible  bills  on  which  above 
1,120  deposits  were  held,  $10,833.57. 

Rent  Charges. —  Charged  to  subway  duct  rents:  Consolidated  Telegraph  and 
Electrical  Subway  Co.,  space  in  subways,  $464,613.08.  Charged  to  Miscellaneous 
rents :  Sundry  owners,  transformer  spaces  at  various  locations,  $8,053.24.  Charged 
to  Operating  expenses  :**  Consolidated  Gas  Co.,  general  offices,  130  East  15th  street, 
$29^73.90;  Broadway  and  146th  Street  Corporation,  branch  offices  at  Broadway 
and  146th  street,  $6.300 ;  William  Vincent  Astor,  branch  offices  at  2426  Broadway, 
$3,750;  City  of  New  York,  wharfage  and  land  under  water  at  201st  street  and 
Harlem  river,  $4.161.88 ;  cables  crossing  Queensboro  bridge,  $1,500 ;  total,  $45,085.78. 
Charged  to  "  Clearing  account " :  Brush  Electric  Illuminating  Co.,  substation  and 
lofU  at  204-10  Elisabeth  street,  $9,000;  Consolidated  Gas  Cb.,  cable  yard,  Tenth 
avenue  and  18th  street,  $1,600;  Fred  S.  Myers,  storeroom  and  shops  at  520-22 
West  24th  street,  $4,800;  total,  $15,300. 


•*  Exclusive  of  interest,  $1,069.85. 

•»  Part  of  1916  taxes ;  exclusive  of  interest,  $1,820.02. 

*■  [The  charges  to  operating  expenses  include  rents  other  than  those  for  furnished 
offices  and  office  rooms  in  office  buildings  heated  and  lighted  by  the  landlord  which 
are  the  only  rents  that  should  be  included  under  the  accounting  rules  of  the  Commis- 
sion. The  company  states  that  hereafter  it  will  show  such  rents  as  part  of  the  cost 
of  operation,  not  however  under  the  general  classification  "  operating  expenses " 
but  to  the  spedflc  accounts  "Municipal  rents"  and  " Miscellaaeoos  rents."] 
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Th«  Unitdd  Btoctrk  light  «ad  Fofrer  C^mptrnj 
MISCSTLLANBOUS  INFOBMATION 

Power  Plant, —  Loeatloii,  20lBt  street  and  Ninth  aTenne;  capacity,  85,000  kw. 
F-or  number  of  nnits,  kind  and  capacity  in  serrice  at  close  of  year,  see  Table  XV. 

CfirewUa,  Potet  and  Line  Traneformen. —  See  Table  XYI. 

Bervieea.--  See  Table  ZYII. 

Metere, —  Numker  at  befinninc  oi  year,  55,425  ;  bougfat  during  year,  8,123 ;  con- 
demned, lost  or  destroyed  during  year,  3,007;  owned  at  close  of  year,  60,541  (in 
use  by  consumers,  67,377 ;  company's  serrice,  121 ;  in  repair  shop,  157 ;  in  stock. 
2,886).     For  details,  see  Tables  XVIII  and  XIX. 

Bleotrie  Cwrent  Generated,  Bought  and  Bold  {hv>,  hr8,). —  Generated  dnring 
year,  227,748,000 ;  used  at  generating  station,  7,456,574 ;  net  output,  220,201,426 ; 
bought,  measured  at  sellers*  switchboard.  9,922,240;  bought,  delivered  at  respond- 
ent's meters,  4,032,756 ;  sold  to  railroad  companies,  39,977,114 ;  to  other  electric 
companies,  112,454,788.1;  to  public,  62,496,178.4;  used  by  respondent,  1,097,317; 
lost  in  transmission,  etc.,  18,476,483;  lost  in  distribution,  9,744,596.4. 

For  additional  details,  see  Table  XXI,  Electric  current  generated  and  fuel 
consumed :  Table  XXIII,  Source  and  disposition  of  electric  current ;  Table  XXIT. 
Consumption  of  electric  current. 

Load  Data. —  Maximum  load,  generating  station,  54,380,  on  February  19,  1916; 
see  also  Table  XXII,  Variation  of  output  and  load;  connected  load,  exclusive  of 
company  service,  106,930  kw.  (for  details,  see  Table  XX). 

Aecidenta, —  See  Tables  XXVII-XXIX. 

Bmplovee$  and  Wagee. —  Number  of  general  officers,  6 ;  total  compensation  during 
year,  $17,437.47.  Number  of  all  other  employees,  second  week  in  December,  fuU 
time,  1,008;  part  tim?,  ^;  total  compensation  paid  during  year  to  officers  and 
employees,  $928,188.44.     (See  Tables  XXX-XXXIV.) 

Officers. —  President,  Nicholas  F.  Brady;  Vice-President,  Thomas  B.  Murra?; 
Vice-President  and  General  Manager,  Frank  W.  Smith ;  Vice-President  and  Treasurer, 
Benjamin  Whiteley;  Secretary,  Lewis  B.  Gawtry;  Assistant  Secretary,  L.  A.  Cole- 
man. 

Directors. —  Nicholas  F.  Brady,  Lewis  B.  Gawtry,  Bobert  A.  Carter,  W.  B,  Addlcks, 
Thomas  B.  Murray,  Frank  W.  Smith,  John  W.  Lieb,  George  B.  Cortelyon,  George  F. 
Baker,  Edgar  Palmer,  William  Bockefeller,  John  W.  Sterling,  Donald  G.  Geddes. 

Jiain  Business  Office. — 130  Bast  15th  street.  New  York  City. 

Beport  verified  by  Frank  W.  Smith,  Vice-President  and  General  Manager,  April  14, 
1917. 


THE  WOODHAVEN  GAS  LIGHT  COMPANY 

History. —  Incorporated  August  30,  1871,  under  act  of  Legislature  passed  Febru- 
ary 16,  1848.  The  company  furnishes  gas  to  Ward  4,  Borough  of  Queens,  City  of 
New  Tork,  with  the  exception  of  the  former  villages  of  Jamaica  and  Richmond  Hill. 
It  has  no  manufacturing  plant  and  gas  is  purchased  from  Brooklyn  Union  Gas  Com- 
pany.  Stock  control  of  the  respondent  is  held  by  the  Brooklyn  Union  Gas  Com- 
pany, which  acquired  the  entire  capital  stock  in  July,  1897. 

Stockholders. —  Number  at  close  of  year,  5;  all  residents  of  New  York  Stale. 
Total  voting  power,  200  shares,  par  value  $100  each.  Number  of  votes  cast  at  tb« 
last  general  meeting,  September  13,  1916,  200,  whereof  F.  B.  Jourdan  cast  195  vot<^ 
In  behalf  of  corporate  members  and  6  in  behalf  of  himself.' 

Important  Changes  during  the  Tear. —  T.  P.  Payne  was  appointed  additional 
Assistant  Tre.is  <?  r  on  June  1,  1916.  No  new  powers  or  franchises  were  aoQUired 
For  details  of  mains  laid  during  the  year,  see  Mains. 

[The  Public  Service  Commission  ordered  this  Company  on  May  25,  1916  (Case 
No.  1807)  to  reduce  its  rate  to  95  cents  per  M  cu.  ft.,  effective  July  1,  1916.    Tbe 

'The  certificates  of  stock  held  by  the  five  directors  are  presumably  endorse 
in  blank  and  held  by  the  Brooklyn  Union  Gas  Company. 
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The  WoodliaTea  Gas  Light  Company 

Com^Bj  Bobseqneiitly  secared  a  writ  of  certiorari  and.  on  July  27,  1916,  the 
Court  ordered  the  Company  to  set  as!de  as  a  special  deposit  subject  to  the  further 
orders  of  the  Court  the  difference  between  the  amount  collected  for  gas  and  the 
rate  ordered  by  the  Commission.  Bills  are  rendered  at  $1  per  M  cu.  ft.  but  the 
company  credits  to  revenue  only  95  cents,  the  diflPerence  of  5  cents  being  credited 
to  a  reserve,  Commercial  metered  lighting  and  prepnld  gas  in  suspense.] 
No  new  powers  or  franchises  were  acquired  during  the  year. 


BALANCE  SHEET* 

81,  December  81, 

1915                                        Assvrs  aiDS  1916 

$11,759  49     Cask $15,509  72 

2,492  11    Accounts  receivable  from  City  of  New 

Tork    (for  gas) 686  02 

14,173  81     Consumers'  accounts  receivable 24,353  18 

252  90    Accounts    receivable     from    associated 

companies    (Newtown  gas) 

898  06    Other  accounts  receivable 616  20 

83  32     Interest  and  dividends  receivable 33  32 

5,141  25     Special  deposits 9,626  48 

84  71     Prepayments  —  insurance    29  74 

206,880  42     '*  Fixed  Capital,  Dec.  81,  1908  " 205,081  87 

803,024  27     Fixed  capital  insUUed  since  1908 383,322  12 

$509,404  69             Total   fixed    capiUI  —  gross %SS8,40S  99 

lSt,649$4     Le$B  accrued  amortisation* 160,S00  57 

$S7ej9SS95            Total  fixed  capitol  —  net $578,105  49 

$411,641 00             Totol    $428,958  03 

UABILmXS  SIDB 

$1,668  22    Taxes  accrued   $2,036  27 

22,712  70   .  Consumers'    deposits    27,794  46 

188,468  04     Accounts    payable    to    associated    com- 
panies      178,628  04 

66  86    Miscellaneous  accounts  payable 108  97 

1,857  71     Interest  accrued  on  unfunded  debt 2,645  41 

834  35     Other  unfunded  debt  — wages  accrued.  4,123  58 

5,157  61     Casualties  and  insurance   reserve 8,616  80 

Commercial  metered   lighting  and  pre- 
paid gas  in  suspense 7,024  49 

20,000  00     Common  stock   20,000  00 

176,901  01     Corporate  surplus   177,920  01 

$411,641 00             Total    $428,958  03 


Increase  or 
(D)  dccrpasft 

$3,750  23 

D        1,806  09 
10.179  32 

D  252  00 

D  281 86 

4,485  L3 

D  4  07 

D        1,298  55 

30,297  86 

%98,999  liO 
97,751  9S 

$i,f  48  07 

$17,317  03 


$378  05 
6,081  76 


D 


4,825  00 

102  01 

787  70 

8,289  23 

8,459  19 

7,024  49 


2,019  00 


$17,317  03 


OonUngent  Liabilities, —  None. 


*A]1  materials  and  supplies  have  been  transferred  to  the  Jamaica  Gas  Light 
Company ;  any  material  used  is  furnished  by  the  latter  company  and  charged  to  the 
respondent. 

*  "  Accrued  amortization  "  as  here  shown  includes  Depreciation  and  Contingencies. 
It  is  reported  by  the  company  on  the  liability  side  of.  the  balance  sheet,  here  oianged 
in  accordance  with  the  requirement  of  the  report  form. 
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The  WoodliaTen  Gu  Light  Company 
Valuation  of  Property  for  Purpogea  of  Tamatiom 

Cost  to 
reproduce  new 

Valuation  as  of  June  30,  1016,  filed  by  respondent : 

Eeal  property  In  streets  —  tangible $612,534  03 

Tangible  personal  property 209,026  01 

Intangible  property,  including  franchises 


Aasessed  yaloatlon  for  1916  taxes: 
Real  property  Ctanglble  and  intangible)  in  streets. . . 


Sune— 
present  value 

$612^34  93 

209.926  01 

30,696  li3 

'  ■    ■  ■ 

Borough  of 
Qijrrns 

$413,8501*0 


DSTAlLe    OF   AaSBTS    AND    LlABILrTIBS 

"  Fiwed  Capital,  December  SI,  1908  " 


mM 


Book  cost 
Dec.  31,  1916 

Franchiset    $20,000  00 

Mains    139,957  07 


Services  

Meters    

Tools  and  implements 

Office  furniture  and  fixtures. 
Lamp  posts  *    , 


21,767  38 
23,167  03 

^3  75 
8117 

964  02 


Withdrawn 
during  year 

$1,147  10 
90  00 
6145 


Total    $206,88042 


Bookooflt 
Dec  31.  1916 

$20,000  00 

138.809  97 

21,667  :i8 

23,105  38 

453  75 

81  17 

964  02 


$1,298  55  $205,081  87 


Fimed  Capital  Installed  aince  December  31,  1908 


TITUB   OF  ACCOUMT 

General  equipment  .... 
Trunk  lines  and  mains. 

Oas  services 

Gas  meters 

Gas    tools    and    imple- 
ments   


Total 


IN8TAI.LBD    DUEZNO    TBAB 


Additions  and 
betterments 


$20,808  85 
3,473  08 
6,995  28 


$30,778  11 


Renewals  and 
replacements 


Retired  or 
withdrawn 
during  year 
(deducted) 


$64  95 

405  00 

10  31 


Total  enh  oosi  tc 
Dec.  31.  1916 

$279  -a 

256,267  45 
25,267  72 
51,472  GO 

35  00 


$480  26         $333,322  12 


Bquipment  Retired  during  the  Tear 


Number 
(^  units 
cuuw  OF  BQUiPifBNT  RBTiRSD    retired 

Street  mains    (ft.) 1,696 

Gas  services    34 

Gas  meters  14 

Total   


Amount 

Cost  of  of  salvage 

equipment  charge  1  to 

retired  material 

$1.212  06  1370  69 

49500    

7176  1  90 


$1,778  81 


$372  69 


Aeorued 

amortisation 

of  capital 

$339  06 

456  10 
30  63 

$826  69 


Surplus  or 
deSeit 

$502» 

38)0 

39S 

$580  ES 


Special  DepoHts. —  Deposited  with  bid  for  municipal  street  lighting,  $7.50:  witn 
State  Industrial  Commission,  4  per  cent,  corporate  stock  of  the  City  of  New  Toii 
(par   value   $5,000),   cost   $4,993.75;   with   City   of   New   York   to  cover   cost  of 


^As  reported  by   company.     According  to  the  physical  Inventory   taken   by   tbe 
Commission  in  connection  with  Case  1807  the  respondent  has  no  lamp  poata. 
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repaying,  $260 ;  with  Bank  of  Long  Island,  $4»375.23,  being  5  per  cent,  of  collections 
from  private  consumers  and  prepayment  meters  for  gas  sold  from  Jnly  1,  1916,  in 
accordance  with  an  order  of  the  Supreme  Court,  County  of  New  York,  entered  July 
27,  1916  (this  deposit  draws  interest  at  the  rate  of  2%  per  cent,  per  annum)  ; 
total  of  special  deposits,  $9,626.48. 

Common  Stock. — Authorised,  issued  prior  to  year,  and  actually  outstanding,  200 
shares,  par  yalue  $100  per  share ;  cash  realized,  not  reported ;  no  dividends  declarsd. 

AcoountB  OtDing  to  Associated  Companies, —  Brooklyn  Union  Gas  Company,  on 
open  account,  advanced  during  year,  $189,317.22,  repaid  during  year,  $192,696.15; 
interest  accrued  and  paid,  $5,283.07;  balance,  December  31,  1016,  $178,334.48. 
Richmond  Hill  ft  Queens  County  Gas  Light  Co.,  advanced  during  year,  $491.72; 
repaid  during  year,  $535.16 ;  balance,  December  31,  1916,  $79.22.  The  Jamaica  Gis 
Light  Co.  advanced  during  the  year,  $9,017.60 ;  repaid  during  the  year,  $10,420.23 ; 
balance,  December  81,  1916,  $214.34.  Total  payable  to  associated  companies, 
December  81,  1916,  $178,628.04. 

Consumers'  Deposits, — At  beginning  of  year,  $22,712.70;  added  during  year, 
$13,320;  refunded  during  year,  $8,238.24;  balance  at  close  of  year,  $27,794.46; 
Interest  accrued  during  year,  $1,502.30;  interest  paid  during  year,  $714.60.  For 
number  of  deposits,  see  Table  Xli. 

Tames  Accrued. — See  schedule  supporting  Income  Statement 

Reserves, — ^Accrued  amortization  of  capital:  Credit  balance  at  beginning  of 
year,  $132,649.34;  credits  during  year  on  basis  of  13  cents  per  M  cu.  ft.  for 
294,768,264  cu.  ft.  gas  sold,  less  actual  repairs,  $28,576.92;  debits,  for  mains, 
services  and  meters  retired,  $826.69 ;  balance,  December  31,  1916,  $160,300.67. 

Casualties  and  insurance :  Credit  balance  at  beginning  of  year,  $5,157.61 ;  credits 
during  year,  $4,000 ;  debits  during  year,  $540.81 ;  balance,  December  31,  1916, 
$8,616.80. 

Commercial  metered  lighting  and  prepaid  gas  in  suspense :  *  140,093,173  cu.  ft. 
of  gas  sold  (commencing  July  1,  1016)  at  5  cents  per  M,  $7,004.66;  interest  earned 
on  cash  deposited,  $19.83 ;  total,  $7,024.49. 

INCOME  STATEMENT 

M  ou.  ft. 
Operating  revenue  —  sales  of  gas:         delivered 

Municipal  street  lighting 25.0 

Lighting  municipal  buildings 827.9 

Prepaid  gas  11,745.6 

Commercial  metered  lighting 282,189.8 

Total  sales  294,768.8 


Rate  or 
sverase 
price 

Net  amount 
for  year 

Inereaae  or 
0)  decrease 

$0.75 

118.78 

D     $6,716  38 

75 

620  96 

82  36 

•100 

•11,438  76 

D           26506 

•100 

•275.390  19 

21,888  58 

8287,468  62 

115,989  66 

Miscellaneous  revenues : 
Gas  merchandise  and  Jobbing  revenue D  6  18 


Total  operating  revenues $287.468  63         $15,988  87 

Cents  per 
M  cu.  ft. 
Operating  expenses:  sold' 

Gas  purchased,  821,684  M  cu.  ft  at  60  cents*..  64.67        $160,842  11  $U,626  18 

Transmission  and  distribution 10.74  81,675  33    D  289  18 

Municipal  street  Ughting Cr.      .02   Cr.         72  27    D  86  »S 


■  Represents  the  difference  between  the  price  of  gas  sold  to  private  consumers  and 
through  prepayment  meters  at  $1.00  per  M  cu.  ft.,  and  the  rate  of  96  cents  per  M 
cu.  ft.  fixed  by  the  Public  Service  Commission,  effective  July  1.  1916. 

•  The  company  recders  bills  at  $1.00  per  M  cu.  ft.  but  credits  to  revenue  only  95 
cents,  the  rate  fixed  by  the  Public  Service  Commission.  The  difference  is  credited  to 
a  reserve.  Commercial  meterd  lighting  and  prepaid  gas  in  suspense.- 

Y  Based  on  294.768.3  M  cu.  ft.  sold.  ... 

■  Prom  Brooklyn  Union  Gas  Company ;  delivered  at  respondents  mains,  and 
measured  at  consumers*  meters. 
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TIm  Woodhtwi  Otm  ligtt  Company 

Inoomoi  QTATmitmKT  ^  Comdvded  ' 

Cents  per 

^        ^.                            X.      1    .  .                                 M  ou.  ft.      Net  amount  Inoresse  or 

Operftting  expenaes — CondtuML'                                     aold'             for  year  (D)  decteaae 

Comercial  administration   7.98          $23^7  74  $3^  S7 

Promotion  of  business .67             1,952  89  256  9 

General   (excluding  depreclaUon) €.41           18.902  63  lfiS83 

Total  of  foregoing 89.36        $236,848  43  $14.84206 

General  amortUation    (reserved) 9.70           28,576  98  6.968  46 

Total  (including  amortisation )   90.06        1266, 425  35  |20. 810  61 

UncoUecUble  revenue  .20              679  IS  D      1,315M 

Tax  accruals  3.68           10,56168  i,Z»H 

Miscellaneous  rents*  .83  2,460  00    

Total  of  expenses,  taxes,  etc 94.66        $279,016  06  $21,889  79 

Operating  Income  applicable  to  corporate  property $8,462  66  D     $6,906^2 

Non-operating  income :  interest  on  bank  balances,  $349S7 ; 

on  New  York  City  corporate  stock,  $200 649  67  D            2  69 

Gross  corporate  income $9,002  18  D     $6,909  11 

Deductions  from  gross   income :   interest  on   consumers' 

deposits,  $1,602.30,  on  obligations  to  Brooklyn  Union  Gas 

Company,  $6,283.07   6,786  87  D           88  31 

Net  corporate  income $2,216  75  D     $5,825  89 

COBPORATB  SUBTLUS  AmOUBt 

Surplus,  December  31,  1916 $176,90101 

Balance  for  year  transferred  from  income 2.216  76 

Materials  recovered  689  CO 

Sundry  adjustments  62  28 

Total    $178,789  04 

Equipment  retired  chargeable  to  surplus $580  63 

Bkid  debts  written  off 268  29 

Adjustment   21 

Total  deductions   .*. 839  08 

Surplus.  December  81,  1916 $177,920  01 


Municipal  Street  lAghiintg, —  Number  of  incandescent  gas  lamps,  December  31, 
1915,  16;  none  in  use  at  close  of  year;  total  consumption,  on  basis  of  3H  cu.  tt. 
per  lamp  hour  (8,960  lamp  hours  per  year),  26,004  cu.  ft.;  revenue  at  76  cents 
per  M  cu.  ft.,  $18.73. 

Operating  Expenses. —  For  details,  see  Table  XXXV-B. 

Depreciation. —  The  Uniform  System  of  Accounts  prescribed  by  the  Commission 
for  gas  companies  provides  that  operating  expenses  shall  include  the  esttmatsd 
amount  of  capital   consumed,  which  is  defined  as   "  the  amount  estimated  to    be 


*  Composed  of  $2,000  rent  for  respondent's  portion  of  building.  14-20  Union  avenue, 
Jamaica,  payable  to  Jamaica  Gas  uight  Company  and  $450  for  respondent's  ptt>- 
pnrtlon  of  rent  of  store  and  basement  at  Jamaica  and  Jeiferson  avenues,  Richniond 
Hill. 
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necessary,  to  coTer  such  wear  and  tear  and  obsolescence  and  Inadequacy  as  haT« 
accrued  "  during  the  fiscal  period  In  the  tangible  fixed  capital,  and  "  such  portion 
of  the  life  of  intangible  fixed  capital  as  has  expired  .  .  .  and  the  amount  estimated 
to  be  necessary  to  provide  a  reserve  to  cover  the  cost  of  property  destroyed  by 
extraordinary  casualties."  From  the  total  estimated  deterioration  during  the 
period,  there  is  deducted  the  actual  amount  expended  In  repairs,  and  the  remainder 
is  charged  to  the  account  '*  General  amortisation,"  which  has  been  provided  in 
operating  expenses.  Amounts  charged  to  this  account  should  be  concurrently 
credited  to  "Accrued  amortization  of  capital,"  the  official  title  of  the  reserve  for 
depreciation,  etc.,  against  which  is  chargeable  such  portion  of  the  matured  or 
realised  depreciation  as  has  accrued  since  the  establishment  of  the  reserve.  Under 
date  of  April  15,  1909,  this  company  filed  with  the  Commission  a  rule  of  deprecia- 
tion which  provides  for  a  charge  to  "General  amortization  —  gas'*  and  concurrent 
credit  to  "Accrued  amortization  of  capital "  of  13  cents  per  M  cubic  feet  of  gas 
sold  [less  the  cost  of  actual  repairs].    See  note  3  on  page  629. 

Tamet 

Amount  of  Charged  to  Amount  Due  and 

CLASS  or  TAX  levy  income  paid  unpaid 

Special   franchise    $8,525  31  $8,525  31  $8,525  31     

Gross  earnings 1,426  27  1,426  27  1,348  22     

Federal  income   (est.)-  610  00  610  00  259  48     


Total     $10,56158  $10,56158  $10,133  01 


UneolleoHbl9  Bills. —  Number  of  uncollectible  accounts,  630;  amount,  $2,747.94. 
Deposits  applied  thereto :  number,  448 ;  amount,  $1,460.84 ;  Interest  on  deposits 
applied,  $76.01 ;  recoveries,  $622.94 ;  net  amount  charged  to  uncollectible  bills, 
$579.15.  Amount  of  uncollectible  bills  on  which  above  448  deposits  were  held, 
$2418.23. 

MISCELLANETOUS     INFORMATION 

WorkB  and  Boldera, —  Respondent  has  no  manufacturing  plant  and  no  gas  holders. 

Maims, —  Transmission  pipe  line,  length,  24,179  feet;  laid  during  year,  none; 
taken  up,  none.  Distribution  pipe  line,  length,  457,107  ft. ;  laid  during  year, 
19,406  ft.;  taken  up,  1,596  ft.;  net  increase,  17,800  ft.     (See  Table  Y.) 

Sarriose. —  Number  available  at  close  of  year,  9,541 ;  added  during  year,  665 ; 
remored  daring  year,  34 ;  net  Increase.  631.     (See  Table  VI.) 

Meters, —  Number  In  service  at  close  of  year,  12,551  (excluding  587  set  but 
locked  or  cat  out)  ;  net  Increase  during  year,  1,098 ;  total  owned  at  close  of  year, 
18,708 ;  number  bought,  1,199 ;  number  retired,  14 ;  net  Increase  during  year,  1,185. 
.  (See  Tables  YII  and  YIII.) 

Oes  Bought  and  Sold  (c«.  ft,). —  Purchased  during  year,  321,684,240;  sold  to 
public,  294,768,254;  used  by  respondent,  1,183,600;  unaccounted  for,  25,732,386. 
(See  Tables  XII  and  XIII.) 

Aooidenta, —  See  Tables  XXV-XXIX. 

Employees  and  Wagee,^* —  Number  of  general  ofllcers,  9 ;  compensation,  none ;  ** 
number  of  all  other  employees,  second  week  in  December,  full  time,  148 ;  part  tlme» 
119;  compensation  paid  to  employees  (respondent's  proportion),  $63,044.40.  (See 
Tables  XXX-XXXIY.) 

"  The  respondent's  employees  are  on  the  combined  pay-rolls  of  the  following 
companies :  Jamaica  Gas  Light  Company,  Richmond  Hill  &  Queens  County  Gas  Light 
Company,  ond  Woodhaven  Gas  Light  Company. 

<*A  monthly  charge  of  $200  is  made  by  the  Brooklyn  Union  Gas  Company  for 
salaries  and  expenses  of  general  officers,  which  respondent  charges  to  Klscellaneous 
general  expei|ses. 
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Officers, —  President,  E.  R.  Chapman;  Vice-President,  A.  F.  Stamlford;  Secretary. 
F.  B.  Jourdan ;  Assistant  Secretaries,  F.  R.  Wogan,  H.  E.  McOowan ;  Treasurer, 
J.  H.  Benedict;  Assistant  Treasurers,  Herbert  Wellington,  T.  P.  Payne;  Auditor. 
James  Gilmer ;  Assistant  Auditor,  T.  P.  Payne ;  General  Counsel,  Cullen  &  Dykmno ; 
Claim  Agent,  G.  M.  Klrchmer;  Manager,  H.  A.  Lovell;  Engineer,  J.  H.  Jourdan; 
Purchasing  Agent,  6.  W.  Gatehouse. 

Directors, —  E.  R.  Chapman,  M.  D.  Chapman,  A.  F.  StanUord,  James  H.  Jourdan, 
F.  B.  Jourdan. 

Main  Busineah  Office. — 14-20  Union  avenue,  Jamaica,  N.  Y. 

Report  yerlfled  by  A.  F.  Stanlford,  Vice-President,  April  16,  1917. 


mDEK  TO  RETURNS  OF  CORPORATIONS 

NoTB. —  For  8ubi«ot  index,  the  reader  is  referred  to  the  Table  of  Contents  at  the  beginning 
of  the  volume.    Abbreviationa  used  below  are  as  foUows: 

E  =  Electrical  corporations;  G  »»  Gas  oorporatioos;  R  =  Street  railroad  corporations; 

S  s  Steam  corporations. 

PAOS 

E  Amsterdam  Electric  Light,  Heat  and  Power  Company  (Le^tMr) 343 

G  Astoria  Light,  Heat  and  Power  Compan  ,  The 344 

E  Bowery  Bay  Electric  Light  and  Power  Company 353 

E-G  Bronx  Gas  and  Electric  Company,  The 355 

G  Brooklyn  Borough  Gas  Company 367 

G  Brooklyn  Union  Gas  Company,  The 376 

E  Brush  Electric  Illuminating  Company  of  New  York,  The  (Lessor) 388 

G  Central  Union  Gas  Company 391 

G  Consolidated  Gas  Company  of  New  York 400 

E  Consolidated  Telegraph  and  Electrical  Subway  Company 420 

E  Edison  Electric  Illuminating  Company  of  Brooklyn 427 

E  Empiro  City  Subway  Company,  Limited 441 

E-G  Flatbush  Gas  Company,  The 447 

G  Jamaica  Gas  Light  Company,  The 457 

E  Kings  County  Electric  Light  and  Power  Company  (Lfissor) 462 

G  Kings  County  lighting  Company 467 

E  Long  Acre  Electric  Light  and  Power  Company 475 

G  New  Amsterdam  Gas  Company 478 

G  Newtown  Gas  Company,  TI»e 490 

E  New  York  and  Queens  Electric  Light  and  Power  Company 496 

G  New  York  and  Queens  Gas  Company 506 

G  New  York  and  Richmond  Gas  Company 513 

B  New  York  Edison  Company,  The 520 

G  New  York  Mutual  Gas  lig^t  Company,  The 542 

S  New  York  Steam  Company,  The 551 

G  Northern  Union  Gas  Company 566 

E-G  Queens  Borough  Gas  and  Electric  Company 574 

G  Richmond  Hill  and  Queens  County  Gas  L  ght  Company 587 

E-R  Richmond  Light  and  Railroad  Company* 592 

E  Riverside  L'ght  and  Power  Company 605 

G  Standard  Gas  Light  Company  of  the  City  of  New  York,  The 607 

E  United  Electric  Light  and  Power  Company,  The 617 

G  Woodhaven  Gas  Light  Company,  The 628 

NoTB. — An  inchoate  and  dormant  corporation  report  form  was  famished  to  three 
companies  not  in  the  foregoing  list. 

For  BcM  EUctrieal  TUuminaUng,  see  the  last  published  abstract  in  vol.  Ill  of  the  1912  Report. 

For  Batt  River  Oaa  Company  of  Long  Itiand  City,  see  Addendum  to  New  Amsterdam  Gas  Company. 

For  BouHy  Oaa  Company,  see  Addendum  to  abstiaot  of  Brookl^m  Union  Qas  Company. 

The  Westchester  Liohting  Company,  a  Second  District  company,  filed  certain  data 
concerning  its  operations  in  the  City  of  New  York. 

*  The  operating  statistics  here  referred  to  are  for  the  electric  department  only;   the  operating 
etflitiatieB  of  Um  railway  department  appear  in  volune  II. 
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